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FOREWORD 

The  well  records  here  sriven  are  a  continuation  of  those  published 
in  Bulletins  39  to  29-1,  inclusive.  DescriiDtive  data  for  most  of  the 
wells  and  maps  showing  their  locations  are  given  in  Bulletin  39.  De- 
scriptive  data  for  wells  not  included  in  Bulletin  39  are  given  in  Bulle- 
tins 39-A  to  39-1,  inclusive.  Some  of  these  latter  wells  are  not  shown 
on  the  maps  in  Bulletin  39. 

Records  of  ground  water  levels  at  wells  in  San  Jacinto  and  Ante- 
lope Valleys  are  included  in  this  bulletin.  The  locations  are  shown  on 
Maps  9,  10,  and  11.  The  wells  in  these  valleys  are  num.bered  by  Township, 
Range  and  Section,  i.e.;  Well  Number  SSSl'^'lA  is  located  in  Township,  5 
South,  Range  2  West,  S.B.B.  ?:  M.  in  section  1.   The  letter  "A"  denotes 
that  it  is  the  first  well  nu^.bered  in  that  section.   The  letter  "B"  would 
be  the  second  well,  etc. 

The  San  Jacinto  Valley  wells  are  shown  on  Hans  9  and  10.   The 
tabulation  begins  in  the  northvest  corner  of  Kap  9  and  progresses  east 
and  south.  The  townships  are  all  south  of  the  meridian  so  they  are  in 
numerical  order  but  the  ranges  are  both  east  and  west  and  are  not  in 
numerical  order. 

The  Antelope  Valley  wells  are  shown  on  Map  11.  They  are  tabu- 
lated by  Townshi'p  and  Range  so  both  are  in  numerical  order.  The  tabula- 
tion begins  in  the  southeast  corner  of  Map  11  and  progresses  west  and 
north. 

The  precipitation  records  here  given  are  a  continuation  of  those 
published  in  Bulletins  39-A  to  39-1,  inclusive.  In  the  former  bulletin 
is  a  map  showing  locations  of  stations  listed  in  1932.  Stations  not 


shown  on  the  map  in  Bulletin  ?9-A  are  described  as  to  location  In  the 
•bulletins  following  that  publlcption.  The  totals  are  for  the  period  July 
1st  to  June  30th.  There  is  a  tendency  on  the  part  of  the  observers  to 
neglect  the  minor  storms,  particulerly  those  occurring  at  the  beginning 
and  at  the  end  of  the  season.  Throuch  inspection  of  the  records  at  near- 
by stations,  the  amount  of  precipitation  so  neglected  has  been  estimated. 
This  amount  has  been  added  to  the  recorded  precipitation  and  an  asterisk 
indicates  where  such  an  addition  has  been  made. 

Monthly  totals  for  several  precipitation  stations  are  included 
to  show  the  distribution  of  rainfall  in  various  localities. 

Records  of  daily  precipitation  for  most  of  the  stations  included 
herein  are  available  in  the  office  of  the  Division  of  Water  Resources. 

Cooperation  of  the  agencies  through  which  the  records  have  been 
made  available  is  appreciated.  Proper  credit  is  given  in  the  tabulation 
of  data  for  each  well  and  in  the  table  showing  precipitation  station 
data. 


SOUTIi  COASTAL  B/£IN  I!I\rESTIGATICN 

Records  of  Ground  Water  Levels  at  VJells 

in  District   "A" 


Well  Number 

and 

R.P.  Elev. 


Date 


Dist.R.P. 
to  water 
surface 

Feet 


Well  Number 

and 

R.P.  Elev. 


Date 


Dist.R.P, 
to  water 
surface 
Feet 


1941 


1941 


A-2-B-5 

Oct. 

28 

a 

113.5 

1425. 

A-3b-B-6 

May 

13 

a 

114.8 

1245. 

Oct. 

29 

a 

115. 

A-4C-B-6 

Jan. 

23 

17.3 

*1226.8 

Feb. 

25 

7.7 

Mar. 

21 

4.7 

Apr. 

22 

4.7 

May- 

22 

4.8 

June 

24 

4.9 

July 

23 

5.3 

Aug. 

28 

5.8 

Oct. 

23 

5.8 

Nov. 

25 

6.4 

Dec. 

26 

7.5 

A-4e-B-5 

Jan. 

23 

41.2 

1281.8 

Feb. 

25 

35.2 

Mar. 

21 

31.2 

Apr. 

27 

29.7 

May 

22 

28.7 

June 

24 

26.6 

July 

23 

27,3 

Aug. 

28 

27.9 

Oct. 

23 

28.5 

Nov. 

25 

28.3 

Dec. 

26 

29.4 

A-5a-C-2 

Mar. 

26 

a 

6.4 

955. 

Apr. 

17 

a 

5.9 

May 

13 

a 

7.3 

June 

16 

a 

8.0 

July 

17 

a 

8.2 

Sep. 

12 

a 

10.8 

Sep. 

22 

a 

12.8 

Oct. 

10 

a 

10.2 

Oct. 

28 

a 

9.5 

A-9-D-3 

Jan, 

23 

82.7 

880.0 

Feb. 

27 

82.6 

Mar. 

19 

81.8 

Apr. 

15 

80.9 

May 

22 

79.3 

A-9.D-3 

June 

18 

78.6 

Cont. 

July 

17 

78.2 

Nov. 

6 

75.4 

A-lO-E-3 

Feb. 

25 

a 

12.6 

792.7 

Mar . 

17 

a 

10,5 

Mar . 

26 

a 

10.4 

Apr. 

17 

a 

9.5 

May 

13 

a 

9.5 

June 

15 

a 

10.2 

July 

17 

a 

10.6 

Sep. 

12 

a 

11.0 

Oct. 

10 

a 

10.9 

Oct. 

28 

a 

10.9 

A-12-D-3 

Jan. 

23 

40.0 

830.6 

Feb. 

27 

39.4 

Mar . 

19 

38.8 

Apr. 

15 

37.7 

May 

12 

a 

35.5 

May 

22 

36.4 

June 

18 

36.6 

July 

17 

37.3 

Oct. 

28 

a 

34.0 

A-13-D-3 

Feb. 

27 

a 

39.4 

825.9 

Mar. 

19 

a 

38.3 

Mar. 

25 

a 

37.8 

Apr. 

17 

a 

35.5 

May 

12 

a 

35.6 

June 

15 

a 

35.3 

July 

17 

a 

36.0 

Sep. 

12 

a 

54.7 

Oct. 

10 

a 

34.3 

Oct. 

28 

a 

34.0 

A-14-D-4 

Jan. 

23 

103.0 

897,0 

Feb. 

27 

102.8 

Mar. 

18 

102.7 

Apr. 

15 

102.3 

May 

22 

101.0 

June 

17 

100.8 

July 

17 

100.1 

Nov. 

6 

98.0 

*  New  elevation;  R.P.  changed. 
a  Measurement  from  Los  Angeles  County  Flood  Control 
Measurements  from  Los  Angeles  Bureau  of  Water  Works 
noted. 


District. 

&  Supply  except  as 


Well  Number 

and 

R.P.  Elev. 


Date 


1941 


Dist.R.P. 
to  water 
surface 
Feet 


A-15-D-4 

Jan. 

23 

21.5 

791.2 

Feb. 

27 

18.7 

l!ar. 

19 

13.9 

Apr. 

15 

11.6 

Uay 

22 

10.4 

. 

June 

18 

12.9 

July 

17 

13.7 

'- 

Nov. 

7 

16.0 

A-iea-D-4 

Jan. 

23 

143.0 

869.1 

Feb. 

27 

142.9 

Mar. 

18 

142.7 

Apr, 

15 

142.4 

May 

22 

142.0 

June 

17 

141.1 

July 

17 

140.4 

A-18C-D-4 

Jan. 

23 

58.2 

786.0 

Feb. 

26 

58.1 

Mar. 

17 

57.9 

Apr. 

14 

57.3 

May 

19 

57.0 

June 

17 

56.6 

July 

17 

56.4 

Nov. 

7 

55.9 

A-22-D-5 

Jan. 

22 

176.9 

862.5 

Feb. 

26 

177.2 

Mar. 

18 

177.7 

Apr, 

14 

175.0 

May 

19 

172.2 

June 

17 

169.3 

July 

15 

168.0 

Nov. 

7 

163.3 

A-24-B-5 

Jan. 

22 

26.9 

1158.4 

Feb. 

25 

24.9 

Mar. 

20 

24.6 

Apr. 

22 

25.4 

May 

22 

26.0 

June 

20 

23.9 

June 

24 

24.0 

July 

23 

29.8 

Aug. 

28 

28.1 

Oct. 

16 

25.8 

Nov. 

18 

24.6 

Dist.R.P 

Well  Number 

to  water 

and 

surface 

R.P.  Elev. 

Date 
1941 

Feet 

A-24a-C-5 

Apr. 

17 

a    9.4 

1120. 

May 

12 

a    5.2 

June 

15 

a    6.6 

Sep. 

12 

a    5.5 

Oct. 

10 

a    6.2 

Oct. 

28 

a    5.5 

A-24b-C-5 

Jan. 

22 

24.0 

1033.8 

Feb. 

25 

23.3 

Mar. 

20 

14.0 

Apr. 

23 

14.4 

May 

22 

16.3 

June 

20 

17.4 

July 

28 

16.0 

Aug. 

28 

16.8 

Oct. 

16 

17.0 

Nov. 

13 

19.2 

Dec. 

31 

18.4 

A-26-D-5 

Jan. 

6 

197.8 

879.0 

Feb. 

1 

198.1 

Mar. 

1 

197.9 

Apr. 

1 

192.6 

May 

1 

185.6 

June 

1 

179.3 

July 

1 

175.6 

Aug. 

1 

175.9 

Sep. 

1 

176.7 

Oct. 

6 

177.6 

Nov. 

3 

178.1 

Dec. 

1 

178.4 

A-26a-D-5 

Jan. 

22 

138.2 

814.5 

Feb. 

25 

138.1 

Mar. 

18 

135.2 

Apr. 

14 

130.2 

May 

19 

126.7 

June 

17 

122.6 

July 

15 

121.7 

Nov, 

7 

121.5 

A-27-D-5 

Jan. 

22 

118.5 

798.0 

Feb. 

25 

118.2 

Mar. 

18 

115.6 

Apr. 

14 

114.1 

May 

19 

111.1 

a  Measurement  from  Los  Anpeles  County  Flood  Control 
Measurements  from  Los  Angeles  Bureau  of  VJater  Works 
noted. 


District. 

&  Supply  except  as 


Dist.R.P. 

Dist.R.P 

Well  Number 

to  v;ater 

Well  Number 

to  water 

and 

surface 

snd 

surface 

R.P.  Elev. 

Date 

Feet 

R.P.  Kiev. 

Date 

Feet 

1941 

19 

il 

A-27-D-5 

June 

17 

109.5 

A-35-D-6 

July 

23 

189.1 

Cont. 

July 

15 

108.8 

Cont, 

Aug. 

28 

188.4 

Nov. 

7 

107.6 

Sep. 
Oct. 

10 
16 

188.2 
189.0 

A-27a-D-5 

Jan. 

22 

115.0 

Nov. 

14 

189.8 

793.1 

Feb, 

Mar . 

25 
18 

115.6 
115,0 

Dec. 

19 

189.5 

Apr. 

14 

113,4 

A-37-C-7 

Jan. 

23 

183.9 

May- 

19 

111.7 

1203,8 

Feb. 

25 

182.5 

June 

17 

110.2 

Mar. 

21 

167.5 

July 

15 

109.0 

Apr. 

22 

154.8 

Nov. 

7 

105.0 

May 
June 

21 

24 

153.0 
155.1 

A-28b-B-6 

Jan. 

22 

11.4 

July 

23 

157.9 

1130.7 

Feb. 

25 

5,5 

Aug. 

29 

162.0 

Mar . 

21 

4.5 

Nov. 

26 

169,1 

Apr. 

2? 

3.0 

June 

20 

4.6 

A-39-D-7 

Jan. 

28 

234,3 

Oct. 

15 

5,8 

898.2 

Feb. 

22 

233,8 

Dec. 

25 

5.7 

Mar. 
Apr. 

20 
17 

215,0 
195,5 

A-31-D-6 

Jan. 

22 

227.5 

May 

17 

189.8 

903.0 

Feb. 

25 

225.4 

June 

24 

188.8 

Mar . 

20 

224.2 

July 

24 

187.3 

Apr. 

21 

213.7 

Aug. 

28 

191.3 

June 

3 

202.2 

Sep. 

10 

191.4 

June 

20 

199.2 

Oct. 

15 

193.8 

Aug. 

29 

200.8 

Nov. 

14 

195.4 

Sep, 

10 

201.6 

Dec. 

19 

195.0 

Oct. 

15 

202.3 

Nov. 

13 

203.1 

A-40-E-7 

Jan. 

15 

121.2 

Dec. 

19 

204.3 

760,2 

Feb. 

Mar. 

18 
18 

120.6 
114.5 

A-31a-D-6 

Jan. 

22 

151.2 

Apr . 

17 

101.5 

820.2 

Feb. 

25 

150,2 

May 

17 

91.5 

luar. 

20 

144.1 

June 

18 

89.5 

Apr. 

15 

137.2 

July 

28 

91.8 

June 

30 

1?9.2 

Aug, 

26 

93.6 

Aug. 

28 

128.5 

Sep. 

10 

94.3 

Nov. 

14 

128.9 

Oct. 

10 

95.4 

Dec. 

19 

128.5 

Nov. 
Dec. 

14 
IP 

96.4 
96.7 

A-35-D-5 

Jan. 

22 

217.6 

885.5 

Feb. 

25 

217,1 

A-41-C-7 

Jan, 

23 

34.1 

Mar. 

30 

212.6 

1099.1 

Feb. 

25 

31.1 

Apr. 

21 

201.8 

I'/Iar . 

21 

26.0 

May 

17 

197.0 

Apr. 

23 

23.0 

June 

6 

192.8 

May 

21 

23.4 

June 

24 

191.2 

June 

28 

25.1 

Measurements 

fron 

Los 

Anpeles  Bureau 

of  Water  Works  & 

Supply. 

Dist.R.P. 

Dist.R.P. 

Well  Number 

to  vater 

Well  Number 

to  water 

and 

surface 

and 

surface 

R.P.  Elev. 

Date 
1941 

Feet 

R.P.  Elev. 

Date 
1941 

Feet 

A-41-C-7 

Oct. 

23 

29.7 

A-49-C-8 

June 

24 

101,2 

Cont. 

Nov. 

26 

30.1 

Cont. 

July 

28 

102,2 

Dec. 

24 

31.1 

Au)?. 
Nov. 

29 
25 

101.4 
97.3 

A-44-C-7 

Jan. 

23 

a 

45.0 

1164.1 

Feb. 

28 

a 

37.1 

A-51-D-9 

I.!8y 

6 

a 

245.0 

Mar. 

22 

a 

18.9 

1858. 

■Oct. 

28 

a 

227.6 

Apr. 

17 

a 

27.0 

May 

14 

a 

30.4 

A-51d-D-9 

?!&y 

6 

a 

105.1 

June 

16 

a 

35.2 

1692. 

Oct. 

28 

a 

95.7 

July 

17 

a 

37.4 

Nov. 

18 

a 

95.4 

Sep. 

12 

a 

39.3 

Oct. 

10 

a 

39.5 

A-52-D-9 

Jan. 

5 

b 

54. 

Oct. 

29 

a 

39.8 

1435. 

Feb. 
Mar. 

2 
2 

b 
b 

52. 
36. 

A-45-C-8 

Feb. 

26 

13.0 

Mar. 

23 

b 

30. 

1159.8 

Mar. 
Apr. 

22 
23 

12.6 
10.7 

May 

4 

b 

24. 

June 

24 

16.7 

1940 

Nov, 

26 

20.2 

A-53-D-I0 

Oct. 

29 

a 

94.0 

A-46b-E-7 

Jan. 

17 

11-^.7 

2022. 

725.0 

Feb, 

18 

116.4 

1941 

Apr. 

17 

114.0 

June 

19 

108.3 

I'-ay 

7 

a 

90.4 

July 

24 

105.1 

Oct. 

28 

a 

79.0 

Aug. 

27 

103.3 

Sep. 

11 

102.8 

A-54C-D-10 

I 'ay 

7 

a 

164.8 

Oct. 

15 

100.8 

1441.6 

Oct. 

28 

a 

132.8 

Nov. 

18 

99.9 

A-55-E-10 

Mar . 

24 

a 

40.0 

A-48-C-7 

Jan. 

23 

53.4 

1145.9 

Apr. 

19 

a 

35,5 

1286.1 

Feb. 

26 

52.8 

May 

5 

a 

36.2 

Liar . 

22 

45.5 

June 

12 

a 

42.8 

Apr. 

23 

41.0 

July 

24 

a 

45.8 

May 

21 

40.3 

Sep. 

8 

a 

51.2 

June 

24 

42.5 

Oct. 

16 

a 

53.0 

July 

28 

44.8 

Nov, 

12 

a 

53.1 

Aug. 

29 

47.2 

Dec. 

22 

a 

52.0 

Nov. 

25 

47.5 

A-56-E-2 

Jen, 

27 

c 

30.2 

A-49-C-8 

Jan. 

23 

105.8 

836.9 

Apr, 

15 

13.4 

1448.5 

Feb. 

26 

104.3 

July 

15 

26.0 

Mar. 

22 

103.5 

Nov. 

6 

27.3 

Apr. 

23 

102.2 

Dec. 

18 

26.6 

May 

r?i 

101.3 

a  i'eesuremf.nt 

-  from 

Los 

Anpelcs  County 

Flood  Control  Di 

strict. 

b  Ueasurenent 

■   from 

ov.'ier. 

c  Rain  water 

runnii 

ifi   into 

veil. 

Measurements 

from  Los  , 

An,'' 

eles  Bureau  ( 

3f  Water  Works  & 

Supply 

r   ercept  as  not? 

Dist.R.P 

Well  Niimber 

to  water 

and 

surface 

R.P.  Elev. 

Date 
1941 

Feet 

A-55d-E-2 

Jan. 

27 

27.5 

882.7 

Feb. 

25 

25.5 

Mar, 

17 

20.4 

Apr. 

15 

17.7 

May- 

21 

16.2 

June 

19 

17.0 

July 

IS 

18.5 

Nov. 

o 

23.3 

A-58d-E-3 

Jan. 

23 

11.8 

798.5 

Mar . 

17 

9.0 

Apr. 

15 

9.1 

May- 

21 

7,2 

June 

19 

8.5 

July 

16 

8.6 

Nov. 

5 

a    8.5 

A-60-E-3 

Jan. 

23 

11.9 

79S.6 

Feb. 

25 

9.5 

Msr. 

17 

9.0 

Apr. 

15 

9,2 

Kay 

21 

7.6 

June 

19 

8.8 

July 

16 

9.4 

Nov. 

5 

10.7 

A-62-E-3 

Jan. 

23 

4.2 

753.9 

Feb. 

28 

0.5 

liar . 

18 

0.3 

May 

21 

b 

A-oEa-E-3 

Jan, 

23 

9.4 

770.0 

Feb. 

25 

3.4 

Feb. 

28 

4.0 

Mar , 

18 

4.4 

Apr. 

15 

7.7 

May 

21 

6.5 

June 

18 

5.8 

July 

15 

7.4 

Nov, 

5 

8.5 

A-64-E-4 

Jan. 

23 

5.4 

733.1 

Feb. 

25 

0.3 

Feb. 

28 

0.9 

Mar . 

18 

0.9 

Di 

?t.R.P. 

VIell  Number 

to 

water 

and 

surf ape 

R.P.  Elev. 

Da1 

;e 

Feet 

1941 

A-64-E-4 

Apr. 

15 

1.2 

Cont. 

May 

21 

3.5 

June 

18 

3.8 

July 

15 

4.5 

Nov. 

7 

5.4 

A-65b-E-4 

Mar . 

18 

a 

4.1 

729,5 

Apr. 

15 

a 

4.2 

May 

13 

a 

5.2 

June 

19 

a 

5.5 

July 

31 

a 

6.7 

Sep, 

11 

a 

7.6 

Oct. 

16 

a 

8.4 

Dec. 

31 

a 

8.0 

A-70-E-5 

Jan. 

21 

25.8 

719.1 

Feb. 

25 

25.6 

l!ar . 

18 

25.4 

Apr. 

16 

24.6 

May 

15 

24.5 

June 

15 

24.6 

July 

15 

24.5 

A-71a-E-5 

Jan. 

21 

11.3 

723.9 

Feb. 

25 

7'.  2 

Mar . 

17 

6.0 

Apr, 

15 

5.3 

May 

21 

5.4 

June 

18 

5.7 

Oct. 

8 

6.9 

Nov. 

5 

5.6 

Dec. 

8 

5.7 

A-72-E-5 

Jan. 

22 

51.3 

732.5 

Feb. 

26 

51.1 

Mar . 

18 

50.9 

Apr. 

15 

50.5 

May 

21 

49.7 

June 

20 

49.3 

July 

15 

48.9 

Nov. 

5 

a 

47.8 

A-73-E-5 

Mar . 

17 

a 

17.1 

* 

May 

12 

a 

15.1 

Oct. 

29 

a 

17.4 

!41;  then  690.1 
District. 


*  R.P.  elevation  690.  to  and  including-  March  17,  19-' 
a  Measurement  from  Los  Anreles  County  Flood  Control 
b  Destroyed. 

Measurements  from  Los  Angeles  Bureau  of  Water  Works  &  Supply  except  as 
noted. 


)a 


Well  Number 

and 

R,P»  Elev. 


Date 


1941 


DlSt.R.P. 
to  water 
surface 
feet 


A-74-E-5 

Jan. 

15 

65,5 

732.6 

Feb. 

13 

65,3 

Uar. 

14 

51.1 

Apr. 

16 

54. & 

May 

14 

51,1 

June 

18 

49.1 

July 

23 

49,1 

Aug, 

25 

49.1 

Sep, 

9 

49.3 

Nov. 

12 

49.1 

Dec, 

17 

48.7 

A-75-F-6 

Jan. 

14 

8,5 

654,3 

Feb. 

13 

5,5 

, 

Mar. 

11  a 

0.1 

Apr, 

14 

1.2 

Mdy 

13 

5,4 

June 

17 

7.2 

July 

23 

8.1 

Aug. 

22 

8«5 

Sep. 

9 

8,8 

Oct. 

2 

9,0 

Nov, 

5 

9.8 

Dec. 

12 

9.0 

A-76-E-6 

Jan. 

15 

49,5 

707.2 

Feb. 

13 

49,2 

Mar. 

14 

49,9 

Apr, 

15 

34.6 

May 

14 

30.7 

June 

19 

29.2 

Aug, 

28 

30.1 

Oct, 

9 

30.5 

Nov. 

23 

30.8 

Dec. 

17 

30.6 

A-77b-E-6 

Jan. 

15 

30.0 

681,3 

Feb. 

13 

29.6 

Mar. 

14 

22.9 

Apr. 

15 

14.5 

May 

14 

10,7 

June 

19 

9.4 

Sep. 

9 

11.8 

Oct. 

9 

11.5 

Nov. 

23 

11.9 

Dec, 

17 

11.6 

Dlet.R.P 

Veil  Nuir.btr 

to  water 

and 

siiTfaee 

R.P,  Jlev. 

Date 
1941 

Feet 

A-7e-E-6 

Jan. 

16 

66,5 

715.0 

Feb. 

13 

66.1 

Uar. 

14 

54,6 

Apr, 

16 

41,9 

May 

14 

37,2 

June 

20 

37,6 

July 

22 

41,0 

Aug, 

29 

43,1 

Sep. 

9 

43,4 

Nov, 

12 

44,8 

Dec. 

17 

44,9 

A-7ed-E-6 

Jan. 

15 

56.7 

S99.2 

Feb. 

13 

59,2 

Mer. 

14 

36,0 

Apr. 

15 

21,1 

May 

14 

25,0 

June 

19 

28,4 

July 

22 

30,8 

Sep. 

9 

34,6 

Oct. 

9 

39.8 

Nov. 

12 

35,8 

Dec, 

17 

38.0 

A-80-E-6 

Jan. 

15 

60.0 

697.8 

Feb. 

13 

59,5 

May 

14 

30,6 

June 

18 

30,7 

July 

22 

33,2 

Aug. 

25 

35.7 

Sep. 

9 

36.2 

Oct. 

10 

37,3 

Nov, 

12 

37,9 

Dec. 

17 

38.4 

A-80C-E-7 

Jan. 

15 

86,7 

713.7 

Feb. 

18 

86,0 

Apr. 

16 

79,4 

Apr. 

22 

74.6 

May 

15 

66,1 

June 

18 

62,2 

July 

22 

61,8 

Aug. 

26 

63,2 

Sep. 

11 

63,8 

Cot. 

11 

64,8 

Nov, 

14 

65.1 

Dec, 

18 

66,0 

a  Water  2,5  above  R.P,  after  storm. 
Measurements  from  Los  Angeles  Bureau 


of  Water  Works  &  Supply, 


11 


Well  Number 

and 

R.P.  Elev. 


Date 


1941 


Dist.H.P. 
to  water 
surface 
Feet 


A-81d-E-6 

May  13 

a   13.1 

655.8 

Oct.  29 

a   11.6 

A-81h-E-7 

Jan.  15 

41.9 

658.6 

Feb.  19 

41.9 

Apr.  15 

29.5 

May  14 

26.0 

June  18 

24.4 

July  22 

23.5 

Aug.  26 

23.5 

Sep.   9 

23.5 

Oct.   9 

23.8 

Nov.  12 

24.0 

Dec.  17 

24.3 

A-82-F-5 

Jan.  15 

22.7 

633.9 

Feb.  13 

22.6 

Mar.  11 

19.5 

Apr.  14 

17.5 

Kay  14 

16.8 

June  17 

16.7 

July  22 

16.9 

Au^,  22 

17.2 

Sep.  9 

17.3 

Oct.   9 

17.4 

Nov.  13 

17.4 

Dec.  16 

17.4 

A-84-E-7 

Jan.  17 

33.5 

627,7 

Feb.  19 

33.5 

May  16 

29.6 

June  19 

27.5 

July  19 

25.2 

Aug,  30 

24.0 

Sep,  11 

23.4 

Oct.  10 

22.8 

Nov.  21 

22.1 

Dec.  18 

21.3 

A-85C-F-7 

Flo\winfir 

all  year 

596.1 

A-85e-F-7 

Jan.  14 

17.9 

575.1 

Feb.  20 

15.5 

Mar.  13 

13.4 

Apr.  15 

13.6 

a  Measurement 

-  from  Los 

Angeles  G( 

b  Measuremeni 

;  by  City 

of  Burbank 

District, 

Measurements 

from  Los 

Angeles  Bu] 

Fell  Number 

and 

R.P.  Elev. 


A-85e-F-7 
Cent. 


Date 

1941 

May  20 
June  17 
July  22 
Aug.  22 
Sep.  12 
Oct.  15 
Nov.  23 

1940 


Dist.R.P. 
to  water 
surface 
Feet 


14,5 
14.5 
15.1 
14.8 
14. S 
14.6 
14.6 


A-86-E-7 

June 

5 

b 

51.4 

652.3 

July 

31 

b 

47.0 

Oct. 

2 

b 

Dkj  •  E 

Oct. 

30 

b 

57.5 

Nov. 

20 

b 

57.6 

Dec. 

31 

b 

55.7 

1941 


Feb. 

25 

b 

55.0 

Apr. 

3 

b 

56.4 

May 

6 

b 

51.8 

June 

24 

b 

47.8 

Am. 

5 

b 

45.4 

Sep. 

30 

b 

44.0 

Nov. 

18 

b 

43.2 

1940 


A-85f-E-7 

June  5 

b 

84.4 

689.6 

July  31 

b 

86.0 

Oct.   2 

b 

88.2 

Oct.  30 

b 

89.8 

Nov.  20 

b 

90.3 

Dec.  31 

b 

90,3 

1941 

Feb.  25 
Apr.  3 
May  6 
June  24 
Aug.  5 
Sep.  30 
Nov.  18 


b 
b 
b 
b 
b 
b 
b 


90.0 
88.4 
85.9 
81.8 
79.1 
77.2 
75.3 


ty  Flood  Control  District. 

om  Los  Angeles  County  Flood  Control 

Los  Angeles  Bureau  of  Water  V/orks  &  Supply  except  as  noted. 


12 


W«ll  Number 

and 

R.P.  Elev, 


Date 


1941 


Dlpt.R.P. 
to  water 
surface 

Feet 


V/ell  Niunber 

and 

R.P.  Elev. 


Date 


1941 


Dlst.R.P. 
to  water 
surface 

Feet 


A-.e7-E-7 

Jan,  17 

.600.3 

Feb.  26 

Mar.  19 

Aor,  18 

May  16 

June  19 

July  24 

Aug,  27 

Sep.  11 

Oct,  15 

Nov,  19 

Dec,  19 

A-87C-E-7 

Jan,  17 

592<7 

Feb,  19 

Mar,  18 

Apr.  18 

May  16 

June  19 

July  24 

Aug.  27 

Sep.  11 

Oct,  15 

Nov.  19 

Dec,  19 

A-88-F-8 

Jan,  14 

* 

Feb.  20 

Mar,  11 

Apr,  16 

• 

May  20 

June  19 

• 

July  22 

Aug.  27 

• 

Sep,  12 

Oct,  15 

Nov.  19 

Dec,  19 

A -set -F- 7 

Feb.  19 

•56£,5 

Mar,  19 

Apr,  18 

May  15 

A-89d-E-e 

Jan.  17 

520,9 

Feb,  19 

May  13 

June  19 

July  24 

Aup!.  28 

SeT5.  11 

Oct.  10 

Nov.  19 

T3ec.  18 

1940 


1941 


37.9 
37.6 
33,7 
32,4 
31,1 
30.0 
R9.6 
29,1 
28.4 
27,8 


A-93-E-8 

Oct.  16 

b 

23.4 

566.6 

Nov,  13 

b 

21.2 

Dec,  31 

b 

21,0 

22,2 
21,3 
18.9 
18,2 
17.7 
17,1 
15,2 
15.5 
15.2 
14.8 
14.4 
14.0 

22,1 

22.0 
18.5 
18.0 
17,  S 
17.4 
16,7 
16,1 
15.8 
15,4 
14.9 
14,5 

20.1 
18.9 
17.8 
16,4 
16.8 
17,0 
17,0 
17,0 
17.0 
17,2 
16.9 
15.5 

7,3 
4,4 
4.4 

*  R"."P.'  elevation' 547,7  to  and  Including  Kerob  11,  1942;  then  545.3." 

a -Well  destroyed, 

b  Measurement  by  City  of  Burbank  fron  Los  Anceles  County  Flood  Control 

District. 
Meesurem»nts  from  Los  Angele?  Bureau  of  Water  Works  &  Supply  ereept  as 

noted. 


Jan, 

21 

b 

21.0 

Feb. 

18 

b 

24,0 

Mar. 

11 

b 

23.0 

, 

Apr, 

15 

b 

20.5 

May 

20 

b 

22.5 

June 

10 

b 

22.5 

July 

1 

b 

19.1 

Aug, 

5 

b 

22.5 

Sep. 

3 

b 

83.0 

Oct, 

7 

b 

23,0 

Nov, 

18 

b 

22,0 

Dec, 

2 

b 

26.4 

A-93g-F-8 

Jan. 

22 

28,0 

520.7 

Mar, 

20 

25.0 

Apr. 

18 

25,1 

May 

20 

25.6 

June 

17 

26,5 

July 

22 

a 

A-93L-E-8 

Jan, 

22 

31.9 

509.3 

Feb, 

20 

32.0 

Mar, 

19 

28.0 

Apr. 

18 

29.3 

13 


Dist.R.P. 

Di 

st.R.P. 

Well  Nunber 

to  water 

Well 

Number 

tc 

water 

and 

surface 

and 

surface 

R.P.  Elev. 

Da- 

be 

Feet 

R.r 

Elev. 

Date 

Feet 

1941 

1941 

A-93L-E-8 

May 

20 

30.3 

A-98- 

-E-10 

Jan. 

24 

a 

36. 

Cont. 

June 

17 

31.2 

Cont. 

Feb. 

14 

a 

35. 

July 

27 

30.2 

Way 

29 

a 

25. 

Aupr. 

27 

30.4 

July 

3 

a 

28. 

Sep. 

12 

30.2 

Anq. 

29 

a 

29.2 

Oct. 

15 

30.4 

Sep. 

5 

a 

28.2 

Np--/ . 

19 

30.4 

Sep. 

12 

a 

30.2 

Dec. 

19 

30.3 

Nov. 

7 

a 

31. 

A-95-E-8 

Jan. 

21 

31.3 

A-98a-F-10 

Jan. 

11 

38.8 

487.0 

Mar. 

19 

28.4 

573.0 

Feb. 

7 

38.9 

Apr. 

18 

27.5 

Mar. 

6 

33.7 

June 

30 

30.3 

Apr. 

4 

28.8 

July 

22 

30.3 

Apr. 

16 

27.9 

Sep. 

12 

30.7 

* 

I'ay 

22 

25.5 

Oct. 

15 

30.8 

June 

21 

25.3 

Nov . 

19 

30'.  0 

July 

21 

26.4 

Dec. 

18 

29.5 

Auf?. 
Sep. 

22 
30 

26.7 
27.3 

1940 

Oct. 

23 

27.8 

Nov . 

21 

28.5 

A-98-E-1C 
954.7 


June  28 
Oct.  4 
Oct.  25 
Nov.   15 


a 
a 


35.1 
33. 
33, 
33. 


a  Measurement  by  Glendale  'j'ater  Df'partnent  from  Los 

Control  District. 
Measurements  from  Los  Ancreles  Bureaii  of  '.'Jater  VJorKs 

noted. 


Anpelee  County  Flood 
&  Sypply  except  as 


15 


SOUTT'  CO/-F;TAI,  BASIN  INTESTIGATION 

Records  of  Ground  ';\'ater  Levels  at  Wells 

in  District  "E" 


17 


Vile  11  Number 

and 

R.P.  Elev. 


Date 


Dist.R.P. 
to  water 
surface 
Feet 


Well  Number 

and 

R.P.  Elev. 


Date 


Dist.R.P, 
to  water 
surface 
Feet 


1941 


1941 


B-la-K-5 

May  13 

58.3 

p 

-10t)-I-S 

Jan. 

8 

58.7 

341.7 

Oct.  29 

a 

55.9 

84*.  6 

Feb. 
Mar. 

5 
10 

68.9 
59,0 

B-2-H-5 

May  13 

54.0 

A^r. 

8 

57.8 

155. 

Oct.  29 

52.4 

May 
June 

13 

55.5 
55.1 

B-3-I-5 

May  13 

100.8 

July 

S 

55.7 

107. 

Oct.  29 

99.7 

Aue;. 
Sep. 

5 
16 

55.6 

55.7 

B-5C-I-5 

May  13 

25.9 

Oct. 

7 

55.0 

27.3 

Nov. 
Dec. 

4 

2 

65.1 
35.4 

3-6C-H-5 

Nov.  12 

51.0 

274. 

1939 

3 

-llb-G-7 
292. 

May 
Oct. 

14 
29 

104.2 
99.7 

B 

-12-H-7 

May 

12 

74.0 

B-6d-H-6 

Dec.   5 

b 

107.3 

^100. 

Nov. 

12 

52.7 

195.8 

B 

-13-1-5 

May 

12 

19.0 

1940 

68.0 

Oct. 

28 

18.5 

Jan.  8 

b 

107.5 

B 

-14-G-8 

Jan. 

8 

25.4 

Feb.   7 

b 

103.5 

*'*290.0 

Feb. 

25.1 

Mar .   4 

b 

105.5 

Mar . 

10 

22.9 

Apr.   9 

b 

105.1 

Apr. 

8 

22.0 

June  24 

b 

105.8 

May 

14 

22.9 

Oct.   7 

b 

107.5 

June 
July 

1L 

10 

25.0 
23,7 

1941 

Aug. 
Sep. 

5 
15 

24.0 
24.9 

May   5 

b 

88.1 

Oct. 

7 

24.2 

Oct  4  14 

b 

103.3 

Dec. 

2 

24.1 

1940 

B 

-14d-G-l 
335.5 

May 
Oct. 

14 
29 

40.5 
39.7 

B-9a-I-5 

Oct.   1 

c 

13?'.0 

180. 

Nov.   1 

c 

125.0 

B 

-15-1-8 

Jan. 

7 

31.8 

Dec.   1 

c 

128.0 

105.0 

Feb. 
Mar . 

5 

10 

57.6 
59.4 

1941 

Apr. 
May 

8 
9 

53.3 
51.0 

Apr.  13 

c 

124.0 

June 

3 

62.0 

Nov.   1 

c 

125.0 

July 

8 

58.1 

Correction  to  previous  bulletins:  R.P,  elevation  should  be  100. 
**  New  elevation;  R.P.  changed, 
a  No  adjoining  'wells  pumping. 

b  Measurement  from  Los  Angeles  Bureau  of  VJater  VJorks  &.  Supply. 
c  Measurement  by  owner. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except 

noted. 


as 
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Well  Number 

and 

R.P.  Elev. 


Date 


1941 


DiPt.R.P. 
to  water 
surface 
Feet 


'"ell  Number 

enci 

R.P.   Elev. 


Date 


1941 


Dlst.R.P. 
to  vater 
surface 

Feet 


B-15-I-8 

Aup. 

5 

70.0 

B-feec-J-5 

May 

5 

b 

130.2 

Cent. 

Sep. 

16 

70.8 

131.3 

Hay 

14 

130.1 

Oct. 

7 

71.0 

Oct. 

14 

b 

130.9 

Nov, 

5  a   42.2 

Nov. 

4 

129.6 

Dec. 

2 

57.5 

B-29b-I-6 

May 

7 

b 

25.7 

B-ie-H-9 

May 

5 

124.6 

28.9 

225. 

Nov. 

rt 

124.6 

B-35b-K-6 

Kay 

12 

151.7 

B-18a-H-9 

May 

6 

124.0 

140. 

Nov. 

5 

152.5 

232. 

Nov. 

*-* 

120.9 

B-37-L-7 

Hey 

b 

154.4 

P-23-I-5 

Jan. 

7 

27.5 

154.4 

Hey 

12 

155.7 

*22.2 

Feb. 

5 

27.5 

Oct. 

15 

b 

154.6 

Mar. 

10 

25.2 

Nov. 

5 

154.2 

Apr. 

8 

24.6 

May 

13 

24.0 

B-44-K-8 

Hay 

9 

90.5 

June 

"7 

24.1 

83.1 

Nov. 

5 

91.3 

July 

8 

24.6 

Aug. 

5 

24.8 

1940 

Sep. 

16 

24.8 

Oct. 

7 

24.8 

B-44a-K-8 

Feb. 

9 

b 

91.1 

Oct. 

30 

25.3 

77.8 

Apr. 

10 

b 

91.8 

Dec. 

2 

24.8 

1940 


Feb.  8  b 


50.5 


19.a 


May   7  b   96.4 


47.8. 

B- 

-44C- 

-K- 

-8 

Jen. 

7 

57.7 

1941 

50. 

Feb. 

5 

57.6 

Mar . 

10 

57.1 

May 

7 

b 

47.8 

Apr. 
Hay 

8 
5 

67.1 
67.2 

B-28-J-6 

Jan. 

1 

c 

81.1 

June 

3 

67.8 

83.9 

Feb. 

c 

80.8 

July 

9 

67.6 

Mar. 

c 

80.5 

Aup. 

5 

58.4 

Apr. 

30 

c 

80.6 

Sen. 

15  d 

June 

1 

c 

80.6 

July 

1 

c 

80.4 

B- 

-45(^- 

-K- 

-8 

Sep. 

15 

71.6 

■  Aug. 

1 

c 

80.2 

50.. 

Sep. 

1 

c 

80.2 

Oct. 

1 

c 

80.1 

N^v. 

1 

c 

80. 1 

•New  elevation;  R.P,  chanced, 
a  Measurement  was  checked. 

b  Measurement  from  Los  Anp'eles  Bureau  of  'Vater  Works  &  Supply. 
c  '('easurement  by  owner, 
d  Dry  at  70- feet.  , 

Heasurerients  from  los  Angeles  County  Flood  Control  District  except  as 
noted. 
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Dist.R.P. 

Dist.R.P 

Well  Number 

to  water 

V^ell  Number 

to  water 

and 

surface 

and 

surface, 

R.P.  Elev. 

Da 

te 

Feet 

R.P.  Elev. 

Date 

Feet 

1941 

1941 

B-45C-J-8 

Apr. 

21 

a   86.0 

B-57-J-9    ^ 

May   1 

c 

86. 

136.7 

Oct. 

Nov. 

16 
3 

a   87.8 
a   87.5 

'  Cont. 

Nov.   1 
1940 

c 

93. 

B-49-K-8 

May 

6 

105.5 

85. 

Nov. 

3 

110.9 

B-58d-K-9 

July  7 

c 

104. 

120. 

Aug.   7 

c 

104. 

B-51b-J-9 

Apr. 

22 

a   90.4 

Sep,   7 

c 

100. 

140.5 

May 

6 

89.2 

Oct.   7 

c 

100. 

Oct. 

17 

a   91.1 

Nov.   7 

c 

100. 

Nov. 

3 

88.4 

Dec.   7 

c 

100. 

1940 


1941 


B-54-K-8 

Sep.   7 

b 

172. 

May 

1 

c 

99. 

136. 

Sep.  21 
Oct.  21 

b 
b 

164. 
164. 

Nov. 

1 

c 

101. 

Oct.  31 

b 

152. 

B-60-J-9 

Jan. 

3 

c 

86.4 

Nov.  30 

b 

162. 

159.5 

Dec. 

12 

c 

86.0 

1941 


1940 


May 

1 

b 

164. 

B-50C-I-9 

Jan. 

12 

a 

106.6 

Nov. 

1 

b 

150. 

177.5 

Feb. 

13 

8 

106.5 

B-54b-K-8 

May 

14 

115.9 

1941 

88.3 

Nov. 

3 

123.8 

Apr. 

21 

107.8 

B-54g-L-9 

May 

6 

105.5 

Oct. 

21 

108.4 

92. 

Oct. 

27 

107.6 

B-61f-J-10 

May 

14 

54.5 

B-56-J-9 

Apr. 

22 

a 

52.3 

136.5 

Nov. 

2 

65.0 

137.1 

Oct. 

21 

a 

62.9 

B-62C-K-9 

Apr. 

21 

a 

74.1 

1940 

118.8 

Oct. 

21 

a 

79.8 

B-57-J-9 

June 

7 

c 

92. 

B-54d-L-9 

Jan. 

10 

d 

55.3 

125. 

July 

7 

c 

92. 

92.8 

Feb. 

21 

d 

53.4 

Aug. 

7 

c 

94. 

Mar . 

14 

d 

52.3 

Sep. 

7 

c 

94. 

Apr. 

4 

d 

51.5 

Oct. 

7 

c 

93. 

May 

19 

d 

57.0 

Nov. 

7 

c 

91. 

June 

6 

d 

52.6 

Dec. 

7 

c 

90. 

July 

18 

d 

67.2 

a  Measurement  from  Los  Angeles  Bureau  of  Water  Works  &  Supply. 
b  Measurement  by  operator. 
c  Measurement  by  owner. 

d  Measurement  from  San  Gabriel  Valley  Protective  Association. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as 
noted. 
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V.'ell  Number 

and 

R.P.  Elev. 


B-64d-L-9 
Coat, 


B-66-J-10 
159.7 


Date 

1941 

Aug.  8 
Sep.  19 
Oct.  11 
Nov.  3 
Dec.  12 

1940 

Jen.  25 
Feb.  20 

1941 


Dlst.R.P. 
to  veter 
surface 
Fept 


64.3 
63.5 
62.6 
58.9 


a  109.4 
a  108.8 


Apr. 

29  E 

1  112.1 

B-fi6b-J-10 

Jan. 

9 

82.9 

158.5 

Jan. 

30 

82.8 

Feb. 

20 

82.6 

Mar. 

13 

82.5 

Apr. 

3 

82. '3 

June 

5 

82.2 

July 

17 

82.4 

Aug. 

7 

82.3 

Oct. 

9 

82.4 

Nov. 

21 

81. 7 

Dec. 

11 

81.7 

B-69-K-9 

Jan. 

10 

41.7 

86.5 

Jan. 

31 

40.7 

Feb. 

21 

39.9 

Mar. 

14 

38.6 

Apr. 

4 

37.7 

May 

16 

43.2 

June 

6 

47.1 

July 

18 

50.2 

Aug. 

8 

49.3 

Sep. 

19 

47.9 

Oct. 

11 

47.0 

Nov. 

22 

39.8 

Dec. 

12 

38.6 

B-59d-L-10 

Jan. 

10 

37.7 

77.5 

Jan, 

31 

36.9 

Fob. 

21 

36.0 

Well  Nunber 

and 

R.P.  Elev. 


Date 


1941 


Dist.R.P. 
to  water 
surface 
Feet 


B-69d-L-10 

Mar. 

14 

35.0 

Cont. 

Apr. 

4 

34.1 

May 

19 

39.1 

June 

6 

42.8 

July 

18 

45.5 

Aug* 

8 

45.2 

Sep. 

19 

43.2 

Oct. 

11 

42.5 

Nov. 

35.3 

Dec. 

12 

34.8 

B-70b-J-10 

May 

16 

b 

112.2 

178.7 

Nov. 

5 

b 

112.0 

B-72e-K-10 

Jan. 

6 

b 

27.6 

107. 

Feb. 

b 

28.0 

l.!ar. 

18 

b 

25.8 

Apr. 

p. 

b 

25.6 

I!  ay 

5 

b 

25.9 

June 

3 

b 

29.7 

July 

1 

b 

29.8 

Auf . 

4 

b 

30.7 

Set). 

2 

b 

30.2 

Oct. 

7 

b 

29.9 

Nov. 

3 

b 

27.1 

Dec. 

2 

b 

27.4 

B-73-K-10 

Apr. 

29 

a 

15.8 

* 

Oct. 

22 

a 

20.4 

B-78b-J-ll 

May 

7 

b 

28.1 

108. 

Oct, 

28 

b 

30.2 

B-79-K-10 

Jan. 

7 

b 

34.1 

94.1 

Mar. 

25 

b 

29.8 

Apr, 

15 

b 

29.0 

l!ay 

16 

b 

34.4 

June 

9 

b 

36.0 

July 

2 

b 

37.3 

Aug. 

b 

37.8 

Oct, 

1 

b 

37,9 

Nov, 

b 

29.9 

Nov. 

21 

b 

29.6 

Dec. 

8 

be 

*  R.P  elevp.cir.u   84 
a  I,!ea?ur«=i:ie  it  from 
b  IJeasuremejt  fx'o:ri 
c  Cencntcd  off;  riO 
Measurements  from  £ 
noted. 


0  to  and  including  April  29,  1941;  then  83.5. 
ios  /ij-feles  Bureau  of  Water  Works  k   Supply. 
Los  Ant'eles  County  Flood  Control  District, 
op'^ninp'. 
an  Gabriel  Valley  Protective  Associ'^tion  except 


as 
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Diet  .R.P. 

Di 

st.R.P. 

Vifell  Number 

to  water 

i''ell  Nunber 

to 

water 

and 

surface 

and 

surface 

R.P.  Elev. 

Date 

Feet 

R.P.  -^lev. 

Dat 

;e 

Feet 

1941 

1941 

B-eid-K-ll 

May 

7 

11.8 

B-llOb-N-9 

Apr. 

23 

a 

78.4 

84. 

Oct. 

28 

13.6 

44.8 

B-92d-L-8 

May 

9 

89.5 

B-lll-L-9 

Apr. 

23 

a 

62.2 

75.5 

Nov. 

5 

89.5 

56.2 

Oct. 

21 

a 

63.4 

B-lOO-N-8 

Jan. 

7 

96.3 

B-113-M-9 

Nov. 

3 

41.5 

82. 

Feb. 
Mar. 

5 
10 

97.4 
96.8 

11.8 

Apr. 

8 

96.9 

1940 

May 

7 

95.9 

June 

3 

98.8 

B-115g-N-9 

Jan. 

1 

b 

69.8 

July 

8 

98.0 

35. 

Feb. 

1 

b 

65.0 

Aug. 

5 

98.2 

Mar. 

1 

b 

66.5 

Sep. 

16 

98.5 

Apr. 

1 

b 

66.0 

Oct. 

7 

99.1 

May 

1 

b 

69.3 

Nov. 

3 

97.1 

June 

1 

b 

72.9 

Dec. 

2 

97.0 

July 
Aug. 

1 
1 

b 
b 

76,5 
76.4 

B-lOlb-L-e 

May 

6 

59.8 

Sep. 

1 

b 

76.3 

46. 

Nov. 

5 

62.1 

Oct. 
Nov. 

1 
1 

b 
b 

79.4 
73.2 

19' 

10 

Dec. 

1 

b 

71.0 

B-106-L-8 

Aup. 

28 

P9 

53. 

Sep. 

21 

90 

Oct. 

14 

90 

Oct. 

31 

88 

Nov. 

30 

85 

1941 


1941 


May 

1 

58. 

Oct. 

21 

88. 

Nov. 

7 

85. 

B-106a-L-9 

Apr. 

23 

a 

89.2 

78,9 

Oct. 

17 

a 

93.2 

B-108-M-8 

Apr. 

24 

a 

50.5 

36.1 

May 

7 

50.5 

Oct. 

17 

a 

53.1 

Oct. 

27 

52.5 

B-109C-M-9 

May 

9 

25.0 

29.1 

Nov. 

3 

25.8 

B-115-L-10 
81.3 


Jan. 

Feb. 

Mar . 

Apr. 

May 

June 

July 

Aug. 

Sep. 

Oct. 

Nov. 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


Jan.  10 
Jan.  31 
Feb.  21 
Mar.  14 
Apr.  4 
May  15 
June  6 
Julv  18 


b 
b 
b 
b 
b 
b 
b 
b 
b 
b 
b 

c 
c 

c 
c 
c 
c 
c 
c 


a  Measurement 
b  Measurement 
c  Measurement 
Measurements 


from  Los  Anreles  Bureau  of  VJater  'Works  &  Supply, 
by  operator, 
from  San  Gabrie 
from  Los  Angeles 


68.5 
67.8 
63.8 
67.0 
69.8 
71.2 
74.1 
75.8 
78.8 
80.6 
57.4 

50.3 
49.5 
48.4 
45.9 
46.1 
47.1 
49.0 
50.5 


1  Valley  Protective  Association. 
County  Flood  Control  District  except 


as  noted. 
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Dlst.R.P. 

Well  Number 

to  water 

and 

surface, 

R.P.  Elev. 

Date 
1941 

Feet 

B-116-L-10 

Aug.  e 

a   50.8 

Cont. 

Sep.  19 

a   50.1 

Oct.  11 

a   50,8 

Nov.  22 

a   47.2 

Dec.  12 

a   45.8 

1940 


B-115C-L-10 

June 

1 

b 

43.3 

68.5 

Aug. 

1 

b 

57.0 

Sep. 

1 

b 

58.0 

Oct. 

1 

b 

52.0 

Nov. 

1 

b 

54.0 

Dec. 

1 

b 

40.0 

1941 


Jan. 

6 

b 

50.0 

Feb. 

3 

b 

41. 

Mar. 

b 

39. 

Apr. 

b 

37. 

June 

9 

b 

37. 

Aug. 

4 

b 

O*-*  • 

Sep. 

11 

b 

33. 

Oct. 

5 

b 

32. 

Nov, 

b 

23, 

B-117-L-10 

May 

1 

c 

79»0 

98.8 

Oct. 

21 

c 

82.2 

B-118-U-10 
34.0 


1940 

Jan,  26  c   26 
Feb.  16  c   25 

1941 


May 


1  c 


B-119-M-9 
24. 

B-119ci-K-10 
24.9 


May   9  d 
Nov.  3 


May 
Nov. 


9 
3 


.2 

.8 


23.7 


37 
38 

25 
25 


.5 
.5 

.2 
.2 


Di 

St. R.P. 

Well  Number 

to 

viater 

and 

surface 

R.P.  ^lev. 

Date 
1941 

Feet 

B-121b-L-10 

Jan. 

7 

40.1 

56.6 

L!ar, 

25 

35.3 

l'.ay 

2 

c 

33.9 

May 

13 

34.3 

Oct, 

22 

c 

41.2 

Nov, 

3 

39.7 

E-122-L-10 

Jan. 

8 

d 

18.9 

57.0 

Mar. 

25 

14.9 

Apr. 

28 

14.5 

May 

19 

16.4 

July 

2 

21.0 

Auff. 

1 

22.1 

Oct. 

1 

20.1 

Oct, 

31 

16.8 

Dec, 

8 

16.8 

B-122f-L-10 

Jan. 

10 

a 

17.4 

62.5 

Jan. 

31 

a 

16.3 

Feb, 

21 

a 

15.1 

Mar, 

14 

a 

13.2 

Apr, 

4 

a 

12.5 

May 

16 

a 

13.7 

June 

6 

a 

17.8 

July 

IP 

a 

20.9 

Aue, 

8 

a 

20.7 

Sep, 

19 

a 

20,5 

Oct, 

11 

a 

18,9 

Nov, 

22 

a 

14.3 

Dec, 

12 

a 

13.4 

B-129-L-10 

Mar . 

25 

20.8 

58,1 

Apr, 

14 

19.7 

Apr, 

28 

19.0 

May 

19 

16.0 

June 

9 

22.2 

July 

2 

24.2 

Aug. 

1 

25.0 

Oct, 

1 

26.3 

Oct, 

31 

23.3 

B-132-N-8 

May 

13 

90,9 

71. 

Nov. 

4 

90.5 

a  Measureme 
b  Measureme 
c  Measureme 
d  Stopped  w 
Measurement 
noted. 


nt  from  San  Gabrie 
nt  by  owner, 
nt  from  Los  Angele 
indmill  to  measure 
s  from  Los  Angeles 


1  Valley  Protective  Association, 
s  Bureau  of  Water  Works  &  Supply. 
County  Flood  Control  District  except 


as 
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ViTell  Number 

and 

R.P.  Elev. 


Dete 


Dist.R.P. 

to  water 

surface, 

Feet 


Well  Number 
and 
R.P.  Elev.     Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 


1941 


B-134-N-9 

Jan. 

6 

56.7 

B-136-N- 

-10 

Jan. 

5 

e.o 

39.0 

Feb. 

3 

56.8 

8.0 

Feb. 

3 

7.9 

Mar. 

18 

57.1 

Mar. 

17 

6.2 

Apr. 

8, 

56.5 

Apr. 

8 

5.8 

May- 

5. 

56.3 

May 

5.0 

June 

4 

55.4 

June 

4 

7.2 

July 

1 

56.2 

July 

1 

8,0 

Aug. 

4 

56.1   ' 

July 

24 

11.5 

Sep. 

2 

56.0 

Au-?. 

1 

12-5 

Oct. 

7 

55.9 

Aug. 

21 

14.0 

Nov. 

4 

55.7 

Sep, 

2 

14.5 

Dec. 

2 

55.8 

Oct. 
Nov. 

7 
4 

15.7 
13.5 

B-134C-N-9 

Apr. 

21   a 

45.0 

Dec. 

2 

13.3 

SI. 6 

Oct. 

22  a 

51.7 

B-135d-N-10 

July 

25 

17.8 

1940 

10. 

Aug. 

1 

19.5 

Sep. 

4 

21.5 

B-135b-0-9 

Feb.  13 

5. 

1941 

Apr.  21 

AT)r.  21 

July  25 

Aug,   1 

Sep.   4 

Oct.   7 

Oct.  22 

Nov.   4 

Dec.   2 

0.9 


1.1 
1.1 
14.5 
17.8 
28.9 
29.9 
^^9.1 
27.8 
85.2 


a  Measurement  from  Los  An.o-eles  Bureau  of  Water  WorVrs  &  Supply. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as 
noted. 
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SOUTH  COASTPl.  BASIN  imn^STiaATIOTJ 

Records  of  riround  IVater  Levels   at  VJells 

in  District   "C" 


27 


Dipt.R.F 

V/ell  Number 

to  v.'ater 

and 

surface. 

R.P.   Elev. 

Da' 

te 

Feet 

1941 

C-lc-E-11 

Jan. 

7 

188.0 

1172.4 

Jan. 

29 

178.5 

Mar. 

5 

172.5 

Apr. 

3 

164.4 

July 

3 

155.7 

July 

28 

155.0 

Sep. 

1 

157.5 

Oct. 

3 

161.7 

Nov. 

12 

161.5 

Dec. 

2 

162.7 

Dec. 

31 

a     154.7 

C-lk-D-11 

Jan. 

7 

266.6 

1273.1 

Jan. 

29 

265.2 

July 

28 

253.9 

Sep. 

1 

252.7 

Nov. 

12 

253.6 

Dec. 

2 

254.1 

C-3-E-11 

Jan. 

3 

234.2 

* 

Jan. 

31 

230.1 

Feb. 

28 

213.7 

Apr. 

2 

195.0 

July 

2 

185. 

July 

28 

187.4 

Sep. 

2 

204.4 

Sep. 

30 

212.2 

Nov. 

12 

217.8 

Nov. 

12 

218.1 

Nov. 

12 

215. 

Dec. 

2 

218.6 

Dec. 

31 

213.9 

C-5-E-11 

Feb. 

4 

89.1 

** 

Mar, 

5 

57.3 

Apr. 

1 

48,2 

May 

1 

47.2 

June 

3 

46.0 

July 

3 

50.0 

July 

16 

51.3 

Dec. 

15 

80.3 

Dist.R.P. 

V;ell  Number 

to  water 

and 

surface 

R.P.    Elev. 

Date 
1941 

Feet 

C-7-F-11 

Feb. 

4 

135.2 

1109.7 

Mar . 

5 

129.4 

Apr. 

1 

117.0 

May 

1 

109.3 

June 

3 

102.4 

July 

3 

100.9 

July 

16 

105.0 

Dec. 

15 

122.1 

C-lO-F-11 

Feb. 

4 

82.1 

**» 

Mar . 

81.2 

Apr. 

1 

75.7 

May 

1 

70.2 

June 

3 

64.8 

July 

3 

62.0 

July 

16 

62.1 

Dec. 

15 

72.5 

C-ll-F-11 

Jan. 

3 

258.3 

1188.5 

Jan. 

31 

258.0 

Feb. 

28 

257.6 

Apr. 

2 

257.0 

June 

29 

260.4 

July 

27 

259.9 

Aug. 

31 

258.7 

Oct. 

5 

iCZj  1^  %Zj 

Nov. 

2 

251.8 

Dec. 

8 

250.5 

C-12-E-11 

Jan. 

209.4 

1129.2 

Jan. 

31 

209.0 

Feb. 

28 

208.4 

July 

2 

210.9 

July 

28 

206.9 

C-15-F-11 

Jan. 

235. 

916.2 

Feb. 

4 

232. 

Mar. 

4 

235. 

Apr. 

1 

234. 

May 

1 

232. 

June 

3 

228. 

July 

1 

229. 

Aug. 

1 

229 . 

Nov, 

3 

229. 

Dec. 

1 

224.3 

*  R.P.    elevation  1201.7   to 
**  R.P.   elevation  1069.7   t 
***  R.P.   elevation  1045.2 
p  Pumping  nearby. 
Measurements  from  Pasadena 


and   including  April   2,    1941;   then  1202.1. 
o  and   including  July   16,    1G41;    then  1070.6. 
to   and   including  July  15,    1941;    then  1045.6, 

VJater  Department. 
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Well  Number 

and 

R.P.  Elev. 


Date 


1941 


Dlst.R.P. 
to  water 
surface 
Fe-^t 


Well  Niimber 

and 

R.F.  Elev. 


Date 


1941 


Dist.R.P. 
to  watpr 
surface 
Feet 


C-22.-T-11 

Jan. 

3 

232. 

* 

Feb. 

4 

231. 

Mar. 

4 

230. 

Apr. 

1 

229. 

May 

1 

228. 

June 

3 

226. 

July 

1 

225. 

Oct. 

1 

226. 

Nov. 

3 

225. 

Dec. 

1 

220.5 

C-23-F-11 

Apr. 

28 

12.6 

594.7 

July 

2 

16.8 

Sep. 

30 

17.9 

Dec. 

5 

18.3 

C-27-F-11 

Jan. 

3 

121.5 

753.5 

Feb. 

4 

121.4 

Mar. 

4 

121.8 

Apr. 

2 

121.4 

May 

1 

119 . 7 

C-31a-F-ll 

Apr. 

27 

136.4 

774.4 

June 

29 

135.1 

Oct. 

5 

132.8 

C-38a-E-12 

June 

29 

378.0 

1160.5 

July 

27 

377.9 

Aup. 

31 

377.7 

Dec. 

8 

374.9 

C-41-E-12 

Feb. 

2 

154.6 

890.3 

Mar. 

2 

150.1 

Apr. 

4 

151.1 

July 

29 

145.8 

Aug. 

31 

141.2 

Oct. 

5 

139.8 

Nov. 

2 

139.2 

Dec. 

8 

138.2 

C-42-F-12 

Jan. 

7 

328.6 

865. 

Feb. 

2 

326.9 

Mar. 

2 

327.2 

Apr. 

•t 

325.8 

C-42-E-12 

July 

28 

327.5 

Cont. 

Aup. 

31 

328.7 

Oct. 

5 

328.5 

f  Tov . 

2 

327.6 

Dec. 

8 

325.8 

C-43-F-12 

Jan. 

7 

260.5 

800.5 

Feb. 

2 

250.1 

Mar. 

2 

259.7 

June 

29 

9 

July 

29 

255.0 

Dec. 

8 

247.4 

C-44-F-12 

Jan. 

3 

b 

342. 

879.0 

Feb. 

5 

b 

341. 

Mar. 

4 

b 

341. 

Apr. 

2 

b 

341. 

May 

2 

b 

338. 

June 

3 

b 

341. 

July 

2 

b 

341. 

Nov. 

4 

b 

344. 

Dec. 

2 

b 

343. 

G-47-r-12 

July 

1 

177.2 

698.8 

Oct, 

6 

187.5 

Dec. 

4 

174,9 

C-49-F-12 

Jen. 

7 

c 

191.5 

720.0 

Feb. 

10 

c 

191.5 

Mar. 

3 

c 

189.8 

Apr. 

7 

c 

189.2 

May 

1 

c 

1«9.2 

June 

11 

c 

190.4 

July 

14 

c 

191.5 

Aup. 

4 

c 

191.0 

Sep. 

8 

c 

193.8 

Oct. 

2 

c 

196.2 

Nov. 

4 

c 

193.8 

Dpc. 

1 

c 

191.5 

C-52a-E-12 

Jan. 

3 

257.5 

791.2 

Feb. 

5 

256.4 

l,!or. 

4 

255.5 

Artr. 

2 

254.9 

*^R.P.    elevation  899.8  to  and  includint-  Nover.ber  3,    1941;    then '900.4." 

a  Underflow  from  Eaton  Wash  running  into  well  at   158'+_. 

b  Air  gage. 

c  Measurement  from  owner. 

Measurements  from  Pasadena  Water  Department  except  as  noted. 
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D 

ist.R.P. 

D 

ist.R.P. 

V/ell  Number 

to  vat^r 

\>Ji 

'11  Number 

t 

0   water 

and 

c; 

urface 

and 

surface 

R.P.  Elev. 

Date 

Feet 

R.P.  Elev. 

Date 

Feet 

1941 

1941 

C-52a-E-12 

May 

2 

a 

254.4 

0- 

■52-F-12 

Jan. 

1 

194. 

Cont. 

June 

3 

a 

255.3 

673.5 

Feb. 

1 

191. 

July 

2 

a 

255.0 

Mar. 

1 

192. 

July 

17 

a 

255.6 

Apr. 

1 

195. 

Nov, 

4 

a 

255.3 

May 

1 

192. 

Dec. 

2 

a 

259.3 

June 
July 

1 
1 

194. 
189. 

C-55-F-12 

Jan. 

7 

a 

202.7 

Aug. 

1 

187. 

735.3 

Jan. 

29 

a 

202.0 

Oct. 

1 

185. 

Mar . 

3 

a 

201.2 

Nov. 

1 

189. 

Mar. 

28 

a 

200.8 

Dec. 

1 

184. 

Apr. 

28 

a 

200.2 

July 

1 

a 

202.1 

C- 

-55-F-12 

Jan. 

1 

154. 

July 

29 

a 

202.5 

599.5 

Feb. 

1 

154, 

Aug. 

29 

a 

202.8 

Mar. 

1 

155, 

Oct. 

7 

a 

205.2 

Apr. 

1 

154. 

Nov. 

7 

a 

203.8 

May 

1 

153. 

Dec. 

1 

a 

203.4 

June 

1 

145. 

Dec. 

30 

a 

202.1 

July 
Sep. 

1 
1 

145. 
145. 

C-56-r-12 

Jan, 

1 

157. 

Oct. 

1 

145, 

714.9 

Feb. 

1 

155. 

Nov. 

1 

144.5 

L'ar . 

1 

156. 

Dec. 

1 

147. 

Apr. 

1 

154. 

May 

1 

152. 

0 

-74-F-12 

July 

1 

a 

152.0 

June 

1 

155; 

575.5 

Oct. 

5 

a 

155.1 

July 

1 

157. 

Dec. 

4 

a 

152.5 

AU6'. 

1 

158. 

Sep. 

1 

157. 

c 

-75-F-12 

Jan. 

6 

a 

147.7 

Oct. 

1 

155. 

555.8 

Jan. 

29 

a 

145.5 

Nov. 

1 

155.5 

Mar. 

5 

a 

145.3 

Dec. 

1 

156. 

Apr. 
July 

■7 
1 

a 
a 

144.5 
148.4 

C-58-F-12 

Jan.. 

1 

154. 

July 

30 

a 

149.2 

710.4 

Feb. 

1 

155. 

Sep. 

2 

a 

149.1 

liar. 

1 

154. 

Oct. 

5 

a 

150.9 

Apr. 

1 

147. 

Nov. 

7 

a 

147.3 

May 

1 

151. 

Dec. 

4 

a 

145.4 

June 

1 

151. 

July 

1 

151. 

c 

-82a-F-13 

Jan. 

3 

a 

78.7 

Aug. 

1 

152. 

592.1 

Feb. 

5 

a 

78.5 

Sep. 

1 

151.5 

Mar . 

4 

a 

75.0 

Oct. 

1 

150. 

Apr. 

2 

a 

75.1 

Nov. 

1 

142.5 

May 

2 

a 

74.3 

Dec. 

1 

142. 

June 
Nov . 
Dec. 

3 
4 
2 

a 
a 
a 

79.7 
78.2 
78.0 

a  Measurement  from  Pasadena  Water  Department. 
Measurements  from  owner  except  as  noted. 
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Well  Number 

and 

R.P.  Elev. 


Date 


Dlst.R.P. 
to  water 
surface 

Feet 


"ell  Number 

and 
R.P.  Kiev. 


Date 


Di^t.R.P. 
to  water 
surface 

Feet 


1941 


1941 


c-ee-F-i? 

Jan. 

1 

a 

101.4 

C-119- 

-r-12 

Jan, 

7 

132,5 

621.0 

Feb. 

5 

a 

100.3 

662. 

.8 

Feb. 

10 

131,4 

Mar. 

4 

a 

99.5 

Mar. 

129.6 

Apr. 

2 

a 

98.6 

Apr. 

7 

130.3 

May 

2 

a 

98.4 

May 

1 

129.1 

June 

3 

a 

100.6 

June 

11 

133.8 

July 

2 

a 

100.8 

July 

14 

134.9 

Nov. 

4 

a 

96.4 

Aue. 

4 

134.9 

Dec. 

2 

a 

96.7 

£eT5, 
Oct. 

8 
2 

138.4 
140.7 

c-ioi-r-13 

Jan. 

7 

95.5 

Nov. 

4 

135.1 

603.0 

Mar. 

3 

87.5 

Dec. 

1 

133,8 

• 

Apr. 

7 

77.4 

May 

1 

57.8 

C-120- 

-F-12 

Jan. 

7 

198.0 

June 

5 

80.9 

645, 

.9 

Feb. 

10 

206.2 

July 

3 

80.3 

liar. 

200.8 

Aug. 

5 

78.9 

Anr. 

7 

192.6 

Sep. 

3 

85.4 

May 

1 

194.0 

, 

Oct. 

9 

81.2 

June 

11 

204.4 

Nov. 

6 

86.5 

July 

14 

209.4 

Dec. 

4 

73.5 

Aug. 
Sep. 

4 

8 

213.0 
214.0 

C-102-F-14 

July 

3 

a 

15.6 

Oct. 

2 

214.6 

594.1 

Oct. 

3 

a 

19.3 

Nov. 

4 

208.0 

Dec. 

4 

a 

18.6 

Dec, 

1 

206.0 

C-108-F-12 

Jan. 

7 

a 

150.0 

C-130-F-13 

Jen. 

1  b  171.9 

708.4 

Jan. 

31 

a 

149.4 

677, 

.0 

Feb. 

1 

168.0 

July 

1 

a 

144.1 

Mar . 

1 

164.9 

Aug. 

29 

a 

140.6 

Apr. 

1 

145.7 

Nov. 

7 

a 

140.9 

May 

1 

128.7 

Dec. 

5 

a 

139.8 

May 

6 

126.8 

Dec. 

30 

a 

139.0 

June 
July 

1 
1 

131.5 
138.2 

C-lll-F-11 

Jan. 

5 

a 

199.2 

Aug, 

1 

146.7 

776.3 

Jan. 

31 

a 

198.4 

Sep. 

1 

150.1 

Mar. 

5 

a 

197.5 

Oct, 

1 

156.2 

Apr. 

2 

a 

196.7 

Oct. 

8 

157.2 

Apr. 

27 

a 

196.2 

Nov. 

1 

147,8 

June 

29 

a 

195.9 

Dec. 

1 

145.6 

July 

27 

a 

195.8 

Aug. 

29 

a 

195.4 

C-199b-G-12 

Hay 

9  ( 

:   1'16,7 

Oct. 

1 

a 

194.8 

404 

.6 

Oct. 

28  I 

3  151.4 

Nov. 

2 

a 

194.0 

Dec. 

5 

a 

193.2 

Dec. 

30 

a 

192.4 

a  Measurenent  from  Pasadena  V.'ater  Department. 

b  Tape  measurement. 

c  Measurement  from  Los  Angeles  County  Flood  Control  District, 

Measurements  from  ovmer  except  as  noted. 
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Dist.R.P. 

Dist.R.P. 

Well  Number 

to  vat fir 

T'ell  Number 

to  water 

and 

surface 

and 

surface 

R.P.  Elev. 

Date 

Feet 

R.P. 

Flev. 

DM 

;e 

Feet 

1941 

1941 

C-200-F-13 

Jan.  17 

187.2 

C-206- 

-G- 

12 

May 

2 

273.9 

481.9 

Feb.   5 

187.1 

Cont. 

June 

13 

274.9 

Mar.  21 

186.5 

July 

4 

275.7 

Apr.  11 

185.2 

Sep. 

5 

276.2 

Llay   2 

184.5 

Dec. 

19 

271.7 

June  13 

182.9 

July  4 

182.1 

0-212- 

-H- 

•12 

Jan. 

17 

27.6 

Au?.  15 

180 . 5 

283. 

,6 

Feb. 

6 

27.4 

Sep.   5 

179.9 

Feb, 

28 

26.5 

Oct.  17 

178.6 

Mar . 

21 

23.4 

Nov.   7 

178.2 

Apr. 

10 

22.2 

Dec.  19 

177,3 

Hay 
May 

5 
22 

21.6 
21.6 

C-201-G-12 

Jan.  17 

242.6 

June 

13 

21.7 

503.8 

Mar.  21 

240.7 

July 

4 

21.9 

Apr.  11 

239.1 

July 

25 

22.2 

May   2 

238.8 

Aug. 

15 

22.4 

July  4 

239.5 

Set). 

5 

22.5 

Aug.  15 

241.0 

Oct. 

17 

23.1 

Sep.   5 

239.5 

Nov. 

7 

23.3 

Oct.  17 

838.8 

Dec. 

19 

(C<_>  •  W 

C-202-G-12 

Jan.  15 

303. -5 

0-214- 

-G- 

-13 

Jan. 

15 

84.3 

560.9 

Feb.  28 

301.0 

370 

.8 

Feb. 

7 

,84.7 

Mar.  '21 

301.0 

Mar. 

20 

79.8 

Apr.  11 

301.0 

Apr. 

10 

77.0 

May   2 

300 . 0 

May 

1 

74.6 

Au?.  11 

a   304 . 0 

July 

24 

69.7 

Dec.  19 

297.2 

Sep. 
Oct. 

4 
16 

58.0 
59.7 

C-204-G-12 

Jan.  17 

219.0 

Nov. 

5 

67.7 

478.9 

Feb .   6 

Mar,  20 

218.3 
217.3 

Dec. 

18 

68.3 

Apr.  10 

216.9 

C-219. 

-G- 

-13 

Jan. 

20 

123.4 

May   1 

216.4 

385 

.0 

Feb. 

6 

123.1 

June  12 

215.6 

Mar . 

21 

121.0 

July  3 

216.8 

Apr. 

11 

119.6 

Sep.   5 

217.3 

May 

5 

119.0 

Oct.  17 

217.4 

June 

13 

120.9 

Nov.   S 

215.8 

July 

4 

121.5 

Dec.  IS 

215.9 

Aug. 
Sep. 

15 
5 

121.2 
120.6 

G-205-G-12 

Jan.  17 

276.8 

Oct. 

17 

121,7 

534.6 

Feb.   6 

276.1 

Nov. 

7 

119.5 

Mar.  21 

274.8 

Dec. 

19 

116,7 

Apr.  11 

274.0 

a  Down  7  hours. 
Measurements  from  San 


Gabriel  Valley  Protective  Association. 


32 


Well  Number 

and 

R.P.  Elev. 


Date 


Dist.R.P. 
to  water 
surface. 

Feet 


''.'ell  Number 

and 

R.P.  Elev. 


Date 


Dist.R.P. 
to  water 
surface 
Feet 


1941 


1941 


C-2208-G-14 

May 

7  a 

27.0 

225.5 

Oct. 

29  s 

22.2 

C-223-G-13 

Jan. 

16 

28.5 

307.7 

Feb. 

7 

28.5 

Mar. 

20 

24.0 

Apr. 

10 

22.4 

May 

1 

21.1 

June 

12 

19.6 

July 

3 

18.9 

Aug. 

14 

19.1 

Sep. 

4 

18.1 

Oct. 

16 

17.6 

Nov. 

6 

16.9 

Dec. 

18 

16.7 

c- 


1939 


C-224f-G-13 

Jan. 

10 

b 

43.7 

•  314.2 

Feb. 

7 

b 

43.4 

. 

Mar. 

2 

b 

42.8 

Apr. 

1 

b 

41.2 

May 

S 

b 

42.9 

Sep. 

1 

b 

44.8 

Oct. 

5 

b 

43.5 

Nov. 

1 

b 

42.4 

• 

Dec. 

7 

b 

42.8 

1940 


Jan. 

2 

b 

43.8 

Feb. 

2 

b 

44.2 

Mar. 

IB 

b 

42.0 

Apr. 

19 

b 

40.6 

May 

1 

b 

41.3 

June 

10 

b 

41.8 

July 

1 

b 

42.5 

Aup. 

3 

b 

43.6 

Sep. 

17 

b 

43.1 

Oct. 

1 

b 

44.1 

Nov. 

5 

b 

43.5 

Dec. 

5 

b 

43.6 

1941 


Jan. 

7 

b 

43.3 

Feb. 

10 

b 

43.4 

M.:.r . 

T 

b 

12.5 

c- 


c- 


224f-G-13 

Apr. 

7 

b 

38.4 

Cont. 

May 

1 

b 

37.2 

June 

11 

b 

36.8 

July 

14 

b 

36,7 

Aup. 

4 

b 

38.2 

Sep. 

8 

b 

37.5 

Oct. 

2 

b 

37.5 

Nov. 

4 

b 

35.8 

Dec. 

1 

b 

36.4 

230e-H-13 

Jan. 

17 

18.3 

278.3 

Feb. 

6 

17.9 

L'ar. 

21 

13.0 

Apr. 

11 

12.8 

June 

13 

15.0 

July 

4 

15.5 

Aup, 

15 

15.8 

Sep, 

5 

15.7 

Oct, 

17 

16.2 

Nov. 

7 

16.1 

Dec. 

19 

15.2 

234-H-13 

Jan. 

17 

5.0 

242.5 

Feb. 

6 

4.4 

Mar. 

21 

2.3 

Apr. 

11 

1.8 

May 

2.8 

June 

13 

4.2 

July 

4 

4.4 

Auf'. 

15 

5.0 

Sev. 

5 

5.0 

Oct. 

17 

5.2 

Nov. 

7 

4.9 

Dec. 

19 

4.5 

237W-H-13 

Jan. 

17 

4.3 

240. 

Feb. 

10 

4.0 

Mar. 

21 

2.3 

Aur. 

1 

1.5 

May 

2 

2.2 

June 

15 

2.8 

July 

1 

3.2 

Aug. 

15 

3.5 

Sep. 

5 

3.0 

Oct. 

17 

2.9 

Nov. 

7 

2.5 

Dec. 

19 

2.1 

a  Measurenent  from  Los  Aapeles  County  Floo 
b  Measurement  from  California  VJater  &  Tele 
Measurements  from  San  Gabriel  Valley  Prote 


d  Control  District. 

phone  Company. 

ctive  Association  except  as  noted. 


33 


Diet. R.P. 

Dist.R.P. 

Well  Number 

to  vjater        Well  Numt 

jer 

to  water 

and 

surface             and 

surface 

R.P.  Elev. 

Date 

F_e_e_t_           R.P.  Elev. 

Dat 

e 

Feet 

1941 

1941 

C-239-H-13 

Jan.  17 

11.0         C-243-F-14 

Jan. 

16 

127.8 

228. 

Feb.  10 

11.2           414.5 

Feb. 

7 

127.9 

Mar.  21 

10.2 

Mar. 

20 

112.1 

Apr.  11 

10.0 

Apr. 

11 

101.2 

May   2 

10,4 

May 

1 

97,4 

June  13 

11.1 

July 

3 

89.8 

July  4 

11.1 

Aug. 

14 

87.8 

Aug.  15 

11.1 

Sep. 

4 

88.0 

Sep.   5 

11.1 

Oct. 

16 

93.6 

Oct.  17 

11.1 

Nov. 

6 

95.8 

Nov.   7 

11.2 

Dec. 

18 

99.5 

Dec.  19 

10.5 

C-243a-G- 

-14 

May 

7 

a   74.0 

C-240q-I-13 

Jan .   6 

2.2            395.3 

Oct. 

28 

a   78.0 

211.2 

Feb.   3 

2.8 

Mer .   3 

1.7          C-243b-F- 

-14 

May 

9 

a   29.4 

Apr.   7 

2.1            785. 

Oct, 

29 

a   38.9 

May   5 

1.8 

June  2 

1.3          C-243d-F- 

-14 

Jan. 

16 

107.9 

July   7 

3.0           699.5 

Feb. 

7 

lOP.O 

Aug.   4 

2.0 

Mar . 

20 

88.4 

Sep.   1 

2.5 

Apr. 

11 

70.5 

Oct.   1 

2.6 

May 

1 

69.9 

Nov .   5 

2.3 

June 

12 

77,2 

Dec.   3 

2.1 

July 
Sep. 

3 
4 

80.5 
84.9 

C-241-F-14 

May   1 

115.9 

Nov. 

6 

87,4 

*416.5 

June  12 
July  3 

110.6 
108.6 

Dec. 

18 

88.9 

Augi  14 

105.8          C-249-G- 

14 

Jan. 

6 

54.9 

Sep.   4 

104.9            335.4 

Feb, 

3 

54.9 

Oct.  16 

104.2 

Mar. 

3 

48.7 

Nov.   6 

104.5 

Apr. 

7 

29.7 

Dec,  18 

104.6 

May 
June 

5 
2 

25.6 
24.4 

C-242-F-14 

Jan.  16 

117.6 

July 

7 

23.1 

404.3 

Feb.   7 

117,6 

Aug. 

4 

22.2 

Mar-,  20 

101.8 

Sep. 

1 

22.7 

Apr.  11 

95.0 

Oct. 

1 

25.8 

May   1 

90,9 

Nov. 

28.5 

July  3 

85.6 

Dec. 

30.2 

Oct-.  16 

88.4 

Nov.   5 

91.6 

Dec.  18 

92.4 

*  New  elevat; 

ion;  R.P. 

chans-ed. 

a  Measurement  from  Los 

;  Ane-eles  County  Flood  Control  : 

District. 

Measurements 

from  San 

Gabriel  Valley  Protective  Association 

except  as 

noted. 
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"ell  Number 

and 

R.P.  Elev. 


Date 


Dl?t.R.P. 
to  water 
surface 
Feet 


'A'ell  Number 

and 

R.P.  Ilev. 


Date 


Dlst.R.P. 
to  water 
surface 
Feet 


1941 


1941 


C-251h-G-18 

Jan. 

16 

40.5 

C- 

.264- 

-H- 

-14 

May 

5  a 

16.5 

314. 

Feb. 

7 

40.3 

Cont. 

Oct. 

28  a 

12.2 

Mar. 

20 

33.5 

Apr. 

10 

25.4 

C- 

-255' 

-H- 

-14 

Jan. 

16 

13.6 

May 

1 

22,4 

294, 

.5 

Feb. 

7 

13.1 

June 

12 

19,5 

Mar. 

20 

7.8 

July 

3 

19.2 

Apr. 

10 

6.0 

Aug. 

14 

18.6 

May 

1 

5.0 

Sep. 

4 

18.7 

June 

12 

8.6 

Oct. 

16 

19.8 

July 

3 

8.9 

Nov. 

6 

20.2 

Aug. 

14 

9.5 

Dec. 

18 

21.0 

Sep. 
Oct. 

4 
16 

7.4 

5.9 

C-259-H-14 

Jan. 

16 

19.6 

Nov. 

6 

3.1 

292.0 

Feb. 
Mar. 

7 

20 

19.2 
13.5 

Dec. 

18 

2.4 

Apr. 

10 

11.8 

C- 

-278. 

■F- 

■14 

Jan. 

16 

19.0 

May 

1 

10.7 

536, 

.3 

Feb. 

7 

15,3 

June 

12 

11.0 

Mar. 

20 

12.5 

July 

3 

12.3 

Apr. 

10 

13.3 

Aug, 

14 

12.4 

May 

1 

13.7 

Sep, 

4 

10,1 

July 

3 

14.7 

Oct. 

16 

9.9 

Sen. 

4 

14.6 

Nov. 

5 

8.7 

Oct, 

16 

24.2 

Dec. 

18 

8.1 

Nov, 
Dec. 

5 
18 

24.8 
21.9 

C-262-H-14 

Jan. 

15 

39.6 

320.1 

Feb. 

7 

39.1 

G- 

-280- 

-F- 

-15 

Jen. 

16 

48.? 

Mar. 

20 

33.7 

591, 

.2 

Feb. 

7 

39.8 

Apr. 

10 

30.2 

Mar. 

20 

36.4 

May 

1 

26,7 

AT>r. 

10 

38.7 

June 

12 

23.4 

May 

1 

39.2 

July 

3 

22.7 

June 

12 

41.3 

Aug. 

14 

22.2 

July 

3 

41.7 

Sep. 

4 

21,8 

Aug. 

14 

45.0 

Oct. 

16 

21.3 

Sep. 

4 

42.9 

Nov. 

6 

20.2 

Oct. 

15 

47.2 

Dec. 

18 

19,9 

Nov. 
Dec. 

5 
18 

48.5 
46.1 

1940 

C- 

-282- 

-F- 

■14 

Jan. 

15 

177.3 

C-264-K-14 

Apr. 

2 

a   21.7 

465. 

.1 

Feb. 

7 

176.3 

306.0 

Nov. 

4 

a   25.6 

Mar. 
Apr. 

Msy 

20 
11 

1 

165.4 
150.2 
145.5 

a  Measurement 

from 

Los 

Angeles  County 

Flood  Control 

District. 

Ueasurements 

from  San 

Gabriel  Valley  : 

Protective  Association 

except 

as 

noted. 
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Dist.R.P 

Well  Number 

to  water 

and 

surface 

R.F.  Elev. 

Date 
1941 

Feet 

C-282-F-14 

June  12 

139.1 

Cent. 

July  3 

137.1 

Aug .  14 

134.2 

Sep.   4 

137.0 

Oct.  16 

140.6 

Nov .   5 

143.5 

Dec.  18 

147.8 

1940 

C-283-G-15 

Oct.  29 

a  156.5 

* 

1941 

C- 

-284-Ct-15 

May   5 

480.1 

Oct.  28 

c- 

-285-F-16 

Jan.  16 

685. 

Feb.  7 
Mar.  20 
Apr.  10 
May  1 
June  12 
July  3 
Aug.  14 
Sep.  4 
Nov.  5 
Dec.  18 

c 

-291-G-14 

Jan.  16 

371.5 

Feb.  7 
Mar.  20 
Apr.  10 
May  1 
June  12 
July  3 
Aug.  14 
Set).  4 
Oct.  15 
Nov.  5 
Dec.  18 

May   5  a  123.9 

Oct.  28   a  124.8 

ah  174.5 

a  152.5 


32.4 
24.9 
24.3 
24.6 

:^o  .  3 

25.9 
28.2 
27.1 
48.8 


87.7 
86.5 
67.3 
50.0 
56.1 
52.2 
50.5 
48.9 
49.0 
55.8 
58,0 
61.0 


Dist.R.P 

Well  Number 

to  water 

and 

surface 

R.P.  riev. 

Date 
1941 

Feet 

C-294a-G-15 

Jan. 

6 

101.2 

387,8 

Feb. 

3 

101.0 

Mar. 

3 

98.9 

Apr. 

n 

81.9 

May 

5 

75.3 

June 

2 

71.0 

July 

7 

58.? 

Aus. 

11 

67.2 

Sep. 

1 

67.5 

Oct. 

1 

69.1 

Nov. 

5 

71,7 

Dec. 

3 

73.6 

Dec. 

31 

74.9 

C-295-G-15 

Jan. 

16 

103.7 

392.7 

Feb. 

7 

103.5 

Mar. 

20 

96.9 

A^r. 

10 

88.0 

May 

1 

82.4 

July 

23 

73.8 

Aug. 

14 

72.1 

Sep. 

4 

71.7 

Oct. 

16 

73.3 

Nov. 

6 

74.0 

Dec 

18 

76.4 

1940 


C-295-G-15 

May 

1 

124.5 

422.7 

June 

14 

124.3 

July 

124.3 

Aug. 

2 

126.5 

Sep. 

12 

128.6 

Oct. 

24 

132.2 

Nov. 

14 

131.6 

Dec. 

5 

131.8 

1941 


Jan. 
Feb. 

I!ar . 
Apr. 
May 


4 

7 

20 

10 

1 


132.1 
131.1 
127.5 
120.7 
114.6 


*  R.P.  elevation  4'l-?.7  to  and  including  October  29,  19-'-0;  then  443.0,  from 

levels  by  D.W.R. 
a  Measurement  from  Los  Angeles  County  Flood  Control  District, 
b  Pumping  part  time. 

Measurements  from  San  Gabriel  "ralley  Protective  Association  except  as 
noted. 
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Well  Number 

and 

R.P.  Elev. 


Date 


Dipt.R.P. 
to  water 
surface 

Fef-t 


Well  Number 

and 

R.P.  Elev. 


Date 


Dlst.R.P. 
to  water 
surface 

Feet 


1941 


1941 


C-296-G-15 
•  Cont. 


C-300-H-15 
407.2 


C-307-K-15 
357.4 


C-309-H-15 
320,3 


June  12 
July  3 
Aug.  14 
Sep.  4 
Oct.  15 
Nov.  6 
Dec.  18 


Jan. 
Feb. 
Mar, 
Apr. 
May- 
June 

July  14 

Aup'.  11 

Sep.  1 

Oct.  1 

Nov.  5 

Dec.  3 

Jan.  16 

Feb.  7 

Mar.  20 

Apr.  10 

May  1 

June  12 

July  3 

Aug.  14 

Sep.  4 

Oct.  16 

Nov.  6 

Dec.  18 

Jan.  16 

Feb.  7 

Mar.  20 

Apr.  10 

May  1 

June  12 
July  3 

Aug.  14 

Sep.  4 

Oct.  16 

Nov .  6 

Dec.  18 


106.2 
104.4 
102.2 
101.4 
101.8 
102.3 
104.3 

112.4 

112.4 

112.1 

108.1 

102.5 

97.7 

93.0 

91.4 

89.9 

89.3 

87.6 

87.5 

70.3 
70.1 
68.1 
67.2 
62,2 
57.3 
56.0 
54.5 
53.1 
51.3 
50.4 
49.9 

35.4 
36.1 
33.7 
31.5 
29.5 
29.6 
28.9 
29.3 
28.2 
26.4 
23,4 
22,1 


G- 


C- 


312-H-15 

Feb, 

27 

51.8 

342,3 

Mar. 

20 

48.7 

Apr, 

10 

44.5 

May 

1 

41,1 

May 

22 

42,0 

July 

3 

39,1 

July 

28 

41.6 

Aup, 

14 

44.6 

Sep. 

4 

39.9 

Nov, 

6 

33,7 

Dec, 

IS 

33.8 

313-H-15 

May 

6  a 

55,9 

371.2 

Oct, 

2  a 

52,7 

316-1-15 

Jan. 

16 

9,9 

308,7 

Feb. 

7 

8,7 

Mar, 

20 

3,4 

Apr. 

10 

3,3 

May 

1 

3,7 

June 

12 

7.0 

July 

3 

6,9 

Aup. 

14 

8.9 

Sep, 

4 

7.1 

Oct. 

15 

6.5 

Nov. 

6 

5.5 

Dec. 

18 

4,6 

■317-1-15 

Jan. 

16 

21.3 

331.0 

Feb. 

7 

20,6 

Feb, 

27 

16.7 

Mar, 

20 

14.6 

Apr. 

10 

14,2 

May 

1 

14,0 

May 

22 

14.0 

June 

12 

14,4 

July 

3 

14.7 

July 

24 

15.1 

Amp. 

14 

16.0 

Sep, 

4 

17.6 

Oct. 

16 

16.8 

Nov, 

6 

16.5 

D<=c. 

IB 

16.5 

a  Measureme 

Heasurenent 

noted. 


nt  from  Los  An^el'^s  County  Floo 
s  from  San  Gabriel  Valley  Prote 


d  Control  District, 
ctive  Association  except 


?7 


VJell  Number 

and 

R.P.  Elev. 


Date 


1941 


Dlst.R.P. 
to  water 
surface 
Feet 


Well  Number 

and 

R.P.  Elev. 


Date 


1941 


Dist.R.P. 
to  water 
surface 
Feet 


C-320-F-16 

May 

15     a 

7.5 

754.7 

Oct. 

29     a 

16.2 

C-322-F-16 

Jan. 

15 

22.5 

694.5 

Feb. 

7 

11.5 

Mar. 

20 

15.2 

Apr, 

10 

13.3 

May 

1 

10.7 

June 

12 

12,1 

July 

3 

14.7 

Aug. 

14 

19.3 

Sep, 

4 

15.0 

Oct. 

16 

61.5 

Nov. 

6 

44.0 

Dec. 

18 

35.8 

C-323-F-15 

Jan. 

16 

18.8 

693.3 

Feb. 

7 

5.4 

Mar. 

20 

14.7 

Apr. 

10 

13.1 

May 

1 

4.5 

June 

12 

10.4 

July 

3 

15.0 

Aug. 

14 

19.1 

Sep. 

4 

17.3 

Oct. 

15 

65.6 

Nov, 

5 

43.5 

Dec, 

18 

35.5 

C-328-F-lo 

Jan, 

16 

39.8 

671.4 

Feb. 

7 

25.4 

Mar, 

20 

21,9 

Apr, 

10 

23.7 

May 

1 

15.5 

June 

12 

22.8 

July 

3 

25.0 

Aug. 

14 

25.0 

Sep, 

4 

27.0 

C-334-F-15 
530.0 


1942 

Jan.   8 

1941 

Jan.  3 
Feb.  7 
Mar.  11 


28.5 


78.9 

55.5 
19.0 


C-334-F-15 

At>r.      1 

15.8 

Cent. 

May       1 

14.7 

June     2 

12,4 

July     3 

17.,  5 

Aug.    14 

20^5 

Sep.     4 

22.0 

Oct..    15 

32.0 

Nov. -    1 

40,3 

Dec.    18 

44.6 

0-335-0-16 

Jan.    16 

239.6 

536..  2 

Feb.      7 

239.3 

Mar.    20' 

229.4 

Apr.   10 

220.5 

May       1 

211.0 

June  12 

197.4 

July     3 

197.2 

Aug.    14 

196.7. 

Sep.      4 

196.7 

Oct.    16 

199.4 

Nov.      6 

202.4 

Dec.   18 

206.7 

C-337-0-15 

Jan.    15 

259.9 

657. 

Feb.      7 

260.4 

Mar.    20 

261.2 

Apr.    10 

262.3 

May       1 

261.2 

June   12 

250.5 

July     3 

250.2 

Aug.    14 

258. S 

Sep.      4 

258.1 

Oct.    16 

256.4 

Nov.      6 

255.5 

Dec.    18 

254.4 

C-338-G-16 

Jan,    16 

214.2 

534,4 

Feb.      7 

214.7 

Mar.    20 

212.7 

Apr.    10 

211i2 

May       1 

207fO 

June  12 

203.7 

July     3 

202.0 

Aug.    14 

202.2 

Sep.      4 

201.3 

Oct.    15 

198.9 

Nov.      6 

195.7 

Dec.    18 

194.4 

lod  Control 

District. 

.ective  Assc 

(ciation  excep' 

t   as   noted 

a  Measureme 
Measurement 


nt  from  Los 
s  from  San 


Angeles  County  Flc 
Gabriel  Valley  Pro' 
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Well  Number 
and 

R.P.  Elev. 


Date 


1941 


Dlst.R.P. 
to  water 
surface 
Feet 


'■■■'ell  Nunber 

and 

R.P.  Elev. 


Date 
1941 


DlFt.R.?. 
to  water 
surface 
Feet 


C-343-H-15 

Jan. 

6 

162.2 

477.9 

Feb. 

3 

161.8 

Liar. 

3 

161.2 

Apr. 

7 

157.7 

May- 

5 

154.5 

June 

2 

152.0 

July 

n 

154.9 

Aug. 

4 

155.1 

Sep. 

1 

151.8 

Oct. 

1 

151.5 

Nov. 

5 

145.6 

Dec. 

3 

146.1 

C-554-H-16 

May 

15  a  140.4 

483.4 

Oct. 

31  a  134.5 

C-360-G-16 

Jan. 

6 

164.7 

452.4 

Feb. 

3 

164.5 

liar. 

153.3 

Apr. 

7 

155.8 

May 

5 

147.8 

June 

2 

140.9 

July 

7 

135.5 

Aug. 

4 

135.0 

Sep. 

1 

173.7 

Oct. 

1 

133.0 

Nov. 

5 

133.9 

Dec. 

3 

135.4 

C-362-G-15 

Jan. 

15 

207.8 

499.3 

Feb. 

7 

207.4 

Mar, 

20 

19R.5 

Apr. 

10 

188.2 

May 

1 

181.2 

June 

12 

170.3 

July 

3 

168.9 

Aug. 

14 

167.2 

Sep. 

4 

167.4 

Oct. 

16 

170.7 

Nov. 

6 

173.2 

Dec. 

le 

177.0 

C-364-I-15 

May 

5   £ 

1   13.0 

330.5 

Oct. 

27  E 

1   14.2 

C*35''-F-15 
549.0 


C-376-G-11 
532.0 


C-3e3c-I-13 
219.4 

C-399-T-15 
625. 


Jan.  15 

Feb.  7 

Mar.  20 

Apr.  10 

I-'ay  1 

June  12 

July  3 

Aur.  14 

Sep.  4 

Oct.  16 

Nov .  1 

Dec.  18 

Jan.  17 

Feb.  6 

Mar.  21 

Apr.  11 

May  2 

June  13 

July  4 

Auc.  15 

Sep.  5 

Oct.  17 

Nov,  7 

Dec.  19 

liay  6     a 

Oct.  £7     a 

Kay  12     a 

Oct.  31     a 


C-401-F-16         May     13     a 
882.  Nov.      4     a 


C-401C-F-16 
704. 


Jan.  16 
Feb.  7 
Mar.  20 
Apr,  10 
May  1 
June  12 
July  3 
Aug.  14 
Sep.  4 
Oct.  16 
N€iv.  5 
Dec.    18 


259.6 
257.7 
239.8 
225.2 
219.9 
209.0 
207.8 
205.7 
207.8 
214.2 
221.4 
225 . 7 

257.4 

256.8 
256.5 
255.3 
256.4 
255.1 
255.2 
256.3 
256.3 
255.8 
255.4 
254.1 

10.2 
10.1 

259.9 
255.5 

125.8 
138.5 

238.0 
239.0 
240.0 
241.6 
240.7 
239.5 
238.7 
236.5 
235.4 
232.8 
231.5 
229.2 


a  Measurenent  from  Los  Angeles  County  Flood  Control  District. 

Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


VJell  Number 

and 

R.P.  Elev. 


Date 


1941 


Dist.R.P, 
to  v:ater 
curface 
Feet 


C-404a-F-17 

Jen. 

14 

127.2 

1115.0 

Feb. 

18 

95.5 

Mar. 

25 

22.5 

May 

5 

30.8 

Oct, 

29 

120.5 

C-405-F-17 

Jan. 

1     a      397.9 

950. 

Sep. 

1      a      363.0 

Dec. 

1      a      353.2 

C-415-J-17 

Apr. 

29 

137.6 

870. 

l.Iay 

13 

131,2 

Nov. 

4 

131v7 

C-425a-F-17 

May 

IS 

56.4 

896. 

Nov. 

4 

92.0 

C-430b-F-17 

May 

13 

83.2 

715. 

Nov, 

4 

97.5 

C-432-G-17 

May 

12 

71.7 

7S9.9 

Nov. 

7 

93,5 

C-437-G-17 

May 

12 

101.2 

795.6 

Nov, 

7 

110.2 

C-445a-G-17 

Jan. 

14 

93,5 

880.6 

Feb. 

IB 

94.1 

Mar. 

24 

90.9 

Apr. 

29 

80.4 

May 

12 

79.9 

June 

17 

75.9 

Oct. 

28 

80.8 

C-445C-G-17 

Jan. 

14 

227.8 

859.7 

Feb. 

18 

224.2 

Mar . 

20 

221.7 

Apr, 

28 

221.8 

May 

12 

222.2 

Oct. 

22 

228.5 

Nov. 

7 

225.8 

Dec. 

17 

224.1 

C-446e-G-18 

May 

12 

206.6 

954.4 

Oct. 

29 

204.3 

Dist.R.P 

V.'ell  Number 

to  water 

and 

surface 

R.P,    Elev. 

Dr 

te 

Feet 

1941 

G-452C-G-17 

May 

16 

170.0 

57r.2 

Oct. 

31 

171.8 

C-453-G-17 

May 

16 

76.5 

531.1 

Oct. 

31 

71.7 

C_498-G-18 

May 

13 

148.2 

1046.1 

Nov. 

3 

140.8 

G-500-G-18 

May 

13 

99.0 

1029.0 

Sep. 

10 

109.0 

Nov, 

4 

102.2 

C-512b-G-18 

May 

12 

55.2 

983. 

Nov. 

7 

63.3 

C-514-G-18 

May 

12 

63.3 

975.0 

Nov. 

4 

72.6 

C-522-G-18 

May 

5 

40.2 

930. 

Nov. 

7 

45.1 

C-522a-G-17 

May 

12 

80.1 

906,5 

Nov. 

7 

81.2 

C-534-G-18 

May 

20 

143.8 

1002.5 

Nov. 

10 

142,4 

C-595-G-19 

May 

20 

178.0 

1134.3 

Nov, 

7 

156.0 

C-511-G-19 

May 

20 

315.2 

104-^^.0 

Nov. 

3 

328,4 

C-527-G-19 

Jan. 

15 

192.8 

1230. 

Mar . 

18 

178.5 

Apr. 

28 

156.0 

May 

13 

162.2 

June 

17 

180.8 

July 

23 

188.9 

July 

30 

193.6 

Aug. 

27 

195.7 

Sep. 

17 

198.0 

Oct. 

15 

200.4 

Nov. 

12 

170.5 

a  Measurement   by   operator. 
Measurements  from  Los  Ani?eles  County 


Flood  Control  District. 
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V.'ell  Number 

and 

R.P.  Elev. 


Date 


Dirt.R.P. 
to  water 
surface 
Feet 


V.'ell  Number 
end 

R.P.  Elrv. 


Date 


Dist.R.P. 
to  water 
surface, 

"Feet 


1941 


1941 


C-649-a-19 

Jan. 

14 

330.7 

1030.6 

Mar. 

18 

321.1 

Apr. 

29 

317.5 

May- 

20 

315.4 

June 

17 

315.9 

July 

30 

317.5 

Aup. 

6 

319.0 

Sep. 

10 

319.8 

Oct. 

15 

318.7 

Nov. 

3 

31^.8 

Dec. 

23 

315.7 

C-655d-F-19 

Nov. 

12 

S7.5 

1374.7 

C-555q-F-19 

May 

5 

3.5 

1530.9 

Nov. 

5 

41.2 

G-555-F-20 

Nov. 

5 

124.8 

1545. 

C-556a-F-20 

May 

14 

115.3 

1632.7 

Oct. 

29 

201.5 

C-6r;6h-F-20 

Ai-r. 

28 

5.0 

1831 . 0 

May 

7 

5.6 

Oct. 

29 

25.3 

C-o56i-F-20 

May 

7 

15.4 

2057. 

Oct. 

29 

34.9 

C-656-G-20 

Jan. 

13 

152.7 

1482.5 

Feb. 

2 

160.7 

Mar. 

23 

154.1 

Apr. 

20 

139.1 

May 

4 

114.5 

June 

23 

45.5 

July 

6 

38.2 

Aue. 

10 

44.8 

Sep. 

ri 

63.0 

Oct. 

12  a  n9.1 

Nov. 

2 

74.3 

Dec. 

7 

79.9 

C-559C-G-20 

Kay 

14 

77.5 

1423.3 

Nov. 

5 

41.8 

C-659i-G-20 

Hay 

17 

78.5 

1511.8 

Nov. 

5 

93.3 

C-560.G-19 

May 

20 

62.2 

1311. 

Nov. 

10 

61.3 

C-d60c-G-19 

Mar. 

18 

85.9 

1319.4 

Apr. 

21 

71.8 

May 

20 

58.5 

Nov. 

10 

27.6 

C-554-G-20 

May 

7 

293.7 

* 

Nov. 

10 

296.2 

C-663-G-19 

Nov. 

3 

257. 8 

1114. 

C-570h-H-19 

Jan. 

14 

170.1 

950.3 

Mar. 

18 

155.8 

Apr. 

29 

152.0 

May 

20 

155.2 

June 

17 

169.1 

July 

23 

175.4 

AUF. 

/* 
o 

177.8 

Sep. 

10 

181.5 

Oct. 

15 

178.2 

Nov. 

3 

168.5 

Dec. 

23 

161.8 

C-678k-H-19 

May 

23 

104.1 

807.5 

Nov. 

3 

103.5 

*  R.P.  elevation  1301 
a  Pumpin<7. 


to  ana  including  ray  7,  194'^;  th^n  l:  "1.5. 


Measurements  from  Los  Angeles  County  Flood  Control  DiFtrict. 
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D: 

Lst.R.P 

Well  Number 

t( 

3  water 

and 

surface 

R.P.  Elev. 

Date 
1941 

Feet 

C-701C-I-17 

Jan. 

14 

a 

23.5 

512.5 

Feb. 

25 

a 

20.6 

Mar. 

18 

a 

17.1 

Apr. 

29 

a 

12.8 

May- 

19 

a 

12.4 

June 

17 

a 

15.3 

July 

30 

a 

17.1 

Aug. 

6 

a 

18.8 

Sep. 

10 

a 

19.9 

Oct. 

15 

a 

19.8 

Oct. 

27 

a 

19.6 

Dec. 

23 

a 

15.8 

C-703-H-18 

May 

19 

a 

111.7 

774. 

Oct. 

31 

a 

111.8 

C-703C-H-18 

May 

19 

a 

95.8 

765. 

Oct. 

31 

a 

90.7 

C-704-H-18 

May 

19 

a 

60.9 

704.0 

Oct. 

27 

a 

50.0 

1939 

C-705a-I-17 

Oct. 

9 

a 

25.9 

606.5 

1940 

Apr . 

9 

a 

23.8 

Kov . 

15 

a 

28.5 

1941 

Hay  19  a 
Oct.  28  a 


17.4 
19.9 


C-707-I-17 
455. 

C- 708-1 -15 
374. 

C-712-J-16 
480.5 

C-803g-I-12 
183. 


Oct.  27  a   13.1 


Hay   6  a 
Oct.  27  a 

May  15  a 
Oct.  27  a 

Jan.  6 
Feb.  5 
Mar .   3 


27.6 
29.5 

22.1 
22.8 

53.0 
30.7 
27.8 


Dist.R.P 

Well  Number 

to  water 

and 

surface 

R.P.  Elev. 

Date 

1941 

Feet 

C-803g-I-12 

Apr. 

7 

22.5 

Cont. 

May 

5 

20.8 

June 

2 

20.5 

July 

7 

19.8 

Aug. 

4 

19.4 

Sep. 

1 

19.5 

Oct. 

1 

19.9 

Nov. 

5 

20.1 

Dec. 

3 

20.3 

C-803r-I-12 

Apr. 

3 

51.5 

211. 

May 

15 

56.6 

June 

5 

49.8 

C-! 


•808-1-11 
191. 


-811a-I-ll 
152.1 


1942 

Jan.  22 

1941 

Jan.  9 
Jan.  30 
Feb.  20 
Har.  13 
Apr.  3 
May  15 
June  5 
July  17 
Aug.  7 
Sep.  18 
Oct.  9 
Nov.  21 
Dec.  11 

Jan.  9 
Jan.  30 
Feb.  20 
Mar.  13 
Apr.  3 
May  15 
June  5 
July  17 
Aug.  7 
Sep.  18 
Oct.  9 
Nov.  21 
Dec.  11 


50.9 


77,0 
75.5 
73.5 
70.8 
67.4 
62.2 
62.0 
51.1 
60.2 
59.8 
60.3 
59.3 
59.2 

71.9 
71.2 
69.9 
57.4 
55.6 
55.5 
68.7 
59.1 
58.7 
67.0 
67.1 
62.5 
60.9 


a  Measurement  from  Los  Angeles  County  Floo 
Measurements  from  San  G-abriel  Valley  Prote 
noted. 


d  Control  District, 
ctive  Association  except 


as 


42 


Well  Number 

and 

R.P.  Elev. 


Date 


Dlst.R.P. 
to  water 
surface 
Fpet 


V.'ell  Number 
and 

R.P.  -Elev, 


Date 


Dist.R.P. 
to  water 
surface 
Feet 


1941 


1941 


C-812-I-11 

Mar. 

26 

a 

53.2 

C- 

-827-J-12 

Oct. 

9 

22.9 

143.4 

Apr. 

12 

a 

50.7 

Cont. 

Nov. 

21 

22.2 

May- 

7 

a 

48.5 

Dec. 

11 

21.8 

June 

10 

a 

52.8 

July 

2 

n 

54.4 

C 

-829 j-J 

-11 

Jan, 

11 

a 

41.5 

Aug. 

5 

a 

53.6 

127.7 

Feb. 

8 

a 

40.9 

Sep. 

3 

a 

52.4 

Mar. 

7 

a 

39.2 

Oct. 

14 

a 

51.3 

Apr. 

5 

a 

35.0 

Nov. 

4 

a 

48.8 

May 

7 

a 

30.8 

Dec. 

11 

46.9 

June 
July 

3 
5 

a 
a 

30.2 
30.4 

C-814-I-13 

Jen. 

9 

37.7 

AuP". 

2 

a 

29.8 

175.7 

Feb. 

20 

32.6 

Sep. 

6 

a 

29.7 

Apr. 

24 

22.0 

Oct. 

1 

a 

29.7 

Kay 

15 

21.4 

Nov. 

1 

a 

29.1 

June 

5 

21.4 

Dec. 

4 

a 

28.4 

July 

17 

19.8 

Aug. 

7 

23.7 

C 

-829p-J 

-11 

Jan. 

9 

45.0 

Sep. 

18 

20.9 

129.4 

Jan. 

30 

44.5 

Oct. 

9 

21.0 

Feb. 

20 

43.9 

Nov. 

21 

20.8 

Mar. 

13 

41.5 

Dec. 

11 

20.7 

Apr. 
May 

3 

15 

38.5 
32.9 

C-8197-J-13 

Jpn. 

9 

+0.1 

June 

5 

32.8 

139.4 

Jan. 

30 

■^0.8 

July 

17 

32.4 

Feb. 

20 

■♦3.4 

Aue-. 

7 

32.1 

Mar. 

13 

+  10.6 

Sep. 

13 

32.1 

Apr. 

3 

+10.6 

Oct. 

9 

32.5 

May 

15 

+8.9 

Nov, 

21 

31.3 

June 

5 

+  7.0 

Dec. 

11 

30.8 

July 

17 

+  6.1 

Aug. 

7 

+5.6 

C 

-e32-j- 

11 

May 

7 

a 

51.0 

Sep. 

18 

+4.7 

152.4 

Oct. 

2P 

a 

53.0 

Oct. 

9 

+4.6 

Nov. 

21 

+5.1 

C 

-833a -J 

-11 

Jan. 

9 

52.0 

Dec. 

11 

+5.4 

132.5 

Jen. 
Feb. 

30 
20 

51.3 
50.8 

G-825p-J-12 

May 

5 

8 

22.2 

Mar. 

13 

49,6 

135.5 

Oct. 

27 

a 

23.5 

Apr. 
May 

3 
15 

47.9 
44.6 

0-827 -J-12 

Jan. 

9 

42.1 

June 

5 

44.2 

140.8 

Jan. 

30 

41.5 

July 

17 

43.8 

Feb. 

20 

40.9 

Aug. 

7 

'13.5 

Mar . 

13 

38.2 

Sep. 

18 

43.2 

Apr. 

3 

34.1 

Oct. 

9 

43.2 

June 

15 

26.0 

Nov. 

21 

41.8 

July 

17 

22.8 

Dec. 

11 

41.2 

Aug. 

7 

22.4 

' 

Sep. 

18 

v.2.e, 

«  Measurement 

from 

Los 

Anrele?  County 

Floo 

d  Control  D 

istrlct. 

Measurements 

from  ! 

Sen 

Gabriel  Valley  I 

Protective  A 

ssoc 

iation 

except 

as  noted. 

4S 


D: 

ist.R.P. 

Di 

St. R.P. 

V/ell  Number 

to  water 

Fell  Number 

to 

water 

and 

SI 

irface 

and 

surface 

R.P.  Elev. 

Date 
1941 

Feet 

R.P.  Elev. 

Date 
1941 

Feet 

C-848-K-12 

Jan. 

8 

35.8 

C-853k-K-13 

Jan. 

9 

47.7 

111.1 

Feb. 

5 

34.3 

130.8 

Jan. 

30 

47.2 

Mar. 

5 

32.2 

Feb. 

20 

46.5 

Apr. 

2 

28.4 

Mar. 

13 

44.2 

Apr. 

23 

25.2 

Apr. 

3 

41.8 

May 

7 

23.5 

May 

15 

37.8 

June 

4 

24.8 

June 

5 

35.9 

July 

2 

26.8 

July 

17 

36.1 

Aug. 

6 

27,7 

Aug. 

7 

36.3 

Sep. 

28.6 

Sep. 

18 

35.4 

Oct. 

6 

28.2 

Oct. 

9 

35.5 

Nov. 

rz 
•-> 

25.5 

Nov. 

21 

34.7 

Dec. 

1 

23.1 

Dec. 

11 

33.7 

C-850V-K-12 

Feb, 

3 

a 

39.8 

C-858-L-13 

Jan. 

8 

b 

24.5 

120. 

May 

3 

a 

25.0 

76. 

Feb. 

13 

b 

22.2 

June 

4 

a 

26.1 

Mar. 

7 

b 

20.0 

July 

17 

a 

30.0 

Apr. 

17 

b 

15.4 

Sep. 

2 

a 

28.8 

May 

13 

b 

19.2 

Oct. 

7 

a 

29.6 

June 
July 

3 
7 

b 

b 

24.2 

29.8 

C-853-K-13 

Jan. 

9 

45.4 

Aue;. 

4 

b 

29.5 

110. 

Jan, 

30 

44  »1 

Sep. 

8 

b 

31.5 

Feb. 

20 

43.1 

Oct. 

6 

b 

29.0 

Mar. 

13 

41.2 

Nov. 

10 

b 

20.5 

Apr. 

3 

39.6 

Dec. 

8 

b 

20.0 

May 

15 

38.3 

June 

27 

40.9 

C-860a-L-12 

Jan. 

9 

27.6 

July 

17 

42.1 

85.5 

Jan. 

30 

25.0 

Aug. 

7 

43.3 

Feb. 

20 

23.6 

Oct. 

9 

43.7 

Mar. 

13 

21.0 

Nov. 

21 

36.0 

Apr. 

3 

19.4 

Dec. 

11 

34.8 

May 
June 

15 
5 

21.4 
27.2 

C-853a-K-13 

Jan, 

9 

56.3 

July 

17 

31.8 

126.3 

Jan. 

30 

65.5 

Oct. 

9 

31.0 

Feb. 

20 

54.7 

Dec. 

11 

18.4 

Mar . 

13 

63.5 

Apr. 

3 

52.4 

C-861-L-12 

Jan. 

9 

23.0 

May 

15 

61.5 

85.3 

Jan. 

30 

21.7 

June 

5 

61.0 

Feb. 

20 

20.4 

July 

17 

62.0 

Mar . 

13 

17.0 

Aug. 

7 

51.8 

Apr. 

3 

15.5 

Sep, 

18 

50.7 

June 

5 

24.9 

Oct. 

9 

61.1 

July 

17 

30.3 

Nov . 

21 

58.2 

Aug. 

7 

28.7 

Dec. 

11 

57.5 

S'^p. 

18 

26.9 

a  Measurement 

'   from 

Los 

Anpeles  County  ] 

Flood  Control  D' 

Lstrict. 

b  Measurement 

;  from 

Orange 

County  Flood 

Control  District. 

Measurements 

from  San 

Gab: 

riel  Valley  Protective  Association 

except 

as  noted 
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Dlst.R.P. 

Di 

st.R.P. 

Well  Number 

to  water 

'■•'ell  Number 

to 

water 

and 

surface 

and 

surface 

R.P.  Elev. 

Date 

Feet 

R.P.  Flev. 

Date 

Feet 

1941 

1941 

C-861-L-12 

Oct. 

9 

25.9 

C-P77d- 

-L-11 

May  15 

11.3 

Gont. 

Nov. 

21 

18.7 

Cont. 

June   5 

13.9 

Dec. 

11 

16.3 

July  18 
Aug.  8 

20.0 
19.8 

C-872-K-11 

Jan. 

9 

26.9 

Sep.  19 

18.1 

96.4 

Jan. 

30 

25.9 

Oct.  31 

11.2 

Feb. 

20 

24.8 

Nov.  22 

11.5 

Mar, 

13 

22.7 

Dec.  12 

8.8 

Apr, 

3 

21.6 

May 

15 

25.7 

C-885C- 

-L-11 

Jan.  10 

6.8 

June 

5 

28.2 

»* 

Jan.  31 

5.7 

July 

17 

30.3 

Feb.  21 

4.S 

Aug. 

7 

31.2 

Mar.  14 

1.6 

Sep. 

18 

29.3 

Apr.  4 

1.1 

Oct. 

9 

30.0 

May  16 

5.2 

Nov. 

21 

23.1 

June  6 

9.3 

Dec. 

11 

21.4 

July  18 
Aug.  8 

13.1 
14.4 

C-872a-K-ll 

Jan, 

8 

19.3 

Sep.  19 

13.1 

87. 

Feb. 

5 

18.6 

Oct.  11 

11.9 

Mar. 

5 

15.6 

Nov.  22 

6.4 

Apr. 

2 

13.8 

Dec.  12 

3.8 

May 

7 

14.5 

June 

4 

19.4 

C-8S6a- 

-L-11 

Jan.  7 

a 

12.7 

July 

2 

21.5 

71. 

Mar.  25 

a 

7.9 

Aug. 

5 

23.0 

Apr .  14 

a 

4.6 

Sep. 

3 

22.6 

Apr.  2B 

a 

8.2 

Oct. 

6 

21.8 

May  19 

a 

7.2 

Nov. 

3 

15.8 

June  9 

a 

13.4 

Dec. 

1 

16.0 

Aue.  5 
Oct.  1 

a 
a 

18.5 
9.2 

C-874-K-11 

July 

17 

34.0 

Dec.  8 

a 

5.1 

* 

Aug. 

7 

34.8 

Sep. 

18 

34.0 

0-887-1-12 

Jan.  B 

a 

12.8 

Oct. 

9 

33.0 

64.4 

Mar.  25 

a 

6.8 

Nov. 

21 

27.4 

Apr.  14 

a 

5.2 

Dec. 

11 

25.6 

May  19 
June  9 

a 
a 

9.7 
14.0 

C-877d-L-ll 

Jan. 

10 

12.8 

July  2 

a 

18.2 

70. 

Jan. 

31 

11.4 

Aug.   5 

a 

23.1 

Feb. 

21 

10.1 

. 

Oct.  1 

a 

21.3 

Mar. 

14 

7.9 

Oct.  31 

a 

12.4 

Apr. 

4 

7.0 

Dec.   8 

a 

10.4 

*  R.P.  elevat 

ion  101. 

to  and  includinfr  October  S 

),  1941,  then  100. 

*♦  R.P.  elevation  58.6 

to  end  includi 

ng  Kay  15, 

1941, 

then  58.0 

• 

a  Measurement 

from  Los 

Angeles  County 

Flood  Control  D 

istrict. 

Measurements 

from  San 

Gi^briel  Valley 

Protective 

Assoc 

iation  except 

as 

noted. 
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Dist.R.P, 

Di 

.st.R.P. 

Well  Number 

tc 

)  water        V.'ell  Number 

tc 

)  water 

and 

surface            and 

surface 

R.P.  Elev. 

Date 
1941 

Feet           R.P.  Elev. 

Date 
1941 

Feet 

C-891^L-13 

Jan. 

10 

15.9         C-897k-M-13 

Jxine  3 

b 

13.8 

60. 

Jan, 

21 

14.2           Cont. 

July  7 

b 

23.0 

Feb. 

21 

12,8 

Aug.   5 

b 

35.5 

Mar. 

14 

10.5 

Sep.   8 

b 

26.4 

Apr, 

4 

9.1 

Oct.   6 

b 

27,0 

May 

16 

10.4 

Nov.  10 

b 

16.2 

July 

18 

29,2 

Dec.  8 

b 

12.6 

Aug, 

8 

27.8 

Sep. 

19 

27,8          C-900-M-13 

Jan.   9 

16.4 

Oct, 

11 

27,8            35,3 

Jan.  30 

14.5 

Nov. 

22 

15,7 

Feb.  20 

13.1 

Dec. 

12 

12.2 

Mar.  13 
Apr.  3 

11.6 
10.0 

C-894-L-13 

Jan. 

9 

24.1 

May  15 

8.3 

61.7 

Jan. 

30 

22.4 

June  5 

14,7 

Feb. 

20 

20.7 

July  17 

25.7 

Mar. 

13 

18.1 

Aug.   7 

31.2 

Apr. 

3 

16.7 

Sep,  18 

25,6 

^ 

May 

15 

16.3 

Oct.  9 

27.9 

, 

June 

5 

20.4 

Not,  21 

12.6 

, 

July 

17 

29,2 

Dec.  11 

11.0 

'  •  »  '■  ' 

Aug, 

7 

31*2 

,  .- 

Sep, 

18 

31,2         C-908b-M-12 

Jan.  10 

28.7 

Oct, 

9 

30 . 7           46 ,4 

Jan.  31 

27.6 

Nov, 

21 

21.7 

Feb.  21 

26.3 

Dec. 

11 

20.2 

Mar.  14 
Apr.   4 

24.8 
25.1 

C-895-L-14 

May 

14 

a 

16.4 

May  15 

19.4 

57.2 

Oct. 

29 

a 

25.9 

June  6 
July  18 

24,2 
28.5 

C-896e-M-lS 

Jan. 

7 

b 

20.5 

Aug. .  8 

37.6 

53.6 

Feb. 

13 

b 

17.8 

Sep.  19 

38.6 

Apr. 

17 

b 

12.1 

Oct..  11 

37.1 

May 

13 

b 

12.3 

Nov.  22 

24.5 

June 

3 

b 

16.1 

Dec.  12 

22.7 

July 

7 

b 

23.9 

Aug.. 

4 

b 

29,4         C-909-N-13 

Jan.   8 

b 

7.6 

Sep. 

8 

b 

33.4           22,8 

Mar.   5 

b 

3.2 

Nov. 

10 

b 

20,5 

Apr.  29 

b 

+0.2 

Dec, 

8 

b 

16.5 

May  23 
June  17 

b 
b 

1.2 
6.0 

C-897k-M-13 

Jan. 

7 

b 

16.2 

July  15 

b 

11.8 

45.2 

Feb. 

13 

b 

11.2 

Aug.  18 

b 

19,2 

Mar. 

7 

b 

9.1 

Sep.  22 

b 

16,2 

Apr. 

17 

b 

4.2 

N-cv.  24 

b 

4,2 

May 

13 

b 

8.3 

a  Measurement 

from 

Los 

Anp: 

;eles  County  Flood  Control  District. 

b  Measurement 

from 

Oiange 

County  Flood  Control  Distric 

;t. 

Measurements 

from  San 

Gabr 

iel  Valley  Protective  Assoc: 

.ation  exc 

ept 

as  noted 

46 


Dist.R.P, 

Di 

St. R.P. 

Well  Number 

to  water 

Well  Number 

to 

water 

euQd 

surface 

and 

surface 

R.P.  Elev. 

Date 
1941 

Feet 

R,P.  El 

sv. 

Date 
1941 

Feet 

C-910b-0-13 

Jan. 

8 

3.3 

C-911-0- 

L3 

Jan. 

9 

a 

6.0 

8.1 

Mar. 

6 

0.4 

12.0 

Feb, 

20 

a 

4.0 

Apr. 

18 

+1,1 

Mar. 

13 

a 

2.3 

Apr, 

29 

+1.2 

Apr, 

3 

a 

1.4 

May 

23 

Flowing 

May 

15 

a 

0.4 

June 

17 

0.3 

June 

5 

a 

1.5 

July 

15 

1.5 

July 

17 

a 

4.4 

Aug. 

19 

4.6 

Aug, 

7 

8 

6.6 

Sep, 

22 

5.S 

Sep. 

18 

f> 

9.0 

Nov. 

4 

2.6 

Oct, 

9 

a 

8.7 

Nov. 

24 

1,0 

Nov, 

21 

a 

3.1 

Dec. 

22 

Flowing 

Dec. 

11 

a 

2.5 

C-910d-0-12 

Jan. 

9 

35,9 

C-911b-N- 

-13 

Jan, 

8 

9.1 

36. 

Mar. 

6 

30,0 

14. 

Mar, 

6 

4.0 

Apr. 

29 

24.1 

Apr, 

18 

0.1 

May 

23 

23.3 

Apr. 

29 

+0.5 

June 

17 

24,2 

May 

23 

+0.3 

July 

15 

25.3 

June 

17 

0.3 

Aug. 

19 

31.0 

July 

15 

2.0 

Sep. 

22 

38.9 

Aug, 

19 

8.3 

Nov. 

4 

33.2 

Sep. 

22 

10,2 

Nov. 

24 

33,4 

Nov. 

4 

8.2 

Dec. 

22 

26.9 

Nov. 
Dec. 

24 
22 

5,8 

2.3 

C-910J-0-12 

Jan. 

4 

12.9 

16.9 

Feb. 

1 

11.9 

C-911f-0- 

-12 

Jan, 

4 

5.7 

Mar, 

8 

10,4 

8,5 

Feb. 

1 

3.3 

Apr. 

5 

8.9 

Mar, 

8 

1,8 

May 

24 

9.3 

Apr, 

12 

1,9 

June 

14 

9.9 

May 

3 

1,9 

July 

12 

10.5 

June 

7 

1.7 

Aug. 

23 

13,9 

July 

12 

2.1 

Sep. 

20 

15,2 

Aug, 

2 

2.6 

Nov. 

15 

11.0 

Sep, 

6 

5,9 

Dec, 

13 

9,5 

Oct. 
Nov. 

4 
1 

7.7 
6.4 

C-910n-0-12 

Jan. 

9 

9.1 

Dec, 

6 

3,4 

8.4 

Mar, 

6 

2.4 

Apr. 

29 

3.9 

1939 

May 

23 

5.2 

June 

17 

5,7 

C-912b-0 

-13 

Jan, 

7 

17,9 

July 

15 

6.9 

32.0 

Jan, 

13 

17.3 

* 

Aug, 

22 

8.7 

Feb, 

7 

15,3 

Sep. 

22 

10,1 

Mar, 

7 

14.7 

' 

Nov. 

4 

9.8 

Apr. 

7 

15,5 

Nov. 

24 

6.8 

May 

6 

18.5 

Dec. 

22 

L.5 

June 

3 

25.8 

a  Measurement  from  San  C-'^.briel  Valley 
Measurements  from  Orange  County  Flood 


Protective  Acsociation. 

Control  District  except  as  noted. 


47 


Well  Number 

and 

R.P.  Eiev. 


Date 


Dist.R.P. 
to  water 
surface 
Feet 


Wfcll  Number 

and 

R.P.  Elev. 


Date 


Dist.R.P, 
to  water 
surface 
Feet 


1939 


1941 


C-912b-0-13   July  7 
Cont. 


C-912C' 
21.4 


■0-13 


A\ip. 

5 

Sep. 

12 

Oct. 

9 

Nov. 

4 

Dec, 

4 

Dec. 

16 

1940 


Jan. 

S 

Feb. 

9 

Mar. 

14 

Apr. 

8 

May- 

9 

June 

6 

July 

5 

Aug. 

3 

Aug. 

10 

Sep. 

7 

Oct. 

5 

Nov. 

2 

Dec. 

7 

Dec. 

19 

1941 


30.4 
33.5 
33.7 
28.3 
26.1 
23.3 
21.9 


19.1 
17.0 
19.3 
19.4 
18.3 
26.1 
30.4 
35.0 
36.0 
34.3 
53.9 
28.1 
23.3 
21.7 


Jan. 

4 

19.4 

Jan. 

25 

17.8 

Feb. 

15 

16.8 

Mar. 

15 

14.4 

Apr. 

19 

11.8 

May 

10 

10.5 

June 

10 

14.8 

July 

11 

19.3 

Aug. 

15 

24.5 

Sep. 

6 

24.3 

Sep, 

20 

23.8 

Oct. 

4 

25.4 

Nov. 

8 

15.7 

Dec. 

13 

12.2 

Jen. 

9 

a 

11.2 

Jan. 

30 

a 

9.9 

Feb. 

20 

a 

8.8 

Mar. 

13 

a 

7.4 

At)r. 

3 

a 

5.8 

hiny 

15 

a 

4.3 

C -91 2c -0-1 3 

June 

5 

a 

8.1 

Cont. 

July 

17 

a 

13.7 

Au?. 

7 

a 

17.4 

Sep. 

18 

a 

17.9 

Oct. 

9 

a 

17.3 

Nov. 

21 

a 

7.5 

Dec. 

11 

a 

6.1 

G-912h-N-13 

Jan. 

8 

13.3 

25.4 

Mar . 

5 

9.6 

Apr. 

29 

6.0 

May 

23 

7.4 

June 

17 

11.8 

July 

15 

16.2 

Aug. 

19 

21,7 

Sep. 

22 

20.8 

Nov. 

4 

11.9 

Nov. 

24 

9.7 

Dec. 

22 

5.2 

C-914b-N-12 

Jan. 

9 

24.4 

*31.4 

Mar. 

6 

20.8 

Apr. 

29 

19.1 

May 

23 

19.0 

June 

17 

19.7 

Aug. 

22 

27.1 

Sep. 

22 

27.6 

Nov. 

4 

22.9 

Nov. 

24 

21.7 

Dec. 

22 

17.9 

G-926-M-11 

Jan. 

8 

a 

86.7 

68-.  9 

Feb. 

5 

a 

82.3 

Mar . 

5 

a 

78.5 

Apr. 

rj 

a 

76.5 

May 

7 

a 

75.2 

June 

4 

a 

81.7 

July 

2 

a 

85.4 

Aug. 

6 

a 

93.6 

Sep. 

3 

a 

98,5 

Oct. 

5 

a 

100.1 

Nov. 

3 

a 

94.7 

Dec. 

1 

a 

93.0 

C-927C-N-14 

Jan. 

23 

32.4 

■"B."^ 

Feb. 

25 

30.4 

Mar. 

18 

28.5 

IJay 

12 

25.1 

*  New  elevation;  R.F.  changed. 

a  Measurement  from  San  Gabriel  Valley  Protective  Association. 

Measurements  from  Orange  County  Flood  Control  District  ercerit  as  noted, 
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Di 

st.R.P. 

Di 

st.R.P 

Well  Number 

to 

water 

Well  Number 

tc 

water 

and 

surface 

and 

surface 

R.P,  Elev. 

Date 

Feet 

R.P.  Elev. 

Date 

Feet 

1941 

1941 

C-927C-N-14 

June 

10 

a 

32.2 

0 

-942a-K- 

.14 

Sep. 

18 

70.5 

Cont. 

July 

11 

a 

38.5 

Cont. 

Oct. 

30 

67.7 

Aug. 

12 

a 

44.8 

Nov. 

21 

65.6 

Sep. 

15 

a 

45.3 

Dec. 

11 

64.9 

Oct. 

10 

a 

40.6 

Nov. 

14 

a 

29.0 

1942 

Dec. 

4 

a 

28.8 

C 

-944-K-15 

Jan. 

30 

c 

127,1 

C-929f-L-ll 

Jan. 

e 

48.1 

365. 

57. 

Feb. 

5 

45.9 

1941 

Mar. 

5 

42.4 

Apr. 

2 

41.4 

C 

.950a-M- 

-14 

Jan. 

9 

49.5 

• 

May 

7 

40.8 

x< 

Jan, 

30 

47.8 

June 

4 

46.5 

Feb. 

20 

46.5 

July 

2 

50.2 

Mar. 

13 

44.8 

Aug. 

6 

55.0 

Apr. 

3 

42.6 

Sep. 

3 

55.8 

May 

15 

40.8 

Oct. 

6 

56.3 

June 

5 

51.3 

Nov. 

3 

51.0 

July 

17 

52.2 

Dec. 

1 

47.0 

Auff. 

Sep, 

7 
18 

d 

69.0 

C-935f-M-10 

Dec. 

5 

b 

14.8 

43. 

C 

-950e-K- 
49.2 

-13 

Jan. 

Feb, 

7 

13 

a 

a 

19.7 
16.5 

C-938C-N-11 

Jan. 

8 

18.4 

Mar . 

7 

a 

14.6 

26.1 

Feb. 

5 

17,3 

Apr. 

17 

a 

11.1 

Mar. 

5 

14.9 

May 

13 

a 

11.3 

Apr, 

2 

14.1 

June 

3 

a 

17.4 

May 

7 

14.6 

July 

7 

a 

24.9 

June 

4 

15.7 

Aug. 

4 

a 

26.4 

July 

2 

16.5 

Sep. 

8 

a 

32.1 

Aug. 

6 

19.4 

Oct. 

6 

a 

31.9 

Sep. 

3 

20.5 

Nov. 

10 

a 

19.9 

Oct. 

6 

20.6 

Dec. 

8 

a 

16.9 

Nov. 

3 

17.4 

Dec. 

1 

15.7 

C 

-950n-l.!- 
63.7 

-14 

Jan, 
Feb. 

23 
25 

a 

a 

45.5 

40.9 

C-942a-K-14 

Jan. 

9 

72.4 

Mar, 

17 

a 

39.2 

144. 

Jan. 

30 

71.4 

May 

12 

a 

36.2 

Feb. 

20 

70.4 

June 

10 

a 

46.9 

Mar. 

13 

69.0 

July 

11 

a 

67,2 

Apr. 

3 

68.0 

Sep, 

15 

a 

61.9 

May 

15 

66,9 

Oct, 

10 

a 

62.0 

June 

5 

67.6 

Nov, 

14 

a 

42,4 

Aus. 

7 

71.2 

Dec. 

4 

a 

41.0 

*  R.P.  elevation  70.3  to  end 
a  Measurement  from  Orange  Cou 
b  Measurement  from  Los  Angele 
c  Kqasurement  from  Division  o 
d  Pump  set  in  concrete;  canno 
Measurements  from  San  Gabriel 


including  June  5,  1942;  then  69.0. 
nty  Flood  Control  District, 
s  County  Flood  Control  District. 
f  Vater  Resources, 
t  measure. 
Valley  Protective  Association  except  as  noted. 
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Well  Number 

and 

R.P.  Elev. 


Date 


Dist.R.P. 
to  water 
surface 
Feet 


VJell  Number 

and 

R.P.  Elev. 


Date 


Dist.R.P. 
to  water 
surface 
Feet 


1941 


1941 


C-957-H-11 

Jan. 

30 

92.0 

C-962-I- 

■11 

Apr.    30 

130.5 

303.0 

Feb. 

28 

92.0 

Cont. 

May     31 

134, 

Mar. 

31 

92.0 

June   30 

135. 

Apr. 

30 

90.5 

July  31 

135.5 

May 

31 

93.8 

Aug.    31 

133.5 

June 

30 

94. 

Sep.    30 

134.' 

July 

31 

94. 

Oct.    31 

132. 

Aug. 

31 

93. 

Nov,    30 

134. 

Sep. 

30 

93. 

Dec.    31 

133. 

Oct, 

31 

93. 

Nov. 

30 

93.5 

G-962C-] 

:-ii 

Jan.    30 

116.5 

Dec. 

31 

90. 

192.3 

Feb.    28 
Mar.    31 

115.5 
114.8 

0-958-1-11 

Jan. 

30 

157.0 

Apr,    30 

110. 

223.1 

Feb. 

28 

157. 

May     31 

114. 

Mar, 

31 

157. 

June   30 

113. 

Apr. 

30 

157. 

July  31 
Aue.    31 

114. 
113. 

G-960-I-11 

Jan. 

30 

134.0 

Sep.    30 

113. 

192.9 

Feb. 

28 

132.5 

Oct.    31 

110, 

Mar. 

31 

132.5 

Nov.    30 

112. 

Apr. 

30 

132. 

May 

31 

134. 

G-963-I- 

-11 

Jan.    30 

155.8 

June 

30 

136. 

228.4 

Feb.    28 

165.5 

July 

31 

137.5 

Mar.    31 

153.2 

Aug. 

31 

139. 

Apr.    30 

150.9 

Sep. 

30 

139.6 

May     31 

158.5 

Oct, 

31 

140. 

June   30 

157,5 

Nov, 

30 

135. 

July  31 

158,6 

Dec. 

31 

135. 

Aug.    31 
Sep.    30 

159.6 
159.5 

C-961-I-11 

Jan. 

30 

135.0 

Oct.   31 

158,5 

197.1 

Feb. 

28 

134. 

Nov.    30 

150.9 

Mar. 

31 

137.5 

Dec,    31 

156.1 

Apr. 

30 

135. 

May 

31 

138. 

C-965-I. 

-11 

Jan.    30 

86.0 

June 

30 

141. 

♦ 

Feb.    28 

84,8 

July 

31 

141.5 

Mar.    31 

84, 

Aug. 

31 

143. 

Apr,   30 

83,8 

Sep. 

30 

141.5 

May     31 

87,5 

Oct. 

31 

145. 

June   30 

87. 

Nov. 

30 

149. 

July   31 

93, 

Dec. 

31 

138. 

Aug,    31 
Sep.    30 

95. 
95. 

C-952-I-11 

Jan. 

30 

132.5 

Oct.    31 

88. 

195.0 

Feb. 

28 

131.5 

Nov.    30 

93. 

Mar. 

31 

131.5 

Dec.    31 

95. 

*  R.P.    elevi 

ntion  1 

50.4 

to   and  incluc: 

line-  June   ?. 

1941: 

then  159,5, 

Measurements  from  California  V'ater  Service  Company. 
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Dist.R.P. 

Dist.R.P. 

Well  Number 

to  wster 

W( 

=11  Number 

to  vgater 

and 

surface 

and 

surface 

R.P.  Elev. 

Date 

Feet 

R.P.  Elev. 

Date 

Feet 

1941 

1941 

C-966-I-11 

Jan. 

30 

a 

76.8 

C- 

-974n-l!-16 

Sep. 

11 

150.6 

145.7 

Feb. 

28 

a 

75. 

Cont. 

Oct. 

3 

148.8 

Mar. 

31 

a 

73.2 

Nov. 

18 

146,7 

Apr, 

30 

a 

73. 

Dec. 

18 

146.5 

May 

31 

a 

80.2 

June 

30 

a 

87, 

C 

-975-L-16 

Jan. 

13 

125.9 

July 

31 

a 

83. 

155.6 

Feb. 

10 

125.6 

Aug. 

31 

a 

79. 

Mar. 

10 

124.7 

Sep, 

30 

a 

79. 

May 

1 

122.8 

Oct. 

31 

a 

73. 

June 

6 

121.2 

Nov. 

30 

a 

73. 

July 

8 

120.4 

Dec. 

31 

a 

67. 

Aug. 
Sep. 

11 
12 

120.0 
118.8 

C-968-K-15 

Apr. 

29 

51.0 

Oct. 

7 

119.6 

•350.9 

Sep. 

25 

46,3 

Nov. 

7 

117.8 

Dec. 

9 

45.4 

Dec, 

1 

116.9 

C-969a-K-16 

Apr. 

29 

100.8 

C 

-975k-L-16 

Jan. 

13 

114.8 

386.9 

Dec. 

9 

103.4 

141.4 

Feb. 
Mar. 

10 
10 

112.3 
110.5 

1942 

May 

1 

105.6 

June 

5 

105.5 

C-971-K-16 

Jan. 

30 

b 

19.7 

Aug. 

11 

114.0 

308.3 

Sep. 

12 

112.2 

1941 

Nov. 

7 

106.4 

C-973b-L-16 

Sep, 

25 

90.7 

C 

-975W-M-15 

Jan. 

4 

121.2 

249. 

148.3 

Feb. 
Mar, 

1 
8 

120.1 
119.5 

C-97<ji-L-16 

Jan. 

13 

155.9 

Apr. 

5 

118.2 

173.4 

Feb. 

10 

154.0 

May 

3 

115.2 

Mar. 

10 

150.7 

June 

6 

114.6 

• 

May 

1 

136.1 

July 

26 

115.2 

Aug. 

11 

c 

138.5 

Aug. 

9 

115.3 

Nov. 

7 

138.3 

Sep. 

20 

114.6 

Dec, 

1 

137.5 

Nov. 
Dec. 

1 
1 

113.7 
111.5 

C-974n-M-16 

Jan. 

16 

170,6 

Dec. 

27 

110.4 

197.8 

Feb. 

7 

159.3 

Mar. 

4 

166.6 

C 

-977b-M-16 

Jan. 

9 

144.1 

Mar. 

20 

161.2 

167.9 

Feb. 

10 

142.2 

May 

2 

144.5 

Mar. 

10 

136.4 

June 

2 

137.8 

May 

1 

117.5 

July 

3 

139.8 

June 

6 

120.1 

Aug. 

7 

143.7 

July 

e 

125.9 

a  Measurement 

from 

California  "Water  S( 

3rvice  Company. 

b  Measurement 

from 

Division  of  Water  Resources. 

c  Idle. 

Measurements 

from 

Dran 

ge 

County  Flood 

Cont 

rol  Distric 

t  except  as 

noted. 
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Dist.R.P. 

Dist.R.P. 

Well  Number 

to  water 

W€ 

ai  Number 

to  water 

and 

surface 

and 

surface 

R.P.  Elev. 

Date 

Feet 

R.P.  Flev. 

Date 

Feet 

1941 

1941 

G-977b-M-l5 

Aug. 

11 

128.3 

G- 

-983-M- 

14 

Jan. 

23 

50,0 

Cont. 

Sep. 

12 

129.4 

92. S 

Feb. 

25 

49.3 

Oct. 

7 

130.7 

Mar , 

17 

48.4 

Nov. 

7 

126.4 

Apr, 

2 

47.5 

Dec. 

1 

125.8 

May 
June 

12 
10 

45.8 
47.0 

C-978-M-16 

Jan. 

31 

149.4 

July 

11 

47,9 

174.0 

Mar. 

4 

143.6 

Aug. 

12 

48.0 

May- 

6 

115.2 

Sep. 

15 

48.. 4 

July 

11 

128.7 

Oct. 

10 

49.4 

Aug. 

14 

137.3 

Nov. 

14 

47.0 

Oct, 

20 

137.0 

Dec. 

2 

46.7 

Nov. 

18 

131.8 

Dec. 

18 

134.9 

C- 

-983e-I,! 
108.5 

-15 

Jan. 
Feb. 

13 
10 

86.1 
84.7 

C-978a-I.:-16 

Jan. 

4 

128.9 

Mar . 

10 

83,0 

150.2 

Feb. 

e 

127.1 

Apr. 

2 

80.4 

liar. 

11 

123.4 

May 

1 

77.2 

Apr. 

5 

117,9 

June 

6 

86.4 

May- 

3 

112.2 

July 

8 

87.1 

June 

16 

115.6 

Aug. 

11 

91.2 

Sep. 

19 

121.7 

Sep. 

12 

89. S 

Nov. 

8 

117.0 

Oct. 

7 

90.7 

Dec. 

£7 

113.1 

Nov. 

7 

79.8 

C-980-L-15 

Feb. 

13 

84.5 

C' 

-984b -?3 

f-14 

Jan. 

2 

39.6 

113.3 

Mar. 

7 

82.9 

58.9 

Feb. 

5 

38.0 

Apr. 

17 

78.3 

Mar . 

5 

36.3 

Ivlay 

13 

75.9 

Apr. 

2 

34.5 

June 

3 

81.1 

Hay 

7 

33.5 

July 

7 

86.9 

Nov. 

5 

37.6 

Oct, 

6 

88.8 

Nov. 

10 

79.4 

c- 

-985-N- 

•14 

Jan. 

23 

35.6 

Dec. 

8 

78.4 

60.6 

Feb. 
Mar. 

25 
18 

34.1 
32.5 

C-982L-M-14 

Jan. 

23 

4S.4 

May 

12 

31.1 

91.1 

Feb. 

25 

■17.1 

June 

10 

37.0 

Mar. 

17 

45,0 

July 

11 

40.1 

Apr. 

2 

45.2 

Sep. 

15 

42.8 

May 

12 

43.9 

Oct. 

10 

40.2 

June 

10 

45.8 

Nov. 

14 

33.0 

July 

11 

48.9 

Dec. 

4 

34.7 

Aug. 

12 

46.0 

Sep. 

15 

48.1 

c 

-986-N- 

-14 

Jan. 

23 

51.2 

Oct. 

10 

49.2 

79,5 

Feb. 

25 

50.4 

Nov, 

14 

45.0 

Mar . 

18 

49.8 

Dec. 

2 

47.9 

May 

12 

48.0 

I'leasurements 

from 

Oran,?re  County  Flood 

Control  Di£ 

strict. 
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DlPt.R.P. 

» 

Dist.R.P. 

Well  Number 

to  water 

Well  Number 

to  water 

and 

surface 

and 

surface 

R.P.  Elev. 

Dete 

Feet 

R.P.  Elev, 

Date 

Feet 

1941 

1941 

C-986-N-14 

June 

10 

a   48.9 

C-992b-P 

-14 

May 

15 

8.7 

79.5 

July 

11 

a   50.0 

Cont, 

June 

12 

12.4 

Aug. 

12 

a   50.0 

July 

10 

14.4 

Sep. 

15 

a   49.2 

Aug, 

e 

15.3 

Oct. 

10 

a   49.4 

Sep. 

16 

15.8 

Dec. 

4 

a   50,3 

Oot» 
Nov. 

9 
13 

15.1 
11.0 

C-986e-N-15 

Jan. 

14 

94,1 

Nov. 

15 

9.3 

111.7 

Feb. 

10 

93,7 

Mar. 

11 

92,2 

C-992e-P 

-13 

Jan. 

4 

8.7 

AVT, 

22 

90,1 

15.4 

Feb, 

1 

7.9 

May 

20 

89,4 

Mar. 

8 

5.7 

June 

16 

92.8 

Apr. 

5 

4.3 

July 

14 

93.0 

!!ay 

3 

3.5 

Aug. 

18 

99.5 

June 

7 

5.8 

Sep. 

19 

94.4 

July 

12 

8.5 

Oct. 

14 

94.5 

Aug. 

2 

10,5 

Nov. 

17 

89.8 

Sep. 

6 

13,3 

Dec. 

16 

88.5 

Sep. 
Oct. 

13 
4 

13.8 
12,4 

C-9B9J-0-14 

Jan. 

27 

21.9 

Nov. 

1 

7.9 

37.0 

Feb. 
Mar. 

25 
18 

19.4 
17.6 

Dec. 

5 

5.7 

May 

12 

17.0 

C-993-P- 

14 

Jan. 

7 

18.5 

June 

10 

23.4 

27.9 

Feb. 

18 

15.7 

July 

11 

28.8 

Mar. 

21 

14.0 

Aug. 

13 

30.3 

Apr. 

25 

12.0 

Sep. 

15 

28,2 

May 

15 

11.8 

Oct. 

10 

26,9 

July 

10 

17,8 

Nov. 

14 

19.0 

Aug, 
Sep. 

8 
15 

21,3 
20,2 

C-991e-0-13 

Jan, 

2 

11.4 

Oct, 

9 

19.8 

18.2 

Feb. 

5 

9.9 

Nov. 

13 

14.2 

Mar, 

5 

8,2 

Dec. 

15 

12.4 

Apr. 

2 

5,8 

May 

7 

5,4 

C-997-P- 

14 

Jan. 

o 

5i.O 

June 

4 

7.6 

57.1 

Feb. 

18 

52.3 

July 

2 

10.2 

Mar. 

21 

40.9 

Aug. 

6 

16.0 

Apr# 

25 

'i5 . 0 

Sep, 

3 

18,3 

May 

15 

48.2 

Oct. 

1 

15.6 

June 

12 

49,9 

Nov. 

5 

10.4 

July 

10 

50,6 

Dec. 

3 

8.6 

Aug, 
Sep. 

e 

15 

51,5 
55.0 

C-992b-P-14 

Jan. 

6 

13.8 

Oct, 

9 

53.1 

22.2 

Feb. 

18 

12.2 

Nov. 

13 

47.4 

Mar, 

21 

9.6 

Dec, 

15 

28.0 

Apr. 

25 

8.7 

a  Pumping  moderately. 
Measurements  from  Orange 


County  Flood  Control  District, 
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Well  Number 

and 

R.P.  Elev. 


Date 


Dist.R.F. 
to  water 
surface 
Feet 


Well  Number 
and 

R.P.  Elev. 


Date 


Dist.R.P, 
to  water 
surface 
Feet 


1941 


1941 


C-997C-Q-14 

Jan. 

6 

29.0 

C-1058-H-17 

Jan. 

16 

a 

180.8 

32.5 

Feb. 

18 

28.5 

203,8 

Feb. 

14 

a 

178.5 

Mar. 

21 

28.1 

Mar, 

7 

a 

120.4 

Apr. 

25 

28.0 

Apr. 

3 

a 

93.4 

May- 

15 

27.9 

May- 

8 

a 

82.5 

June 

12 

28.1 

June 

19 

a 

142.4 

July 

10 

28.4 

July 

17 

a 

151.8 

Auf. 

e 

28.6 

Aug. 

6 

a 

172.2 

Sep. 

16 

29.6 

Sep. 

5 

a 

169,1 

Oct. 

9 

29.9 

Oct. 

25 

a 

161,8 

Nov, 

13 

29.8 

Nov, 

15 

a 

157.4 

Dec. 

15 

29,2 

Dec, 

5 

a 

157.1 

C-997d-5,-14 

Jan, 

6 

50,8 

C-1059-M-17 

Jan. 

2 

188,9 

52.8 

Feb. 

18 

49.5 

207.5 

Feb, 

5 

184,8 

Mar. 

21 

48.1 

Mar . 

5 

155.4 

Apr. 

25 

45.6 

Apr. 

2 

132.2 

May 

15 

45.0 

May 

5 

116.0 

June 

12 

46.4 

May 

14 

111,7 

July 

10 

45.5 

June 

4 

128.1 

Aug, 

8 

46,2 

July 

2 

142.9 

Sep, 

16 

47,2 

Aug. 

6 

152,0 

Oct. 

9 

47,4 

Sep, 

3 

155.6 

Nov. 

13 

47,1 

Oct. 

1 

158.4 

Dec. 

15 

45.4 

Nov. 
Dec, 

5 

3 

160.2 

151.8 

C-999f-P-14 

Jan. 

6 

41,5 

49.1 

Feb. 

18 

40 , :) 

C-10&5-M-15 

Jan, 

31 

172,7 

Mar . 

21 

57.7 

202.0 

Mar . 

4 

157.6 

Apr. 

25 

36,2 

Apr. 

3 

146.6 

June 

12 

36,8 

/■ 

May 

5 

132.2 

July 

10 

41,2 

June 

9 

133.7 

Aug. 

22 

43,2 

July 

11 

140.3 

Sep. 

16 

44.1 

Aug. 

22 

146.8 

Oct, 

9 

41,7 

Sep. 

18 

148.5 

Nov. 

13 

38,0 

Oct. 

20 

150.6 

Dec. 

15 

35.5 

Nov. 
Dec. 

18 
18 

148.9 
150.3 

G- 1055-1.: -16 

Jan. 

31 

169,7 

194.2 

Mar. 

4 

154,2 

C-1068-M-17 

Jan. 

17 

19.9 

Mar. 

27 

132.1 

229.5 

Feb, 

27 

11.4 

Atir. 

3 

129.5 

Mar . 

28 

8.5 

Apr, 

p 

irs.l 

Apr. 

24 

8.3 

Apr, 

15 

122,3 

May 

22 

6.6 

May 

6 

11t,9 

June 

20 

21.2 

May 

29 

115.0 

July 

18 

24.4 

Aug, 

14 

139.0 

Aus. 

21 

25.7 

Oct, 

20 

149,0 

Sep, 

23 

26,4 

Dec, 

18 

]53,4 

Oct, 

21 

26.0 

a  Measurement  from  owner , 
Measurements  from  Oranpe 


County  Flood  Control  D-i-Strict  ercept  as  noted. 
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Well  Number 

aad 

R.P.  Elev. 


Date 


Dist.R.?. 
to  water 
surface 

Feet 


V.'ell  Number 

and 

R.?.  Elev. 


Date 


Dl?t.R.P. 
to  water 
surface 

Feet 


1941 


1941 


C-1068-1J-17 

Nov. 

25 

27.0 

C-1089-L- 

16 

Jan. 

31 

195.4 

Cont. 

228.8 

Mar. 
May 

4 

6 

190.4 
162.9 

C-1073-i:-17 

Jan. 

31 

185.5 

June 

9 

155.0 

211.5 

Mar. 

4 

180.8 

July 

11 

157.2 

Apr. 

3 

162.8 

Au«r. 

15 

161.6 

May 

6 

141.9 

Sep. 

18 

166.4 

Sep. 

18 

152.6 

Oct. 

?0 

169.6 

Nov. 

18 

155.3 

Nov. 

18 

170.6 

Dec. 

18 

156.6 

Dec. 

18 

170.9 

C-1078d-M-17 

Jan. 

31 

174.1 

1942 

238.4 

Mar. 

4 

135.7 

Kar. 

27 

100,2 

C-1096J-K 

-16 

Feb. 

2  a   97.0 

Apr. 

■7 

97.0 

381. 

May 

6 

85.0 

1941 

July 

11 

121.8 

Nov. 

18 

158.6 

C-1097-L- 

17 

Feb. 

4  a  182.0 

Dec. 

18 

158.6 

336.2 

Apr. 
Sep. 

29 
25 

176.7 
173.9 

C-1079a-M-17 

Jan. 

31 

151.3 

Dec. 

9 

177.3 

248.3 

Mar . 

4 

110.7 

Apr. 

3 

79.6 

C -11058 -N 

-17 

Jan. 

17 

224.8 

May 

6 

70.5 

246.2 

Feb. 

27 

221.9 

Sep. 

18 

135.6 

Mar. 

28 

212.6 

Nov. 

18 

142.9 

Apr. 

24 

20?. 8 

Dec. 

18 

143.8 

May 
June 

22 

20 

195.0 
194.4 

C-1082-L-18 

Jan. 

2 

70,6 

July 

17 

195.4 

260.5 

Feb. 

5 

50.4 

Aug. 

21 

199.5 

Mar . 

5 

35.4 

Sep, 

23 

200.6 

Apr. 

2 

22.7 

Oct, 

21 

202.9 

May 

7 

16.6 

Nov. 

25 

199.5 

June 

4 

16.2 

Dec. 

26 

198.8 

July 

15 

27.9 

Auc. 

7 

34.3 

C-1105b-M 

-17 

Jan. 

17 

254.6 

Sep. 

3 

41.2 

273.5 

Feb, 

?7 

251.5 

Oct. 

1 

46.2 

Mar. 

28 

243.2 

Nov. 

5 

51.3 

Apr. 

24 

233.7 

Dec. 

3 

50.6 

!:ay 
June 

22 

20 

225.2 
223.2 

C-1085-L-17 

Jen. 

31 

188.4 

July 

17 

224.5 

245. 

May 

6 

126.8 

Aug. 

21 

227.8 

June 

9 

109.5 

Sep. 

23 

229.2 

July 

11 

111.4 

Oct, 

21 

230.1 

Sep. 

18 

133.0 

Nov. 

25 

228,6 

Nov. 

18 

145.6 

Dec. 

26 

227.3 

Dec. 

18 

151.2 

a  Mea?urer.ent  from  Division  of  V;ater  Resources. 

Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 
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Dist.R.P 

Well  Number 

to  water 

and 

s 

urface 

R.P.  Elev. 

Date 
1941 

Feet 

C-1109g-N-18 

Feb. 

27 

305.9 

331.5 

Mar. 

28 

302.5 

Apr. 

24 

295.1 

May- 

22 

281.4 

June 

20 

273.8 

July 

17 

272 . 5 

Nov. 

25 

279.1 

Dec. 

26 

278.4 

C-1109i-N-16 

Feb. 

27 

55.1 

427. 

Mar. 

28 

27.1 

Aug. 

22 

63,9 

Sep. 

23 

64.3 

Oct. 

21 

64.5 

Nov. 

25 

55.4 

Dec. 

26 

64.3 

C-1112-N-18 

Jan, 

16 

a 

271,8 

E90.4 

Feb. 

14 

a 

268.1 

Mar. 

7 

a 

255.4 

Apr. 

3 

a 

259.9 

May- 

8 

a 

247.0 

June 

19 

a 

"37.9 

July 

17 

a 

251.8 

Sep, 

5 

a 

240.2 

Oct. 

25 

a 

241.2 

Nov, 

15 

a 

240.3 

Dec. 

5 

a 

241.0 

C-1113-N-17 

Jan. 

16 

230.6 

251.7 

Mar . 

21 

223.1 

July 

15 

205.4 

Aug. 

22 

213.2 

Sep. 

25 

214,0 

Oct. 

30 

211.5 

C-llEO-N-15 

Jan. 

17 

130.9 

151.4 

Feb. 

27 

129.2 

Mar . 

28 

123.5 

Apr. 

24 

117.4 

May 

22 

113.3 

June 

20 

112.9 

July 

17 

113.5 

Aug. 

21 

114.4 

Sep, 

23 

114.4 

Oct. 

21 

114.8 

Nov. 

25 

113.0 

Dec. 

26 

111.9 

a  Measurement  fron  o-wner. 

Measurements  from  Orange  County  Flood  Control  Distract  except  a^ 


Dist.R.P, 

Well  Number 

to  water 

and 

surface 

R.P.  Kiev, 

Date 
1941 

Feet 

C-1121b-M-17 

Jan. 

17 

155.5 

179. 

Feb. 

27 

152,2 

Mar. 

28 

135,5 

Apr. 

24 

123,0 

May 

22 

118,3 

July 

17 

132.1 

Aug. 

19 

138.4 

Oct. 

21 

144.9 

Nov. 

25 

132.9 

Dec. 

26 

132.0 

C-1122b-N-16 

Jan. 

31 

139.3 

162.7 

Mar. 

4 

138.3 

May 

6 

121.4 

June 

9 

115,4 

July 

11 

116.8 

Aug. 

14 

119.6 

Sep. 

18 

121.2 

Oct. 

20 

122.3 

Nov. 

18 

121.8 

Dec. 

18 

122,2 

C-1123b-N-16 

Jan. 

4 

121,8 

145. 

Feb. 

8 

120,4 

Mar. 

8 

116.1 

Apr. 

12 

102.4 

May 

20 

96.7 

June 

28 

101.1 

July 

19 

103,1 

Aug. 

15 

106.0 

Sep. 

6 

105.6 

Sep, 

27 

106,4 

Oct. 

11 

106,8 

Nov. 

17 

104,9 

Dec, 

27 

104.2 

C -1126b -M-15 

Jan. 

4 

149.6 

175.3 

Jan. 

25 

149.7 

Mar. 

8 

145.4 

Apr. 

5 

138.3 

May 

3 

131.5 

June 

28 

132.8 

Aug. 

9 

142.0 

Aug. 

30 

143.6 

Sep. 

27 

135.8 

Oct. 

25 

133.1 

Nov. 

22 

131.8 

Dec. 

1 

133.3 

Dec. 

27 

129.8 

itrol  Distract 

i  exce- 

pt  as 

noted. 
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I 

Dist.R.P. 

Dist.R.P. 

Well  Number 

to  v.'ater 

Well  Number 

to  v;ater 

and 

* 

surface 

and 

surface 

R.P.  Elev. 

Date 

Feet 

R.P.  e: 

Lev. 

Date 

Feet 

1941 

1941 

C-1128a-N-16 

Jen. 

13 

123.9 

0-11406' 

-N" 

-16 

Jan. 

13 

103.8 

140.1 

Feb. 

10 

122.6 

119. 

Feb. 

10 

102.5 

Mar. 

11 

121.1 

Mar. 

11 

100.8 

Apr. 

22 

114.8 

Apr. 

22 

97.0 

May- 

20 

111.5 

I'ay 

20 

95.7 

June 

16 

111.2 

Aug, 

18 

101.0 

July 

14 

111.2 

Oct. 

14 

100.8 

Aug. 

15 

113.1 

Nov. 

17 

95.8 

Sep. 

19 

114.9 

Dec. 

16 

94.9 

Oct. 

14 

114.5 

Nov. 

17 

111.8 

C-1150b- 

-N- 

-17 

Jen. 

15 

b 

187.6 

Dec. 

16 

110.7 

206.3 

Feb. 

Mar. 

14 

7 

b 
b 

185.3 
183.1 

C-1129m-N-16 

Jan. 

9 

a 

117.9 

Apr. 

3 

b 

177.2 

136.1 

Jan. 

30 

a 

116.7 

May 

8 

b 

157.8 

Feb. 

20 

a 

115.7 

June 

19 

b 

169.4 

Apr. 

24 

a 

107.9 

July 

17 

b 

165.3 

May 

20 

a 

105.9 

Sep. 

5 

b 

170.9 

June 

5 

a 

108.1 

Oct. 

25 

b 

168.0 

Aug. 

15 

a 

111.9 

Nov, 

15 

b 

156.0 

Sep. 

18 

s 

111.7 

Dec. 

5 

b 

165.0 

Oct. 

9 

a 

112.5 

Nov. 

21 

a 

107.3 

C-1153b- 

-0- 

■15 

Jan. 

14 

74.1 

Dec. 

11 

a 

106.5 

91.9 

Feb. 

Mar, 

10 

11 

73.0 
71.3 

C-1130a-N-15 

Feb. 

10 

88.9 

Apr. 

22 

59.0 

107.3 

Mar. 

11 

87.3 

May 

20 

59.3 

Apr. 

22 

85.1 

June 

16 

73.8 

June 

16 

86,7 

Oct. 

14 

75.1 

July 

14 

87.9 

Nov. 

17 

70.9 

Aug. 

18 

89.1 

Dec. 

16 

67.8 

Sep. 

19 

89.2 

Oct. 

14 

88.9 

C-1157a. 

■N- 

■15 

Jan, 

4 

58.2 

Dec. 

16 

83.6 

84.9 

Feb. 

Mar . 

1 
8 

66.8 
65.1 

C-1131-N-17 

Jan. 

17 

137.0 

Apr. 

5 

53,4 

162.1 

Feb. 

27 

135.0 

May 

3 

61.7 

Mar. 

28 

127.7 

June 

7 

68.3 

Apr. 

24 

119.7 

July 

12 

70.0 

May 

22 

114.5 

Aug. 

23 

81.2 

June 

20 

114.6 

Sep, 

5 

71.4 

July 

17 

117.8 

Sep. 

27 

69. B 

Aug. 

21 

117.0 

Nov. 

1 

64.8 

Sep. 

23 

118.9 

Dec. 

5 

64.0 

Oct. 

21 

118.2 

Nov. 

25 

116.8 

Dec. 

26 

115.8 

a  Measurement  from  San  GaVriel  Valley 
b  Measurement  from  owner. 
Measurements  from  Orange  County  Flood 


Protective  Arsocietion. 

Control  District  erceT)t  as  noted. 
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Vifell  Number 

and 

R.P.  Elev. 


Date 


Dist.R.P. 
to  water 
surface 
Feet 


Well  Number 

and 

R.P.  Elev, 


Date 


Dist.R.P, 
to  water 
surface 
Feet 


1941 


1941 


C-1160a-0-15 

Jan. 

14 

65.9 

C-1193a- 

■0-17 

Jan. 

17 

145.6 

88,1 

Mar. 

11 

64,4 

172.5 

Feb. 

27 

143.3 

May 

20 

62,8 

Mar, 

28 

141.4 

June 

15 

68,8 

Apr. 

24 

139.0 

July 

14 

69.2 

May 

22 

135,4 

Aug, 

18 

71.7 

June 

20 

134.7 

Sep. 

19 

69.2 

July 

17 

135.3 

Oct, 

14 

59.1 

Aug. 

21 

144.0 

Nov, 

17 

62.2 

Sep. 

23 

138.8 

Dec, 

15 

50.8 

Oct, 
Nov. 

21 
25 

135.7 
131.5 

C-1162-0-16 

Jan. 

14 

74.0 

Dec. 

25 

129.7 

96,8 

Feb, 

10 

72.9 

Mar, 

11 

71.5 

G-1195b- 

■0-18 

jRn. 

2 

159.1 

Apr. 

20 

71.0 

180.8 

Feb. 

5 

155.4 

May 

20 

68,4 

Mar . 

5 

153.4 

June 

15 

70.5 

Apr, 

2 

151.2 

July 

17 

72.1 

May 

7 

147.8 

Aug, 

18 

73.2 

June 

4 

147.2 

Sep, 

19 

72.4 

July 

2 

154,8 

Oct. 

14 

72.4 

Aug. 

6 

153.5 

Dec. 

16 

38.2 

Sep. 
Oct. 

3 
1 

155.8 
155.3 

C-1158-0-15 

Jan. 

14 

57.7 

Nov. 

5 

147.3 

75.5 

Feb, 

Mar. 

6 
11 

55.7 
54.9 

Dec. 

3 

145.2 

Apr, 

22 

52.9 

G-1197-C 

1-17 

Jan. 

17 

115.0 

May 

20 

54.4 

151.5 

Feb, 

27 

114.4 

June 

16 

60.0 

Mar . 

28 

112.9 

July 

14 

52.4 

Apr. 

24 

111.2 

Aug, 

18 

53.5 

May 

22 

109.3 

Sep. 

18 

52.8 

June 

20 

106.4  ■ 

Oct. 

14 

51.2 

July 

17 

109.2 

Nov, 

17 

53.5 

Aug, 

21 

111.5 

Dec. 

16 

52,0 

Sep, 
Oct, 

23 

21 

111.6 
109,7 

C-1180-P-17 

Jan. 

15 

25.1 

Nov. 

25 

106.5 

38,3 

Mar, 
May 

5 

8 

22,8 
18.0 

Dec. 

26 

104.2 

June 

19 

19,2 

G-1198-C 

)-17 

Jan. 

16 

128.8 

July 

21 

42.4 

148.7 

Mar. 

21 

126.1 

Aug, 

25 

30.0 

July 

15 

120,1 

Sep, 

26 

27.6 

Aug, 

22 

121.4 

Oct, 

24 

24.4 

Sep. 

23 

120.5 

Nov. 
Dec. 

28 
23 

20.0 
17.2 

Oct. 

30 

118.8 

Measurements 

from  I 

Dran^e 

County  Flood 

Control  Dl£ 

strict 

'  • 
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DiFt.F.P. 

-DlEt.R.P. 

VJel,!  >Turr.be,r. 

to  vQter 

7'ell  Number 

to  water 

and... 

-    J 

surface 

and 

surface 

R.P...Eiav,v 

Date 

Feet 

R.P.  Elev. 

Date 

Feet 

•  ■  •  - 

1941 

1941 

C-1201-F- 

•15 

Jan. 

7 

31.3 

C-1217e-^-19 

Jan. 

15 

248.4 

* 

Feb. 

18 

29.6 

283.4 

Mar . 

6 

245.1 

Mar. 

21 

26.9 

May 

8 

243.2 

Apr, 

25 

25.7 

June 

19 

243.6 

June 

12 

34.4 

July 

24 

257.9 

• 

July 

10 

38.9 

Aug. 

25 

255.6 

•.. 

Aug. 

8 

'-'8  •  6 

Sep. 

25 

251.4 

, 

Cct. 

9 

35.3 

Oct. 

24 

250.0 

Nov. 

13 

26.6 

Nov. 

28 

245.7 

Dec. 

15 

25.7 

Dec. 

23 

244.2 

C-12p6b-F 

>-17 

Jan. 

15 

59.0 

C-1220r-:^-18 

Mfir. 

6 

98.7 

S5.. 

Mar . 

5 

65.5 

155.2 

Aug. 

26 

96.5 

lv:ay 

8 

56.7 

Oct. 

24 

95.2 

June 

19 

58.1 

Nov, 

28 

93.9 

July 

21 

77.3 

Deo. 

?? 

93.4 

•■ 

Nov, 

28 

56.2 

Dec. 

2? 

54.0 

C -1222-0 -18 
125. 

Jan. 

15 
6 

74.6 
74.1 

C-1207-0- 

•18 

Jan. 

15 

59.1 

May 

6 

72.5 

9.7.5 

tiar , 

5 

55.2 

June 

19 

72.0 

. 

Hay 

e 

50.3 

July 

24 

75.2 

June 

19 

59.6 

Aur. 

?6 

75.2 

July 

24 

63.5 

Ser. 

25 

75.2 

Aug. 

26 

75.6 

Oct. 

24 

72.8 

, 

Sep. 

26 

54.4 

Nov . 

28 

72.8 

Oct. 

24 

51.8 

Dec. 

23 

72.6 

, 

Nov. 

28 

58.1 

Dec. 

22 

51.2 

C-1224-C,-18 
96. 

Jan. 
Mar. 

15 
5 

57.2 
55.7 

C-1211a-I 

>-18 

Jan. 

15 

83.7 

May 

8 

54.1 

1C5.9 

L.'ar . 

71.1 

AUR. 

25 

59.5 

June 

19 

71.4 

Oct. 

24 

57.5 

Oct. 

24 

85.0 

Nov. 

28 

55.3 

Dec. 

25 

70.6 

Dec. 

23 

54.7 

C-1212-P- 

-19 

Jan. 

15 

141.9 

C-1225-;,-18 

Jan. 

15 

9.2 

224.0 

Liar. 

6 

141.4 

101. o 

M^r. 

5 

'.2 

May 

8 

139.8 

May 

8 

5.7 

June 

19 

139 » 5 

June 

19 

5.9 

July 

24 

140.3 

July 

24 

7.0 

Aug. 

26 

l''.0.8 

Aug. 

'26 

7.0 

Sep. 

26 

140.2 

Se-D. 

£5 

5.9 

Oct. 

2^. 

140.0 

Oct. 

24 

6.8 

Nov^ 

28 

139.2 

Nov, 

28 

6.8 

Dec. 

22 

138.3 

Dec 

rz 

6.9 

*  Correction  to  r.uiletins  395,  K  end  I:  BP7lnnlnp  !>rch  2i,  1938,  R.P. 

elevation  should  be  45.5. 
Measurements  from  Orange  County  Flood  Control  District. 
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Well  Niimber 

and 

R.P.  Elev. 


Date 


1941 


Dist.R.P. 
to  v?ater 
surface 
Feet 


Well  Number 

and 

R.P.  Elev. 


Date 


1941 


Dist.R.P, 
to  water 
surface 
Feet 


C-1230-P-17 

Jan.  15 

26,2 

54.2 

Mar .   5 

20.4 

May   8 

17.4 

June  19 

20.1 

July  21 

25.0 

Aug.  25 

21.5 

Sep.  25 

23.2 

Oct.  23 

25.7 

Nov.  28 

20.2 

Dec,  23 

19.3 

C-1231b-H-13 

Jan.  15 

27.0 

40.9 

Mar.   5 

23.0 

June  19 

21.2 

Aug.  25 

30.6 

Sep.  25 

28.6 

Oct.  24 

28.4 

Nov.  28 

21.9 

Dec.  23 

17.5 

C-1232-P-17 

Jan.  15 

37.0 

* 

l.:ar .   5 

33.4 

May   8 

25.5 

June  19 

26.7 

July  21 

30.4 

Aug.  25 

30.0 

Sep.  26 

29.2 

Nov.  28 

28.8 

Dec.  23 

28.3 

C-1237L-P-17 

Jan.  15 

19.9 

35.2 

Mar .   5 

15.8 

May   8 

11.7 

June  19 

14.3 

July  21 

24.3 

Aug.  25 

19.4 

Oct.  24 

17.7 

Nov.  28 

12.9 

Dec.  23 

10.8 

C-1243-Q-16 

Jan.  15 

20.2 

40.1 

Mar .   5 

15.7 

May   8 

14.8 

June  19 

15.5 

June  24 

15.5 

July  2 

15.7 

'"r.P.  elevation  75.2  to 
a  Measurement  from  W.  Vf. 
Measurements  from  Orange 


G-1243-Q.-15 

July  21 

16.0 

Cont. 

Aug.  28 

16.6 

Sep.   2 

17.2 

Oct.  24 

17.4 

Nov.  22 

17.3 

Dec.  23 

17.4 

C-1249-Q-15 

Jan.  15 

33.4 

40.2 

Mar .  5 

30.8 

May   8 

25.5 

June  19 

28.4 

June  25 

29.4 

July  21 

39,8 

Aug.  25 

38.2 

Sep.  25 

35.4 

Oct.  24 

33.0 

Nov.  28 

28.4 

Dec.  23 

26.2 

C-1250-P-15 

June  21 

22.6 

37.6 

July  12 

24.4 

July  26 

26.0 

Aug.   2 

25.5 

Aug.  30 

26.0 

Sei3.  13 

25.9 

Oct.  11 

25.6 

Nov.  15 

24.0 

Dec.  13 

23.3 

C-1255-P-15 

Jan.   5 

16.6 

28.0 

Feb.  18 

14.9 

Mar.  21 

11.9 

Apr.  25 

10.5 

May  15 

10.8 

June  12 

12.1 

July  10 

15.5 

Aug.   8 

19.7 

Sep.  16 

21.5 

Oct.   9 

20.2 

Nov.  13 

12.8 

Dec.  15 

11.0 

G-1255a-P-15 

Jan.  20  a 

15.8 

23.9 

Feb.  17  a 

15.8 

Mar.  13  a 

11.4 

Apr.  17  a 

10.6 

arch  5.  1941. 

then  75.7. 

Roy. 

County  Flood  Control  District 


except  as  noted. 
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Well  Number 

and 

R.P.  Elev. 


Date 


Dist.R.P. 
to  water 
surface 
Feet 


Veil  Number 

and 

R.P.  Elev. 


Date 


Dist.R.P. 
to  v;ater 
surface 
Feet 


1941 


1941 


C-1256a-P-15 

May 

15 

a 

10.4 

C-1263-Q- 

-14 

Aug. 

5 

5.1 

Cent. 

June 

21 

a 

17.4 

GOQt. 

Set), 

3 

5.4 

July 

15 

a 

14.8 

Oct. 

1 

5.7 

Aue. 

20 

a 

23.0 

Nov. 

*7 

5.8 

Sep. 

19 

a 

19.0 

Dec. 

3 

5.8 

Oct. 

15 

a 

15.4 

Nov. 

22 

a 

12.2 

C-12538-C 

i-14 

Jan, 

2 

5.0 

Dec. 

26 

a 

16.8 

o.e 

Feb. 
Apr. 

5 
17 

7.4 

2.0 

C-l£57-;i-15 

Jan. 

6 

7.4 

J!ay 

8 

2.6 

12.7 

Feb. 

18 

6.1 

June 

4 

5.5 

Mar. 

21 

3.9 

July 

2 

7.5 

Apr. 

25 

2.5 

k\\3. 

5 

9.0 

May 

15 

4.4 

Sep. 

3 

9.2 

June 

12 

5.7 

Oct. 

1 

8.1 

July 

10 

10,8 

Nov, 

5 

4.9 

Auf. 

8 

13.2 

Dec. 

3 

4.2 

Sep. 

16 

10.2 

' 

Oct. 

9 

9.0 

C-1264-qi- 

-14 

Jan. 

6 

6.5 

Nov, 

1? 

4.5 

3.8 

Feb. 

18 

4.0 

Dec. 

15 

2.7 

Mar. 
Apr. 

21 
25 

2.4 
2.9 

C-1261-^-14 

Jan. 

5 

4.8 

May 

15 

3.5 

7i5 

Feb. 

18 

4.0 

June 

12 

6.0 

Mar. 

21 

3.0 

Aug. 

8 

9.7 

Apr. 

25 

2.9 

Sep, 

16 

7.9 

May 

15 

3.2 

Oct. 

9 

7.4 

June 

12 

4.3 

Nov. 

13 

4.4 

July 

6 

5.3 

Dec. 

15 

3.5 

Aug. 

22 

6.3 

Sep. 

16 

7.5 

C-1255-(i- 

-15 

Jan. 

6 

8.0 

Oct. 

9 

b.3 

5.6 

Feb. 

18 

6.4 

Nov. 

13 

4.1 

Mar. 

21 

4.4 

Dec. 

15 

3.5 

Adp. 
May 

25 
15 

5.7 
6.4 

C-1263-q-14 

Jan. 

2 

5.0 

June 

12 

9.5 

4.9 

Feb. 

5 

4.2 

July 

10 

12.4 

Feb. 

26 

1.9 

Aug. 

22 

14.2 

Apr. 

17 

0.8 

Sep. 

16 

11.0 

May 

6 

1.1 

Oct. 

9 

10.7 

June 

4 

3.2 

Nov. 

13  b 

July 

2 

4.5 

a  Measurement  from  V..  V.'.  Hoy. 

b  Casinff  seeled. 

Measurements  from  Orange  County  Flood 


Control  District  except  as  noted. 
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SOUTH  COii^TAL  BASIN  II'I^rESTiaATION 

Records  of  Ground  Weter  Levels  at  V.'ells 

in  District   "D" 


S3 


Well  Number 

and 

R.p.  Elev. 


Date 


Dist.R.P. 
to  water 
surface 
Feet 


Well  Niinber 

and 

R.P.  Elev. 


Date 


Dist.R.P. 
to  water 
surface 
Feet 


1941 


1938 


D-705-F-20 

Jan. 

2£ 

156.0 

1831,7 

Feb. 

5 

154.3 

Mar. 

11 

150.4 

Apr. 

2 

143.6 

May- 

1 

99.1 

June 

4 

74.0 

July 

2 

77.7 

Aug. 

13 

85.9 

Sep, 

10 

104,2 

Sep. 

24 

102.8 

Oct. 

29 

111.9 

Not. 

12 

108.9 

Dec. 

11 

113.1 

D-705g-F-20 

Jan. 

5 

173.0 

1840. 

Feb. 

3 

158.8 

Mar. 

T 
o 

155.7 

Apr. 

7 

155.9 

May- 

5 

101.8 

June 

2 

80.8 

July 

7 

87.6 

Aug. 

4 

96.2 

Sep, 

2 

106.0 

Oct. 

7 

ISO.O 

Nov. 

3 

122.8 

Dec. 

1 

124.8 

D-707-F-21 

Jan. 

22 

325.5 

1838. 0 

Feb. 

5 

327.5 

Mar , 

11 

325.2 

Apr. 

2 

318.3 

May- 

1 

279,0 

June 

4 

257.3 

July 

2 

246.2 

Aug. 

13 

244.4 

Sep, 

10 

248.6 

Oct. 

2 

254.1 

Nov, 

12 

258.3 

Dec, 

11 

250.1 

D-711b-F-20   Oct.  29  a  258,9 
1692. 

1938 


D-711d-F-20 
'  1574.4 


Apr.  29 
May  17 


b 
b 


131.0 
120,0 


D-711d-F-20 

June  17 

b 

115.0 

Cont. 

July  20 

b 

125.0 

Aug.  14 

b 

135.5 

Sep.  21 

b 

151.0 

Oct.  20 

b 

150.0 

Nov.  21 

b 

171.5 

Dec.  15 

b 

172.0 

D-713b-G-20 
1545. 


D-715-Ct-21 
1215, 


1939 


Jan, 

14 

b 

172.3 

Feb. 

21 

b 

175.5 

Mar, 

21 

b 

175.5 

Apr. 

21 

b 

178.3 

May 

21 

b 

186.5 

June 

21 

b 

196.3 

1941 

Apr.  7 
May  7 
June  7 
Oct.  21 
Nov.  6 
Dec.  14 

Jan.  5 
Feb.  2 
Mar.  2 
Apr.  14 
4 
1 
6 
3 
7 
5 
2 
7 


b 
b 
b 
b 
b 
b 


May 

June 

July 

Aug. 

Sep. 

Oct. 

Nov. 

Dec. 

Jan. 

Feb. 

Mar . 

Apr. 

May 

June 

July 


3 
7 
5 

2 
7 


220. 

139. 

100. 

155.0 

144.0 

153.0 

284.7 
285.9 
285.4 
287.4 
287.5 
285.7 
256,7 
244,0 
215.5 
212.8 
214.7 
219.5 

501.5 
501.5 
501.5 
501.5 
501.5 
501.5 
501.6 


a  Measurement  from  Sen  Bernardino  County  Flood  Control  District, 
b  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  oviner  except  as  noted. 
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Dist.R.P. 

Dist.R.P. 

Well  Number 

to  water 

V.'ell  ^^^mbe^ 

to  water 

and 

surface 

and 

surface 

R.P.  Elev. 

Date 
1941 

Feet 

R.P.  Flev. 

Date 
1941 

Feet 

D-716-G-21 

Aug. 

4 

501.6 

D-725a-G-21 

Apr. 

2 

400.1 

Cont. 

Sep. 

2 

501.6 

Cont. 

May 

1 

399.6 

Oct. 

13 

485. 6 

June 

4 

398.3 

Nov. 

3 

486.6 

July 

2 

398.7 

Dec. 

1 

485.6 

Aug. 

Sep. 

13 

10 

400.6 

401.5 

D-7iea-G-20 

Jan. 

5 

485.3 

Oct. 

2 

401.0 

1215. 

Feb. 

2 

483.5 

Nov. 

12 

400.6 

liar. 

2 

484.2 

Dec. 

11 

400.1 

Apr. 

14 

482.6 

May 

4 

482.3 

D_727-H-21 

Jan, 

22 

358.8 

June 

1 

482.5 

1093. 

Feb. 

5 

368.1 

July 

5 

485.3 

Mar. 

11 

367.5 

Aug. 

3 

485.8 

Apr. 

2 

367.0 

Sep. 

7 

485.8 

I'ay 

1 

365.1 

■ 

Oct. 

5 

490.0 

llay 

15 

365.6 

Nov. 

2 

488.8 

June 

4 

366.0 

Dec. 

7 

486.5 

July 
Aup;. 

2 
13 

357.3 
369.0 

1939 

Sep. 

10 

370.3 

Oct. 

2 

372.0 

D-721b-G-20 

Jan. 

10 

a 

338.2 

Nov. 

12 

370.1 

,  1049.4 

Jan. 
Feb. 

17 
15 

a 
a 

338.1 
335.2 

Dec. 

11 

369.7 

Mar. 

6 

a 

353.9 

D-728-H-20 

Oct. 

28 

b 

341.9 

Apr, 

4 

a 

351.7 

1032. 

Dec. 

1 

b 

319.8 

July 

25 

a 

338.5 

Oct. 

10 

a 

339.6 

D-733-H-20 
940.5 

Oct. 

28 

b 

231,6 

1940 

D-734b-H-20 

Oct. 

29 

b 

265,0 

Apr. 

23 

a 

328.9 

97E.9 

Nov. 

22 

a 

337.2 

D-735-H-21 

Nov. 

3 

b 

225.0 

1941 

922.0 

May 

23 

a 

329.5 

D-740-H-20 

Nov. 

3 

b 

163.1 

Nov. 

10 

a 

335.5 

844. 

1938 

D-723-G-20 

Dec. 

1 

b 

391.0 

1115.2 

D-740a-H-20 
881. 

Apr. 

10 

b 

180.8 

D-725a-G-21 

Jan, 

22 

400.6 

1939 

1128.4 

Feb. 

5 

400.1 

Mar, 

-il 

399.6 

T!ar. 

31 

cd 

a  Measurement  from  Los  Anpeles  County  Flood  Control  District, 
b  Measurement  from  San  Bernardino  County  Flood  Control  District, 
c  Can't  measure  on  account  of  oil. 

d  Measurement  from  Chino  Basin  Protective  Association. 
Meneurements  from  owner  except  as  noted. 
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Dist.R.P. 

D: 

ist.R.P. 

Well  Nvunber 

to  water 

v'ell  Number 

to  water 

and 

1 

surface 

and 

surface 

R.P.  Elev. 

Da 

te 

Feet 

R.P.   Flev. 

Date 

Feet 

1941 

1938 

D-740a-H-20 

Oct. 

24 

a 

199.0 

D-745-I-20 

Av)T.    10 

b 

124.9 

Cont. 

Nov. 

rt^ 

a 

180.0 

818. 

Nov. 

f7^ 

a 

186.0 

1939 

1938 

Apr.      5 

b 

132.0 

D-743h-I-19 

AX)T. 

10 

b 

74.8 

1941 

771. 

19. 

40 

Nov .      4 

a 

125.0 

Feb. 

4 

b 

70.6 

D-747a-I-21 
790. 

Nov.    17 

a 

116.4 

1941 

D-750a-I-21 

Jan.    20 

be 

68.3 

Jan. 

20 

b 

72.0 

743.5 

Nov.    12 

a 

55.1 

Nov. 

4 

a 

72.2 

D-751-I-20 

Nov.      4 

a 

81.7 

1940 

765. 

D-745Z-I-19 

Jan, 

24 

49.9 

D-752-I-20 

Nov.    12 

a 

35.5 

746. 

Feb. 
liar . 

20 
20 

47.5 
47.7 

712.5 

Apr. 

3 

46.4 

D-753a-I-20 

Nov .      4 

a 

54.7 

V.ay 

22 

55.9 

741. 

June 

26 

72.8 

July 

17 

77.3 

D-75?b-I-20 

Nov.    12 

a 

25.2 

Aug. 

6 

68.5 

595. 

Sep. 

24 

62.4 

Oct. 

16 

60.3 

D-754a-I-19 

Nov,    10 

a 

34,9 

Oct. 

30 

55.9 

727.8 

Dec. 

10 

53.8 

D-757a-I-19 

Nov.    13 

a 

37.3 

1941 

659.4 

Jan. 

14 

49.8 

D-759b-I-20 

Nov,    13 

a 

9.8 

Feb. 

25 

47.9 

658.1 

Mar, 

18 

45.5 

Apr. 

29 

44.7 

D-752a-I-21 

Nov.    13 

a 

41.8 

May 

23 

50.5 

692.5 

June 

17 

57.5 

July 

23 

74 . 5 

D-763-J-21 

Nov.    13 

a 

19.8 

Aug. 

6 

70.9 

653. 

Sep. 

10 

60.1 

Oct. 

15 

54.4 

D-764-J-21 

Nov.    14 

a 

7.8 

Nov. 

3 

50.0 

631.8 

Dec. 

2? 

47.1 

a  Measurement  froK  San  Eernardino  County  Flood  Control  District, 
b  Measurement  from  Chino  Basin  Protective  Association. 
c  Correction  to  Bulletin  39-1. 

Measurements  from  Los  Angeles  County  Flood  Control  District  except  as 
noted. 
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Well  Number 

and 

R.P.  Elev. 


Date 


1941 


Dlst.R.P. 
to  water 
surface 

Feet 


'"ell  Number 
and 
R.P,  Flev.     Date 

1941 


Dlst.R.P. 
to  water 
surface 
Fe<?t 


D-765-J-20 

Jan. 

2  a 

10.8 

D-7P3-K-21 

Nov. 

17 

23,8 

603.7 

Jan. 
Feb. 

21  a 
2  a 

11.2 
9.2 

540,3 

Nov. 

14 

10.5 

D-784-K-21 
509,2 

Nov, 

14 

16.7 

D-771e-J-E0 

Jan. 

22  a 

3.2 

* 

Nov, 

14 

4,3 

D-784d-K-21 

Jan, 

22 

1.0 

**502.1 

Nov, 

14 

0.6 

D-772-J-20 

Nov. 

14 

3.5 

570.5 

D-788-K-21 
479.3 

Nov, 

14 

5.2 

D-773-J-21 

Nov. 

13 

4.5 

587  ;o 

D-801-K-21 
564,2 

Nov, 

17 

18.5 

D-775-J-21 

Nov. 

17 

7.9 

571.0 

D-811a-K-22 
592.7 

Nov, 

17 

60.1 

D-776C-J-20 

Nov. 

17 

5.7 

555.5 

D-812-K-22 
*** 

Nov, 

17 

31,9 

D-776e-J-21 

Nov. 

17 

5,8 

573.7 

D-813-K-22 

Nov, 

17 

7.4 

D-777-J-20 

Nov. 

14 

6.2 

X 

550. B 

D-902a-I-21 
751.5 

Nov. 

12 

90,8 

D-777a-J-20 

Nov. 

14 

5.2 

535.9 

D-904b-J-21 
656.6 

Nov. 

13 

29,6 

D-780-K-20 

Nov. 

14 

14.4 

523,1 

D-905-J-21 
631.4 

Nov. 

13 

14,2 

D-780b-K-20 

Nov. 

14 

13.7 

536.5 

D-905a-J-21 
624. 

Nov, 

13 

13,6 

D-781a-K-21 

Nov. 

14 

4.2 

**510,3 

D-906b-J-21 
594.6 

Nov. 

18 

4.5 

*  R.P.  elevation  583.7  to  and  including  January  22,  1941;  then  583.8, 

from  levels  by  San  Bernardino  County  Flood  Control  District. 
**  New  elevation;  R.P.  changed,  from  levels  by  San  Bernardino  County  Flood 

Control  District. 
***  Correction  to  Bulletin  39-1:  R.P.  elevation  should  be  564.9,  then 

562.8  beginning  November  17,  1941,  from  levels  by  San  Bernardino  County 
Flood  Control  Dirtrict. 
X  Correction  to  Bulletin  No.  39-D  and  following  bulletins:  R.P.  elevation 

should  be  547.4. 
a  Measurement  from  Chino  Basin  Protective  Associ.'itlon. 
Measurements  from  San  Bernardino  County  Flood  Control  District  except  as 
noted. 
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V\fell  Niimber 

and 

R.P.   Elev. 


D-906g-J-21 
573. 

D-906i-J-21 
565.1 

D-907a-J-22 
606.5 

D-908a-J-2S 
626.0 

D-909-J-22 
659.5 

D-910-I-22 
725.3 

D-913-I-22 
*828.6 

D-913b-I-22 
801.8 

D-914-I-22 
779.1 

D-915-I-22 
718.3 

D-918b-J-22 
612.1 

D-918d-J-22 
599.8 

D-919C-J-22 
627.9 

D-920-J-22 
554.7 

D-921a-J-22 
553.4 


Date 
1941 
Nov.    17 

Nov.    17 

Nov.   18 


Nov.    18 


Nov.    18 
Nov.    19 


Dist.R.P. 
to  water 
surface 
Feet 


9.0 


4.5 


7.2 


Nov.    18  15.0 


28.8 


Nov,    13  71.9 


Nov.   12  150.: 


Nov.    12  130.2 


Nov.   12  123.0 


Nov.    12  68.1 


Nov.    18  10.8 


Nov.    18  28.0 


Nov.    18  42.2 


29.2 


27.2 


VJell  Number 

and 

R.P.  Elev. 


D-922-I-22 
725.6 

D-922C-I-22 
712.4 

D-923-I-22 
*753.1 

D-928-I-23 
703.0 

D-92ea-J-23 
581.5 

D-929-J-23 
546.6 

D-929a-J"-23 

*"51.4 

D-934-I-23 
715.2 

D- 935-1 -23 
785.3 

D -9 36a -I -23 
845.4 

D-940b-J-23 
701.5 

D-958-J-25 
719.4 

D -96 9- J -25 
759.1 

■D-975C-I-25 
817.5 


Date 
1941 
Nov.  21 


Dist.R.P. 
to  water 
surface 
Feet 


80.1 


Nov.  21      52.1 


Nov.  21      93.4 


Nov.  19      55,0 


Nov.  19      39.1 


Nov.  18      43.4 


Nov.  18      46.2 


Nov.  19      59.4 


Nov.  21     110.5 


Nov.  21     137.0 


Nov.  19      53.9 


Nov.  25       8.1 


Nov.  26      22.0 


Mar .15  a 

May  17  a 

July  ].4  a 

Sep. -20  a 

Nov.  14  a 


44.5 
44.2 
44.8 
45.7 
45.0 


*  New  elevation;  R.P.  chanced. 
a  Ivleasurement  fror;  Riverside  Cement  Conpany. 

Measurements  from  San  Bernardino  County  Floot^i  Control  District  excert  as 
noted. 
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V/ell  Number 

and 

R.P.  Elev. 


Date 


Dist.R.F. 
to  water 
surface 
Teet 


V^ell  Number 

and 

R.P.  Elev. 


Date 


Dist.R.P. 
to  water 
surface 

Feet 


1941 


1941 


D-975d-I-25 

Mar. 

15 

12.8 

770.7 

May 

17 

14.1 

July 

14 

14.1 

Sep. 

20 

13.9 

Nov. 

14 

13.6 

D-976a-J-25 

Jan. 

18 

3.9 

750.8 

Feb. 

17 

3.0 

Mar. 

15 

2,2 

Apr. 

14 

3.0 

May 

17 

3.7 

June 

17 

4.2 

July 

14 

4.6 

Aug. 

23 

4.8 

Sep. 

20 

4.7 

Oct. 

15 

4.6 

Nov. 

14  a 

5.2 

Dec. 

14 

4.0 

D-983C-I-26 

Jan, 

18 

57.9 

851.0 

Feb. 

17 

57.5 

Mar. 

15 

56.7 

Apr. 

14 

55.9 

May 

17 

55.7 

June 

17 

55.5 

July 

14 

55.9 

Aug. 

23 

55.4 

Sep. 

20 

55.7 

Oct. 

15 

56.7 

Nov. 

14 

57.1 

Dec. 

14 

57.1 

D-984-I-25 

Jan. 

18 

92.2 

930.9 

Feb. 

17 

91.7 

Mar. 

15 

91.8 

Apr. 

14 

90.9 

May 

17 

90.8 

June 

17 

91.6 

Aug. 

23 

91.5 

Sep. 

20 

91.5 

Oct. 

15 

91.6 

Nov. 

14 

91.0 

Dec. 

14 

90.9 

D-9e6-I-26 

Jan. 

18 

58.9 

* 

Feb. 

17 

57.7 

Mar. 

15 

57.1 

Apr. 

14 

56.9 

May 

17 

57.2 

July 

14 

58.8 

Aug, 

23 

60.2 

Sep. 

20 

60.5 

Oct. 

15 

60.6 

Nov. 

14 

59.2 

Dec. 

14 

58.2 

D-1001b-f}-21 

Feb. 

b 

117.0 

1420.3 

Mar. 

b 

106.0 

Apr. 

b 

97.0 

May 

b 

87.0 

June 

11 

b 

90.0 

July 

8 

b 

98.0 

Aug. 

8 

b 

100.5 

Oct. 

13 

b 

110.5 

Dec. 

4 

b 

75.0 

D-lOOlR-rr-21 

Jan. 

2 

b 

76.0 

1350.6 

Feb. 

1 

b 

70.0 

Mar, 

1 

be 

63.0 

Apr. 

1 

be 

52.0 

May 

3 

b 

62.0 

June 

11 

be 

62.0 

July 

8 

b 

52.0 

Aug. 

8 

be 

62.0 

Sep. 

6 

bo 

62.0 

Oct, 

13 

be 

52.0 

D-lOOli-G-21 

Jan. 

2 

b 

100.0 

1395.1 

Feb. 

1 

b 

93.0 

Mar. 

1 

be 

82.0 

Apr. 

1 

b 

74.0 

May 

3 

b 

63.5 

June 

11 

be 

69.0 

July 

8 

b 

78.0 

Aug. 

8 

be 

85.0 

Sep. 

6 

be 

89.0 

Oct. 

13 

be 

95.0 

Dec. 

4 

b 

52.5 

*  R.P.  elevation  875.5  to  and  including  July  1'=,  1941,  then  875.8. 

a  Recently  puTiped. 

b  Measurement  from  owner. 

c  Tunnel  flowing. 

Measurements  from  Riverside  Cement  Company  except  cs  noted. 
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Dist.R.P 

Well  Number 

to  water 

and 

surface 

R.P.  Elev. 

Date 
1939 

Feet 

D-1002-G-21 

Jan.  11 

a  202.9 

1259.0 

Mar.  28 

b  197.8 

Apr.  19 

b  196. P 

May  17 

b  195.0 

1940 


July 

10 

b 

155.4 

Aug. 

14 

b 

163.8 

Sep. 

18 

b 

161.2 

Oct. 

15 

b 

159.7 

Nov. 

20 

b 

158.1 

Dec. 

11 

b 

156.9 

1941 


Jan. 

22 

b 

155.5 

Feb. 

5 

b 

155.9 

Mar . 

11 

b 

154.4 

Apr. 

2 

b 

153,1 

May 

1 

b 

151.1 

June 

4 

b 

148.8 

July 

2 

b 

145.3 

Aug. 

13 

b 

145.0 

Sep. 

10 

b 

157.1 

Oct. 

2 

b 

132.0 

Nov. 

12 

b 

119.6 

Dec. 

11 

b 

112.7 

D-1005a-H-21  Nov.  25  c  191.9 
906.2 

D-1007b-H-22  Oct.  28  c  148.9 
870.8 

D-1014-G-22   Oct.  31   c   422.6 
1203.6 


D-1022-G-22 
*1078.3 

D-1024-G-22 
1331.3 


Dec.   1  c  330,4 


Oct.  31   c   500, 


Dist.R.P. 

Well  Number 

to  water 

and 

c 

mrface 

R.P.  Elev. 

Date 
1941 

Feet 

D-1029-H-23 

Nov. 

25 

c 

225.5 

974.5 

D-1030-H-23 

Nov. 

25 

c 

159.2 

852.5 

D-1031-H-23 

Nov. 

25 

c 

157.0 

902.0 

Nov. 

25 

c 

165.5 

D-1033-H-23 

Nov . 

25 

c 

284.1 

1049. 

D-1037-a-23 

Oct. 

30 

c 

415.2 

1194.5 

D-1043-K-24 

Nov. 

25 

c 

124.8 

882.9 

D -1043b -H-24 

Nov. 

25 

c 

170.4 

937.0 

D-1044-E-24 

Mar. 

25 

188.9 

959.0 

June 

9 

188.9 

Sep. 

T 

K^ 

189.3 

Dec. 

8 

188.9 

D-1050-G-24 

Jan. 

13 

371.9 

1165.7 

Mar . 

25 

371.9 

June 

9 

373.1 

Sep. 

372.1 

Dec. 

8 

372.1 

D-1050a-G-24 

Jan. 

13 

450.5 

1245.1 

Mar. 

25 

450.5 

June 

9 

449.9 

Set). 

3 

450.5 

Dec. 

8 

449.9 

D-1052-H-24 

Jan. 

13 

294 . 7 

1085.5 

Mar. 

25 

295.5 

June 

9 

295.5 

Sep. 

295.6 

Dec. 

8 

295,3 

*  New  elevation;  R.P,  chanerd. 

a  Measurerr.ent  from  Division  of  VJater  Resources 

b  Measurement  from  owner. 

c  Measurement  frori  San  Bernardino  County  "^lood  Control  District, 

Measurements  from  Fontana  Union  '.'■■ater  Company  except  as  noted. 
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Dist.R.P. 

Well  Number 

to  water 

and 

surface 

R.P.  Elev. 

Date 
1941 

Feet 

D-1053-H-24 

Jan. 

13 

239.6 

1025.5 

Mar. 

25 

239.1 

June 

9 

239.1 

Sep. 

3 

239.1 

Dec. 

8 

238.7 

D-1054C-K-24 

Nov. 

25 

a  172.7 

961.8 

D-1055-H-24 

Jan. 

13 

188.2 

979.9 

Mar. 

25 

188.2 

June 

9 

188.2 

Sep. 

3 

187.8 

Nov. 

21 

a  186.1 

Dec. 

8 

187.6 

D-1059-G-24 

Jan. 

13 

410.3 

1210.5 

Mar. 

25 

410.3 

June 

9 

410.9 

Sep. 

3 

410.3 

Dec. 

8 

409.9 

D-1061-G-25 

Jan. 

27 

574*9 

1397.2 

Feb. 

14 

574.9 

Mar. 

18 

574.9 

Apr. 

15 

574.5 

May 

15 

574.3 

June 

10 

576,6 

July 

15 

574.9 

Aug. 

15 

574.7 

Sep. 

15 

574.3 

Oct. 

15 

574.3 

Nov. 

13 

574.7 

Dec. 

12 

574.7' 

D-1062-G-25 

Jan. 

13 

436.0 

1248.8 

Mar. 

25 

435.5 

June 

9 

436.0 

Sep. 

3 

436.0 

Dec. 

8 

435.7 

D-1062a-G-25 

Jan. 

13 

430.5 

1236.4 

Mar . 

25 

430.5 

June 

10 

431.1 

Sep. 

3 

431.1 

Dec, 

8 

430.5 

V.'ell  Number 

and 

R.P.  Elev, 


D-1054-H-25 
1110.3 


D-1064a-H-25 
1156.9 


D-1064b-H-25 
1142.5 


D-1065-H-25 
1050.0 


D-1056-H-25 
1024.5 

D-1068-H-25 
1082. 4 


D-1072-G-25 
1406.7 


Date 
1941 


Jan. 
Mar . 
June 
Sep. 
Dec. 


13 
25 

9 

3 
8 


Jan.  13 
Mar.  25 
June  9 
Sep.  3 
Dec.  8 

Jan.  13 
Mar,  25 
June  9 
Sep.  3 
Dec.  8 

Jan.  13 
Mar.  25 
June  9 
Sep.  3 
Dec.  8 


Dist.R.P. 
to  water 
surface 

Fef>t 


303.7 
303.1 
303.1 
303.1 
303.1 

352.3 
351.7 
351.7 
351.7 
351.1 

341.8 
341.8 
341.8 
341.8 
341.3 

248.2 
248.2 
248.0 
248.1 
247.9 


Nov.  21  a  219.4 


Feb. 

Mar. 

May 

July 

Aug. 

Sep. 

Oct. 

Nov.  11 

Dec,  31 


b 
b 
b 
b 
b 
b 
b 
b 
b 


Feb.  14 
Mar.  18 
Apr.  15 
Kay  15 
June  16 
July  15 
Auff.  15 
Sep.  15 
Oct.  15 
Nov.  13 
Dec.  12 


255. 

251.7 

251.5 

251.5 

250.9 

254.5 

251.6 

251.4 

251.3 

253.4 
251.6 
250.3 
249.0 
247.9 
246.9 
245.9 
244.9 
244.3 
243.5 
242.7 


a  Measurement  from  San  Bernardino  County  Flood  Control  District, 

b  iileasureraent  from  owner. 

Measurements  from  Fontana  Union  Water  Company  except  as  noted. 
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Dist.R.P 

Well  Number 

to  water 

and 

surface 

R.P,  Elev. 

Date 
1941 

Feet 

D-1072a-G-25 

Feb. 

14 

253.5 

1409.6 

Mar. 

18 

251.2 

Apr. 

15 

250.5 

May 

15 

248.8 

June 

16 

245.9 

Jul3'- 

15 

246.6 

Aug. 

15 

246.0 

Sep, 

15 

244.8 

Oct. 

15 

243.7 

Nov. 

13 

243.2 

Dec. 

12 

243.7 

D-1075-G-25 

Jan. 

13 

335.0 

1180.8 

Mar. 

25 

335.0 

June 

9 

334.6 

Sep. 

3 

334.3 

Dec. 

8 

333.9 

D-1075a-G-25 

Jan. 

13 

386 . 1 

1228.4 

Mar . 

25 

385.1 

June 

9 

386.1 

Sep. 

3 

385.6 

Dec. 

8 

385.2 

D-1081-H-26 

Jan. 

18 

a 

253.4 

1105.7 

Feb. 

17 

a 

253.2 

Mar. 

15 

a 

253.0 

AiDr, 

14 

a 

252.9 

May 

17 

a 

252.6 

June 

17 

a 

252.5 

Aug. 

23 

a 

252.8 

Sep. 

20 

a 

252.7 

Oct. 

15 

a 

252.7 

Nov. 

14 

a 

252.6 

Dec. 

14 

a 

252.4 

D-1084-G-26 

Jan, 

13 

316.5 

1352.1 

Mar. 

25 

315.6 

D-1085a-G-26 

Jan. 

13 

319.1 

1346.5 

Mar, 

25 

317.1 

June 

9 

316.1 

Sep. 

3 

316.1 

Dec. 

8 

314.1 

Dist.R.P 

y/ell  Number 

to  water 

and 

surface 

R.P.  Elev. 

Date 
1941 

Feet 

D-1088-H-25 

Jan. 

2 

b 

182,0 

1037.6 

Feb, 

1 

b 

181.1 

Mar. 

1 

b 

179.7 

May 

1 

b 

179.0 

July 

1 

b 

200.0 

Sep. 

6 

b 

201.1 

Oct. 

2 

b 

182.0 

Nov. 

11 

b 

180.0 

Dec. 

31 

b 

178.3 

D-1091-H-25 

Apr. 

14 

a 

13.2 

869.2 

June 

17 

a 

13.8 

July 

14 

a 

15,8 

Aug. 

23 

a 

17.5 

Oct. 

15 

a 

18,4 

*D-1095-G-26 

D-1105-F-21 

Jan. 

22 

b 

E53.1 

1584.4 

Feb. 

26 

b 

340.5 

Mar. 

11 

b 

337.4 

May 

1 

b 

311.5 

May 

28 

b 

304.1 

June 

4 

b 

305.5 

D-1105e-F-21 

Oct. 

29 

c 

365,5 

1635. 

D-1105-F-21 

■Jan. 

22 

b 

170,3 

1469.4 

Feb. 

5 

b 

166.8 

Mar. 

11 

b 

159.0 

Apr. 

2 

b 

150.9 

May 

1 

b 

142.3 

May 

28 

b 

135.9 

June 

4 

b 

138.9 

July 

2 

b 

140.5 

Aug. 

13 

b 

143,5 

Sep. 

10 

b 

139.8 

Oct. 

2 

b 

139.5 

Nov. 

12 

b 

130.2 

Dec. 

11 

b 

123.1 

IT 


*  Measurements  published  in  Bulletins  39-H  anc^  39-1  do  not  belon?  to  this 

well, 
a  Measurement  from  Riverside  Cement  Company, 
b  Measurement  from  owner. 

c  Measurement  from  San  Bernardino  County  Flood  Control 
Measurements  from  Fontana  Union  Water  Company  except  as 


District, 
is  noted. 


Well.  Number 

and 

R.Pi  Elev. 


Date 


Dlst.R.P. 
to  water 
surface 
Feet 


Well  Number 

and 

R.P.  Elev. 


Date 


Dlst.R.P. 
to  water 
surface 

Feet 


1940 


1941 


D-1107L-F-22  May  10  ab  250.0 
1521.1 

1941 

Jan.  15  ab  250.8 

Oct.  30  b  235.4 

D-1108-F-22   Oct.  30  b   291.7 
1B94. 


D-1116a-F-22 

Nov. 

30  b  257.1 

1900. 

D-1161-E-25 

Feb. 

14 

63.4 

2242.2 

Mar. 

18 

36.8 

Apr. 

15 

37.9 

May 

15 

50.1 

June 

16 

70.9 

Aug. 

15 

67.5 

Sep. 

15 

72.1 

Oct. 

15 

75.5 

■  . 

Nov. 

13 

77.5 

Dec. 

12 

78.2 

D-1162a-E-25 

Feb. 

14 

89.5 

2065.3 

Mar. 

18 

45.8 

. 

Apr. 

17 

44.5 

May 

15 

50.5 

June 

16 

71.9 

July 

15 

72.2 

Aug. 

15 

74.9 

Sep. 

15 

85.3 

Oct, 

15 

92.9 

Nov. 

13 

98.2 

Dec. 

12 

100.8 

D-1164-E-25 

Jan. 

13 

152.5 

1805. 

Mar. 

25 

154.8 

June 

9 

107.6 

Sep. 

3 

130.0 

Dec. 

8 

149.1 

D-1165-F-25 

Jan. 

13 

332.9 

1620. 

Mar. 

25 

334.8 

June 

9 

337.0 

Sep. 

3 

339.5 

Dec. 

8 

316.5 

D-1170b-E-25 

Jan, 

27 

56.7 

1852.9 

Feb. 

14 

55.5 

Mar, 

18 

40.0 

Apr. 

15 

33.1 

May 

15 

34.6 

June 

16 

38.6 

July 

15 

42.6 

Aug. 

15 

43.0 

Sep. 

15 

43.9 

Oct. 

15 

45.3 

Nov, 

13 

46.3 

Dec. 

12 

47.4 

D-1181-F-26 

Feb. 

14 

152.9 

1591.1 

Mar. 

18 

135.7 

Apr. 

15 

100.6 

May 

15 

62.3 

June 

15 

59.9 

July 

15 

66.2 

Aug. 

15 

70.1 

Sep. 

15 

74.3 

Oct. 

15 

76.7 

Nov. 

13 

71.3 

Dec. 

12 

76.1 

D-1181C-F-26 

Jan, 

24 

0.7 

1571.8 

Feb. 

14 

0.5 

Mar. 

18 

0.5 

Apr. 

15 

0.5 

May 

15 

0.5 

June 

15 

0.5 

July 

15 

0.6 

Aug. 

15 

0.8 

Sep. 

15 

0.5 

Oct. 

15 

0.6 

Nov. 

13 

0.5 

Dec. 

12 

0.5 

D-1182b-E-26 

Jan. 

25 

200.8 

1598.9 

Feb. 

14 

200.4 

Mar. 

18 

193.9 

Apr. 

15 

177.8 

May 

15 

152.1 

June 

16 

144.8 

July 

15 

133.0 

Amp. 

15 

127.2 

Sep. 

15 

124.9 

a  Idle  one  hour;  owner 
b  Measurement  from  San 
Measurements  from  Fonta 


measurement. 

Bernardino  County  Flood  Control  District. 

na  Union  Water  Company  except  as  noted. 
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Well  Number 

and 

R.P.  Elev. 


Date 


Dist.R.F. 
to  water 
surfece 
Feet 


Well  Number 

and 

R.P.  Kiev. 


Date 


Dist.R.P. 
to  water 
surfece 
Feet 


1941 


1941 


D-1182b-E-25 

Oct. 

15 

124.1 

D-1188a-F-26 

Sep. 

15 

12.4 

Cent. 

Nov, 

13 

123.2 

Cont. 

Oct. 

15 

12.8 

Dec. 

12 

122.0 

Nov. 
Dec. 

13 
12 

7.2 
6.1 

D-1182C-E-26 

Feb. 

14 

158.4 

1550.5 

Mar . 

19 

145.4 

D-118eh-F-26 

Jan. 

29 

a 

70.8 

Apr. 

15 

131.3 

1495.4 

Mar . 

6 

a 

69.2 

May 

15 

114.6 

Apr. 

15 

a 

69.3 

June 

16 

100.7 

Oct. 

13 

a 

71.0 

July 

15 

93.8 

Nov. 

17 

a 

65,0 

Aug. 

15 

92.7 

Dec 

16 

a 

61.3 

Sep. 

15 

89.2 

Oct. 

15 

87.5 

D-1192C-F-2S 

Feb. 

1 

b 

36.5 

Nov. 

13 

86.2 

1357,5 

Mar. 

1 

b 

9.9 

Dec. 

12 

85.2 

May 
July 

1 
1 

b 
be 

7.0 
24.2 

D-1184-E-25 

Jan. 

29 

a 

130.3 

Nov. 

11 

b 

7.7 

1879.0 

Mar. 
Apr, 

5 
15 

a 
a 

124.4 
95.8 

Dec. 

31 

b 

5.9 

June 

3 

a 

78.8 

D-1253-D-24 

Jan. 

24 

13.8 

Oct. 

13 

a 

71.5 

2760. 

Feb. 

14 

14.4 

Nov. 

17 

a 

75.9 

Mar. 

18 

14.7 

Dec. 

15 

a 

79.5 

Apr. 

May 

15 
15 

15.2 
16.4 

D-118ea-F-26 

Feb. 

14 

64.9 

June 

15 

19.1 

1456.2 

Mar, 

18 

36.0 

July 

15 

16.0 

Apr. 

15 

24.0 

Aug. 

15 

16.0 

May 

15 

14.7 

Sev. 

15 

17.1 

June 

16 

10.8 

Oct. 

15 

18.0 

July 

15 

11.1 

Nov. 

13 

18.6 

Augk 

15 

13.7 

Dec. 

12 

16.7 

a  Measurement  from  San  Bernardino  I'Vater  Department. 

b  Measurement  from  owner. 

c  Pum.ping. 

Measurements  from  Fontana  Union  Water  Company  except  as  noted. 
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SOUTH  COASTAL  BASIN  INrrESTIGATION 

Records   of  Crround  'Vater  Levels  at  '/'ells 

in  District   "F" 


77 


Dist.R.P. 

Dist.R.P, 

Well  Nijimber 

to  v.ater 

Well  Nur^.ber 

to  water 

and 

surface 

and 

surface 

R.P.  Elev. 

Date 
1941 

Feet 

R.P.  Elev. 

Date 
1941 

Feet 

E-2-E-27 

Jan. 

29 

155.5 

E-6-F-27 

July 

15 

18.0 

1621.9 

Mar. 

5 

151.8 

Cont. 

Aug. 

51 

19.5 

Apr. 

15 

131.2 

Nov. 

5 

12.3 

June 

3 

124.7 

Dec. 

17 

a 

15.2 

July 

16 

132.0 

Aug. 

26 

137.5 

E-5b-F-27 

Jan. 

2 

b 

24.3 

Oct. 

13 

141.0 

1206.2 

Feb. 

1 

b 

15.7 

Nov. 

17 

142.2 

Mar . 

1 

b 

1.5 

Dec. 

16 

142.1 

May 
July 

1 
1 

b 
b 

Flowing 

E-2a-E-27 

Jan. 

29 

170.1 

Aug. 

2 

b 

1529.8 

Mar. 

6 

159.9 

Sep. 

6 

b 

Mar. 

29 

162.5 

Oct. 

2 

b 

Apr. 

15 

151.6 

Nov. 

11 

b 

Sep. 

6 

141.7 

Dec. 

31 

b 

Nov. 

1 

148.5 

Dec. 

16 

151.3 

E-6r-F-27 
1247.5 

Nov. 

18 

9.5 

E-4:a-F-27 

Jan. 

29 

175.1 

1303.4 

Mar. 

6 

174.5 

E-7-G-27 

Feb. 

1 

b 

57.0 

Apr. 

15 

174.0 

1162.0 

Mar. 

1 

b 

58.1 

Apr. 

25 

173.7 

May 

1 

b 

53.4 

June 

3 

172.8 

Nov. 

11 

b 

52.9 

July 

16 

175.2 

Dec. 

31 

b 

47.9 

Aug. 

26 

171.4 

Oct. 

13 

170.8 

E-8a-G-27 

Jan. 

30 

171.5 

Nov. 

17 

169.5 

1200.1 

Mar. 

10 

170.9 

Dec. 

16 

158.3 

Apr. 
June 

21 
5 

169.8 
159.1 

E-5d-F-27 

Mar. 

5 

58.3 

July 

17 

159.0 

1290. 

Apr. 

15 

43.3 

Nov. 

18 

165.1 

June 

3 

34.5 

Dec. 

17 

155.3 

July 

16 

34.3 

Aug. 

28 

36.2 

E-lO-E-27 

Jan. 

29 

128.9 

Oct, 

13 

37.6 

1412.0 

Mar . 

6 

128.9 

Nov. 

18 

34.2 

Mar. 

29 

129.2 

Dec. 

16 

32.1 

Apr. 
June 

15 
3 

129.0 
125.2 

E-5e-r-27 

Jan. 

29 

135.8 

July 

15 

123.5 

1258.4 

Mar. 

6 

136.5 

Aug. 

26 

121.1 

Apr. 

15 

134.9 

Oct. 

13 

119.9 

Nov. 

17 

140.9 

Nov. 

17 

119.6 

Dec, 

16 

127.8 

E-15-a-27 

Apr. 

21 

28.7 

E-6-F-27 

Mar. 

10 

34.4 

1115.2 

Sep. 

2 

35.3 

1248.0 

Apr. 
June 

21 

5 

14.5 
18.1 

Nov. 

18 

25.4 

a  Shut  dovjn  for  one  hour, 
b  Measurement  from  owner. 
Measurements  from  San  Bernardino  Water 


Department  except  as  noted. 
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Dist.R.P. 

Well  Number 

to  water 

and 

surfocp, 

R.P.  Elev. 

Date 
1941 

Feet 

E-22-G-27 

Jan. 

30 

22.8 

1082.9 

liar. 

10 

£1.1 

Apr. 

21 

21.0 

June 

5 

21.8 

July 

17 

22.5 

Aug. 

28 

22.7 

Nov . 

18 

18.7 

Dec. 

17 

17.3 

E-23-G-27 

Jan. 

30 

21.0 

1070.1 

Apr. 

21 

23.1 

July 

17 

26.2 

Sep. 

2 

25.8 

• 

Dec. 

17 

16.2 

E-24-E-28 

Apr. 

15 

6.6 

1483,2 

Aug. 

26 

8.2 

Nov. 

17 

10.4 

E-26-F-27 

Jan. 

29 

73.0 

1171.9 

May 

23 

65.2 

Nov. 

17 

64.3 

E-27-F-2B 

Jan. 

29 

39.5 

1110.1 

Apr. 

22 

37.2 

Ans. 

28 

34.4 

Nov. 

14 

33.3 

E-29-G-28 

Jan. 

25 

+  65.3 

1031.3 

Feb. 

27 

+  57.0 

Mar. 

14 

+  71.0 

June 

9 

+  65.8 

July 

19 

TA9.1 

Aug. 

26 

+56,0 

Nov. 

13 

+70.5 

Dec. 

18 

+  73.3 

E-29b-G-27 

Jan. 

30 

+2.1 

1047.5 

Mar, 

11 

+  3,7 

Apr. 

21 

+  3.7 

July 

17 

0.7 

Sep. 

2 

0.4 

Nov. 

18 

+  7.5 

E-31-G-28 

Jan. 

29 

26.1 

1092.9 

Mar. 

7 

24.8 

Apr. 

15 

23.6 

June 

5 

22.5 

July 

15 

2?.  6 

V'ell  Number 

and 

R.P.  Elev. 


Date 


1941 


Dist.R.P. 
to  water 
surface 
Feet 


E-31-G-28 

Nov . 

17 

21.3 

Cont. 

Dec. 

17 

20.8 

E-31a-F-.?8 

Jan. 

27 

50.5 

1153.8 

IJar. 

7 

49.4 

Apr. 

15 

47.5 

June 

5 

45.2 

July 

16 

44.7 

E-34-F-28 

Apr. 

15 

5,2 

1405.6 

Ausr. 

26 

7.4 

Nov. 

17 

13.0 

E-34b-F-28 

Jan. 

29 

154.8 

1319.2 

Mar. 

3 

148.5 

Apr, 

15 

131.0 

June 

3 

130.2 

July 

16 

132.6 

Auf . 

26 

136.? 

Oct. 

13 

139.3 

Nov. 

17 

140.6 

Dec. 

16 

141.3 

E-35C-F-28 

Jen. 

29 

115.2 

1227.0 

Mar. 

3 

113.5 

Apr. 

15 

105.3 

June 

3 

96.7 

July 

16 

98.2 

Aug. 

26 

101.2 

Oct. 

13 

102.8 

Nov. 

17 

101.6 

Dec. 

16 

101.0 

E-35-F-2e 

Jan. 

27 

64.7 

1150.2 

Mar , 

7 

62.8 

Apr. 

15 

58.4 

June 

5 

55.3 

Auf?. 

28 

51.0 

Nov. 

17 

55.7 

Dec. 

16 

54.8 

v:-7>7-7-28 

Jan. 

27 

31.5 

1130.1 

Mar. 

7 

29.3 

Apr , 

15 

25.3 

June 

2 

27.1 

July 

16 

37.7 

Aug. 

28 

37.2 

Nov. 

17 

23.4 

Dec. 

16 

23.4 

Measurements  from  San  Bernardino  Water  Department. 
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Dist.R.P. 

Dist.R.P. 

VJell  Number 

to  water 

iiVell  Number 

to  water 

and 

surface 

and 

surface 

R.P.  Elev. 

Date 
1941 

Feet 

R.P.  Elev. 

Date 
1941 

Feet 

E-42-(>-28 

Feb. 

1 

+39.3 

E-49-F-29 

Jan. 

29 

136.1 

1055,4 

Nov. 

1 

+  41.6 

1269.8 

Mar* 
Apr. 

3 
15 

134.7 
129.7 

E-43-G-28 

Jan, 

23 

+61.8 

June 

3 

129.0 

1053.8 

Feb. 

26 

+63,5 

July 

16 

131.8 

Apr. 

14 

+68.2 

Aug. 

25 

132.0 

June 

2 

+58.9 

Oct. 

13 

131.0 

July 

15 

+43.3 

Nov. 

17 

127.9 

Aug. 

25 

+49.7 

Dec. 

15 

125.5 

Oct. 

13 

+54.3 

Nov. 

13 

+  52.4 

E-49d-F-29 

Jan. 

29 

145.5 

Dec. 

15 

+65.8 

1282*5 

Kar . 
Apr. 

3 
15 

143.9 
139.6 

E-44-F-28 

Jan. 

27 

85.7 

June 

3 

138.0 

1203.8 

Mar. 

3 

85.5 

July  15 

137.7 

Apr. 

15 

85.3 

Aug, 

25 

140.2 

June 

3 

81.7 

Oct. 

13 

140.3 

July 

16 

77.0 

Nov. 

17 

139.5 

Aug, 

26 

73.9 

Dec. 

15 

135,2 

Oct. 

13 

72.5 

Nov, 

17 

72,0 

E-50a-F~29 

Jan. 

23 

19.0 

Dec. 

16 

71.5 

1150.1 

Mar. 
Apr. 

3 
14 

17.2 
11.9 

E-45e-F-29 

Apr. 

15 

77.0 

July 

15 

19.9 

1212.5 

Aug. 

25 

79.8 

Aug. 

25 

18.9 

Nov. 

17 

74.5 

Oct. 
Nov. 

13 
14 

15.8 
13.0 

E-46-a-28 

Jan. 

29 

7.3 

Dec. 

15 

11.2 

1085.5 

Mar. 

7 

5.2 

Apr. 

14 

4.3 

E-51d--G-29 

Jan. 

23 

15.4 

June 

5 

3.9 

1144.6 

Mar. 

3 

13.3 

July 

15 

4.5 

Apr. 

14 

7.0 

Aug. 

25 

4.8 

June 

2 

6.8 

Nov. 

14 

3.9 

July 

15 

8.7 

Dec. 

17 

3.4 

Aug. 
Oct. 

25 
13 

10.9 
11.3 

E-46e-F-29 

Jan, 

23 

9.4 

Nov. 

14 

9,5 

1112.7 

Apr. 
Aug. 

14 

25 

7.1 
5k9 

Dec. 

15 

8.5 

Nov. 

14 

6.4 

E_54_TP-29 

Jan. 

23 

244.5 

1412.9 

Mar . 

3 

244.2 

E-48-G-28 

Apr. 

14 

8.4 

Apr. 

14 

242.1 

1089.5 

Aug. 

25 

12.5 

June 

3 

239.0 

Nov. 

13 

11.3 

Jvly 
Aug. 
Oct. 
Nov. 

15 
25 
13 
17 

237.5 
238.0 
238.2 
236.1 

Dec, 

16 

235.4 

Measursraents  I'rom  San  Bernardino  Water  Departnent, 
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Dlst.R.P 

v;ell  Number 

to  water 

and 

surface 

R.P.  Elev. 

Date 
1941 

Feet 

E-55b-G-29 

Jan. 

23 

128.9 

1284.7 

Liar. 

3 

125.2 

Apr, 

14 

119.4 

Aug. 

25 

116.4 

Nov. 

17 

115.0 

Dec. 

15 

114.7 

E-561-G-29 

Jan. 

23 

60.0 

1208.2 

Feb. 

26 

56.0 

Apr. 

14 

43.5 

June 

2 

42.5 

July 

15 

46.0 

Aug. 

25 

48.8 

Oct. 

13 

51.4 

Nov. 

14 

49.8 

Dec, 

15 

48.9 

E-57-G-29 

Jan. 

23 

56.2 

1219.5 

Feb. 

25 

40.6 

Apr. 

14 

30.3 

June 

2 

31.4 

July 

15 

37.8 

Aug. 

25 

42.9 

Oct. 

13 

47.2 

Nov. 

14 

45.9 

Dec. 

15 

45.3 

E-59-G-29 

Jan. 

23 

67.3 

1239.1 

Mar. 

3 

57.8 

Apr. 

14 

a   46.2 

June 

2 

a   46.4 

July 

15 

a   49.4 

Aug. 

25 

53.3 

Oct. 

13 

57.4 

Nov. 

14 

57.7 

Dec. 

15 

58.3 

E-59a-G-30 

Apr. 

14 

70.3 

1263.6 

Aug. 

25 

58.7 

Nov. 

14 

71.0 

Well  Nunber 

and 

R.P.  Elev. 


2-61d 
1368 


G-30 
.2 


E-62a 
1541 


G-30 
.5 


E-67h 

*e52 


1-26 
.5 


E-estf- 

830. 


1-26 


Date 
1941 


Jan. 
Feb. 
Mar. 
Mar. 

Apr. 
June 
July 
Sep. 
Sep. 
Dec. 

Jan. 
Mar. 
Apr. 
June 
July 
Aup. 
Oct. 
Nov. 
Dec. 

June 
July 
Aug. 
Sep. 
Oct. 
Nov. 
Dec. 

Jan. 

Feb. 

Mar. 

Apr. 

Mey 

June 

July 

Aug. 

Sep. 

Sep. 

Nov. 

Dec. 


3 
1 
5 

29 

29 
4 

29 
4 

30 
1 

23 
3 
14 
3 
15 
25 
13 
14 
15 

17 
14 
23 
20 
15 
14 
14 

3 
4 
5 

C 

7 
3 
o 


30 
4 
1 


Dlst.R.P. 
to  water 
surface 
Feet 


b 
b 
b 
b 
b 
b 
b 
b 
b 
b 


c 
c 
c 
c 
c 
c 
c 

d 
d 
d 
d 
d 
d 
d 
d 
d 
d 
d 
d 


107.1 

107.0 

104.3 

100.8 

95.4 

90.1 

84.4 

84.3 

85.0 

89.2 

214.9 
211.4 
198.4 
180.4 
172.7 
174.0 
179.9 
184.7 
188.6 


*  New  elevation;  R.P.  changed. 

a  Shut  windinill  down  to  measure. 

b  Measurement  from  San  Bernnrdlno  Valley  V/ater  Conservation  District. 

c  Measurement  from  Riverside  Cement  Company. 

d  Measurement  from  Riverside  V'ater  Basin  Records. 

Measurements  from  San  Bernardino  Water  Department  except  as  noted. 


81 


Dist.R.P. 

Dist.R.P. 

Vv'ell  Number 

to  water 

Well  Number 

t 

0  water 

and 

surface 

and 

surface 

R«P.  Eiev. 

Ds- 

be 

F&et 

R.P.  Elev. 

Ds- 

te 

Feet 

1941 

1 

1941 

E-74-I-27 

Jan. 

18 

54.7 

E-74i-I-27 

Nov. 

4 

a 

105.1 

883.0 

Feb. 
Mar . 

17 
15 

54.1 
53.3 

Cent. 

Dec. 

1 

a 

104.6 

Apr. 

14 

52.5 

E-75-H-27 

Jan. 

18 

30.4 

L-ay 

17 

52.1 

921.2 

Feb. 

17 

24.8 

June 

17 

51.3 

Mar. 

15 

21.2 

July 

14 

51.3 

Apr. 

14 

20.1 

Aug. 

23 

51.5 

May 

17 

19.2 

Sep. 

20 

51.5 

June 

17 

20.1 

Oct. 

15 

51.7 

July 

14 

21.9 

Nov. 

14 

51.7 

Aug. 

23 

24.1 

Dec. 

14 

51.5 

Sep. 
Oct. 

20 
15 

25.3 
26.3 

1939 

Nov. 

14 

23.9 

Dec. 

14 

21.3 

E-74i-I-27 

Nov. 

5 

a 

111.9 

952.9 

Dec. 

4 

a 

111.8 

E-85-G-27 

Jan. 

30 

b 

18.5 

1055.3 

Mar. 

10 

b 

16.4 

1940 

Apr. 

21 

b 

16.0 

June 

6 

b 

22.1 

Jan. 

5 

a 

111.5 

July 

16 

b 

29.3 

Feb. 

6 

a 

111.1 

Sep. 

2 

b 

26.0 

Mar. 

4 

a 

110.4 

Nov. 

18 

b 

16.7 

Apr. 

4 

a 

109.2 

Dec. 

17 

b 

14.0 

May 

3 

a 

108.7 

June 

3 

a 

108.2 

E-90b-H-27 

Feb. 

17 

5.0 

July 

1 

a 

110.4 

959.1 

Apr. 

14 

3.6 

Aug. 

1 

a 

108.4 

June 

17 

4,5 

Sep. 

5 

a 

108.8 

July 

14 

5.1 

Oct. 

1 

a 

109.2 

Sep. 

20 

6*8 

Nov, 

4 

a 

110.9 

Dec. 

14 

4.4 

Dec. 

3 

a 

109.8 

E-93-G-2e 

Jan. 

30 

be 

+30.6 

19< 

11 

1007.9 

July 
Sep. 

17 
2 

b 
b 

+29.4 
+  45.6 

Jan. 

2 

a 

109.8 

Nov. 

18 

b 

+58.9 

Feb. 

3 

a 

109.1 

Dec. 

17 

b 

+60.6 

Mar. 

4 

a 

108.3 

Apr. 

2 

a 

107.4 

E-95-H-27 

Mar. 

15 

85.3 

May 

7 

a 

106.1 

1014.9 

May 

17 

81.2 

June 

3 

a 

105.3 

June 

17 

81.2 

July 

2 

a 

105.1 

July 

14 

81.4 

Aug. 

4 

a 

104.9 

Sep. 

20 

82.4 

Sep. 

2 

a 

105.0 

Nov. 

14 

82.2 

Sep. 

30 

a 

105.2 

a  Measurement  fron  Riverside  V.'ater  Basin  Records. 

b  Measurenent  fror.  San  Bernardino  Water  Deriartment. 

c  Leak  in  casing. 

Measurements  from  Riverside  Cement  Company  except  as  noted. 
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Well  Number 

and 

R.P.  Elev. 


Date 


Dist.R.F, 
to  water 
surf RCe 
Fert 


V.'ell  Nunber 

and 

R.P.  Elev. 


Date 


Dist.R.P. 
to  water 
surface 

Feet 


1941 


1941 


E-95a-H-27 

Mar. 

15 

a 

36.3 

E-104-H-28 

Apr, 

3 

194.1 

959.7 

May. 

17 

a 

o4.6 

Cont. 

Apr. 

29 

192.9 

June 

17 

a 

36.0 

June 

6 

195.8 

July 

14 

a 

36.9 

July 

31 

202.4 

Sep. 

20 

a 

40.1 

Sep. 

4 

203.2 

Nov. 

14 

a 

38.8 

Oct. 
Dec. 

2 
31 

203.0 
193.2 

E-97-G-28 

Feb. 

25 

b 

0.6 

1061.6 

Apr. 

14 

b 

Flowlne; 

E-105C-H-29 

Jan. 

5 

48.9 

June 

2 

be 

9.6 

)ti 

Feb. 

4 

46.7 

July 

15 

be 

19.0 

Feb. 

28 

45.0 

AU(7. 

25 

be 

22.6 

Apr. 

4 

42.5 

Sep. 

29 

b 

20.2 

Apr. 

29 

41.0 

Nov. 

14 

b 

2.4 

June 

6 

43.6 

Dec, 

15 

b 

Flowing 

July 
Sep, 

30 
4 

46.2 
46.9 

E-102S-H-28 

Jan. 

30 

b 

+20.2 

Sep. 

30 

46.4 

1070.0 

Mer. 

11 

b 

+22.0 

Apr. 

22 

b 

+24.3 

1942 

July 

18 

b 

-9.6 

Sep. 

2 

b 

-8.6 

Jan. 

2 

37.5 

Nov. 

19 

b 

+12.7 

Dec. 

17 

b 

+  18  ..5 

1941 

E-103g-K-28 

Jan. 

5 

54.6 

F-106f-H-29 

Jan. 

6 

44,0 

1132.0 

Feb. 

4 

52.0 

** 

Feb. 

3 

•11.4 

Mar. 

5 

50.0 

Mar. 

5 

36.8 

Apr, 

3 

48,2 

Apr. 

4 

34.2 

Apr. 

£9 

47.0 

Apr. 

28 

34.8 

June 

5 

52.0 

June 

5 

41.6 

July 

31 

57.3 

July 

29 

48.5 

Sep. 

4 

66.5 

Sep. 

30 

53.2 

Oct. 

2 

59.6 

1942 


1942 


Jan. 


Jan. 


43.9 


1941 


1941 


33.4 


E-107b-H-29 

Jan, 

6 

78.8 

E-104-H-28 

Jan. 

6 

201.3 

1203.5 

Feb. 

4 

76.6 

1310.5 

Feb. 

4 

198.8 

Mar, 

6 

74.6 

Mar. 

6 

197.1 

Apr. 

3 

72.4 

**  R.P.  eleva 
a  Measurement 
b  Measurement 
c  Shut  down  w 
Measurements 
as  noted. 


ion  1164.1  to  and  including  July  30,  1941;  thrn  1153,9. 
tion  1143.8  to  pnd  including  January  6,  1941;  then  1140.9. 

from  Riverside  Cement  Company. 

from  San  Bernardino  V.'ater  Derjartment. 
indmill  to  measure. 
from  San  Bernardino  Valley  Water  Conservation  District  except 
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v;ell  Number 

and 

R.P.  Elev. 


Date 


Dist.R.P. 
to  water 
surface 
Feet 


Well  NuTiber 

and 

n<?.  Elev. 


Date 


Dist.R.P, 
to  water 
surface 
Feet 


1941 


1941 


E-107b-H-29 

Apr. 

29 

70.9 

Cont. 

June 

6 

76.4 

July 

30 

79.8 

Sep, 

4 

80.4 

Sep. 

30 

79.0 

Nov, 

2 

73.5 

Dec. 

2 

71.1 

Dec. 

31 

58.3 

E-107d-H-29 

Jan. 

5 

75.8 

1217.8 

Feb. 

28 

73.9 

Apr. 

3 

73.1 

May 

23 

71.7 

June 

6 

71.7 

July 

30 

71.9 

Oct. 

2 

71.6 

Nov. 

17 

70.3 

Dec. 

31 

58.8 

E-109-G-29 

Jan. 

4 

a 

SO. 9 

1152.4 

Feb. 

1 

a 

19.0 

Mar. 

1 

o 

13.3 

Apr. 

5 

a 

2.5 

May 

17 

a 

1.5 

June 

7 

a 

3.2 

July 

5 

a 

5.8 

Aug. 

2 

a 

9.7 

Sep. 

5 

a 

12.9 

Oct. 

4 

a 

14.7 

Nov. 

1 

a 

15.0 

Dec. 

6 

a 

13.8 

Dec. 

27 

a 

11.5 

E-109b-G-29 

Jan. 

4 

70.4 

1255.9 

Feb. 

3 

67.8 

liar. 

6 

65,0 

Apr. 

4 

59,0 

Apr. 

28 

57.0 

Hay 

23 

58.7 

June 

2 

59.6 

July 

30 

64.0 

Aug. 

30 

56.2 

Sep. 

29 

68.0 

Dec. 

1 

61.5 

Dec. 

29 

60.2 

E- 

-llO-H-29 

Jan.      4 

*1205.7' 

Feb.  4 
Mar .  5 
Apr.  4 
Apr.  2? 
June  4 
July  31 
Sep,  4 
Sep.   29 

E- 

-lll-H-29 

Jan.      6 

1249,2 

Feb.  4 
Kar ,  6 
Apr.  2 
Apr.  29 
June  6 
July  31 
Oct.  2 
Dec.   31 

E' 

-llla-H-29 

Anr .     4 

1201.8 

Apr.  28 
Sep.    30 

1942 

Jan.      2 

1941 

E' 

-lllh-H-29 

Jan.      4 

1245.5 

Feb.  3 
Liar.  5 
liar.  30 
Apr.  28 
May  23 
Hay  24 
June  6 
July  31 
Sen.  3 
Sep.  29 
Dec.      2 

50.5 
50.0 
49.5 
48.5 
47.9 
47.6 
47,0 
45.5 
46.0 

95.0 
92.3 
91.1 
89.2 
87.4 
86.9 
88.6 
89.5 
84.7 

49.9 
48.5 
49.4 


45.2 


57.1 
55.0 

55.2 
54.0 
52.6 
52.8 
52.7 
53.1 
51.9 
51.3 
50.7 
^8.4 


"^New  elevation;  R.P.  changed. 
a  Measurenent  from  Gage  Canal  Company. 
Measurements  from  San  Bernardino  Valley 
as  noted. 


Water  Conservation  District  except 


64 


V/ell  Number 

and 

R.P.  Elev. 


Date 


DiPt.R.P. 
to  v.'ater 
surface 
Feet 


'.'.'ell  Number 

and 

R.P.   Elev. 


Date 


Dist.R.P. 
to  v.'ater 
surface 
Feet 


1941 


1942 


E-113-G-£9 

Jan. 

3 

80.9 

* 

Jan. 

24 

81.3 

Feb. 

3 

81.0 

Mar. 

5 

78.1 

Apr. 

4 

69.2 

Apr. 

£8 

65.1 

July 

30 

72.1 

Sep. 

4 

75.5 

Sep. 

29 

77.9 

Dec. 

29 

74.8 

E-114-H-29 

Jan. 

3 

105.0 

** 

Feb. 

4 

103.0 

Mar. 

5 

101.4 

Mar. 

?,9 

99.0 

Apr. 

P.B 

97.0 

June 

6 

9G.1 

July  31 

100.3 

Sep. 

3 

101.8 

Sep. 

30 

102.9 

Dec. 

29 

95.5 

E-117-I-30 

Apr. 

2 

54.1 

***143B.6 

June 

6 

52.3 

July 

31 

64.7 

Oct. 

2 

64.4 

Dec. 

31 

60. e 

E-liea-G-30 

Jan. 

3 

a 

99.6 

1346.7 

Feb. 

3 

a 

97.5 

Kar . 

5 

a 

94.1 

Mar. 

29 

a 

88.2 

Apr. 

29 

a 

82.0 

June 

4 

a 

80.2 

July 

£9 

a 

81.8 

Sep. 

4 

a 

84.0 

Oct. 

2 

a 

85.6 

Dec. 

1 

& 

87.3 

E-119a-H-30 

Feb. 

1 

151.9 

1397.7 

Feb. 

28 

150.1 

Mar. 

30 

145.5 

L'.ay 

1 

140.8 

June 

1 

142.4 

:-ii98-H- 

Cont. 


E-120-H-30 
1522.8 


E-122-T-30 
1513.3 


E-3  22k-I-30 


F-123C-H-30 
1521.0 


E-124-H-30 
1608.5 


Jan.     2 


1941 

Jan.  2 
Feb.  4 
Feb.  28 
Apr.  2 
kVT.  28 
June  4 
Jiily  29 
Sep.  4 
Sep.  29 
Dec.   31 

Jan.  5 

AT5r.  2 

July  31 

Oct.  2 

Dec.  31 


143.0 


Feb. 
July 

Dec. 

Jan. 

Feb. 

Feb. 

Mar. 

May 

Hay 

July 

Sep. 

Sep. 

Dec. 

Jan. 
Feb. 
Feb. 
Apr, 
Apr. 
June 
July 


5 

29 

2 

1 

1 
£8 
30 

1 
25 
27 

3 
29 

1 

2 

4 

28 

2 

28 
4 

29 


b 
b 
b 


115.7 
116.2 
115.5 
113.6 
114.0 
115.5 
114.4 
114.7 
114.8 
113.2 

68.0 
^^5.7 

64.8 
64.4 
64.1 

77.8 
63.2 
59.5 

204.0 
203.8 
203.5 
202.3 
200.3 
199.6 
202.8 
201.3 
201.2 
197.0 

65.8 
52.2 
51.4 
60.6 
50.0 
50.4 
50.8 


1. 
20.9. 


*  R.P.  elevation  1292.4  to  and  including  July  30,  1941;  then  1293. 
**  R.P.  elevation  1321.9  to  and  including  January  3,  1941,  then  13 
***  New  elevation;  R.P.  changed. 

a  Measurement  from  San  Bernardino  V»'p,ter  DeDartnent, 
b  Measurement  from  l.'etropolltrn  Water  District. 

Measurements  from  San  Bernardino  Valley  VJater  Conservation  District  except 
as  noted. 
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VJell  Number 

and 

R.P,  Elev. 


Date 


Dist.R.F. 
to  watpr 
surface 
Feet 


Well  Kur.ber 

and 

R.P.   Elev. 


Date 


Dist.R.P. 
to  water 
surface 
Feet 


1941 


1941 


F-124-H-30 

Sep. 

4 

30.9 

E-128-H-31 

Jan. 

3 

98.2 

Cont. 

Sep, 

29 

50.3 

1710.5 

Feb. 

1 

84,9 

Dec. 

2 

58.4 

Feb. 

28 

82.2 

Dec. 

31 

57.5 

Apr. 
May 

4 
1 

80.0 
78.7 

E-125-H-30 

Jan. 

2 

182.4 

June 

1 

78.9 

1743.9 

Apr, 

2 

181.5 

July 

29 

75.3 

July 

29 

180.5 

Sep. 

4 

75.3 

Sep. 

29 

180.8 

Dec. 

1 

75.7 

E-127-H-31 

Jan. 

83.5 

1940 

1907.0 

Feb. 

1 

82.7 

Feb. 

28 

79.7 

E-130-I-31 

Nov. 

8 

35.5 

Apr. 

4 

71.9 

1909.2 

May 

1 

64.1 

1941 

June 

1 

58.5 

July 

29 

58.1 

E-13le-H-32 

Jan. 

3 

24.1 

Sep. 

29 

60.7 

2201.0 

Feb. 

1 

19.3 

Dec. 

1 

63.5 

, 

Feb. 

Apr. 

28 
4 

15.8 
10.5 

E-127a-H-31 

Jan. 

3 

131.1 

May 

1 

10.4 

1724.8 

Feb. 

1 

132.5 

June 

1 

9.8 

Mar. 

5 

133.9 

July 

29 

14.7 

Apr. 

4 

133.9 

Sep. 

4 

19.3 

May 

1 

132.4 

Dec. 

1 

20.0 

June 

1 

131.0 

July 

29 

120.0 

E-13S-I-31 

Apr. 

3 

a 

123.9 

Sep. 

29 

112.4 

2131.8 

Oct. 

3 

a 

125.8 

Nov. 

2 

108.4 

Dec. 

1 

107.8 

E-133-I-31 

Apr. 

3 

a 

106.2 

2097.8 

Oct. 

3 

a 

131.6 

E-127b-G-31 

Apr. 

4 

192.3 

1765.7 

May 

1 

1P7.2 

E-136-I-32 

Apr. 

3 

a 

70.7 

June 

1 

177.9 

2293.8 

Oct. 

3 

a 

75.7 

July 

29 

166.6 

Sep* 

4 

163.2 

E-136C-I-32 

Feb. 

5 

b 

138.6 

Dec, 

1 

152.5 

2360.1 

Apr. 
July 

3 

8 

a 
a 

137.1 
141.7 

E-127d-H-51 

Feb. 

1 

75.6 

July 

29 

b 

143.5 

1836.2 

Feb. 

28 

75.2 

Oct. 

3 

a 

145.2 

Apr. 

4 

74.5 

Dec. 

2 

b 

140.6 

Kay 

1 

70.4 

June 

1 

58.7 

Z-136f-I-32 

Apr. 

T 

a 

189.5 

July 

29 

52.5 

2424.7 

Oct. 

3 

a 

201.5 

Sep. 

4 

62.2 

Sep. 

29 

55.2 

E-136i-I-32 

Apr. 

3 

a 

165.2 

Dec. 

1 

78.6 

2392.3 

Oct. 

3 

a 

175.4 

a  Measurement  fron  P.  E.  Hicks, 
b  Measurer^ent  from  Metropolitan  Water  District. 

Measurements  from  San  Bernardino  Valley  1,-ater  Conservation  District  except 
as  noted. 
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Well  Number 

and 

R.P.  Elev. 


Date 


Dist.P.F. 
to  water 
surface 
Feet 


Well  Number 

end 

H.F.  Elev. 


Date 


Dlst.R.P, 
to  water 
surface 
Feet 


1940 


1941 


E-137-H-32 

Oct. 

4 

a 

222.3 

E-147G-L-21 

I!ar, 

11 

1,1 

*2553.5 

Cont, 

Apr, 

15 

0.8 

1941 

May 

13 

0.9 

June 

22 

0.8 

Apr. 

a 

222,2 

July 
Aug, 

19 
23 

1.6 
1.4 

E-13e-I-32 

Apr, 

3 

a 

181.7 

Sep, 

20 

1.4 

2419.8 

Oct. 

3 

c 

186,2 

Oct. 

Nov. 

18 
15 

1.0 
0.9 

E-13eb-I-32 

Apr. 

3 

a 

229,0 

Dec. 

15 

0.5 

2471.3 

Oct. 

3 

a 

227.8 

E-149d-F-.''2 

Jan. 

14 

47.8 

E-138f-I-33 

Apr. 

3 

fi 

353.2 

570,9 

Feb, 

13 

47,5 

2525.2 

Oct. 

a 

354.5 

Mar, 
Apr, 

11 

23 

46.4 
45.0 

E-139-H-32 

Apr. 

3 

a 

299,5 

May 

14 

45.2 

•2842.1 

June 
July 

22 
19 

46.0 
46,4 

E-139a-H-32 

Apr. 

3 

a 

277,3 

Aug. 

23 

47.2 

2816.9 

Oct. 

3 

a 

286.9 

Sep, 
Oct. 

20 
18 

47,0 
48.6 

E-140-H-33 

Apr. 

3 

a 

43,2 

Nov, 

15 

47,1 

3107,7 

Oct. 

3 

a 

48.8 

Dec, 

15 

46,6 

E-140C-H-33 

Apr. 

T 
»- 

a 

11,3 

?>-149i-K-?.2 

Jan. 

2 

b 

56.4 

3338.3 

Oct. 

3 

a 

29,4 

587.9 

Feb, 
Mar, 

5 

3 

b 
b 

55.4 
56,1 

E-141-I-33 

Apr. 

3 

a 

61.7 

Apr, 

1 

b 

56,1 

2812.5 

Oct. 

3 

a 

61.8 

May 
June 

6 

4 

b 
b 

55.2   • 
56.3 

E-147b-K-21 

Jan, 

13 

3.0 

July 

1 

b 

56.5 

493.6 

Feb. 

13 

3,0 

Aug, 

1 

b 

55,5 

Mar, 

11 

2.1 

Sep, 

2 

b 

56,5 

Apr. 

15 

2,0 

Sep, 

30 

b 

56.5 

May 

13 

2,4 

Nov, 

3 

b 

56.7 

June 

22 

2.4 

Dec. 

1 

b 

55,6 

' 

July 

19 

4.2 

Aug. 

23 

4.6 

E-150-Ki.22 

Jan. 

2 

b 

88.0 

Sep. 

20 

4,5 

601.2 

Feb. 

■3 

b 

88,1 

Oct. 

18 

4,1 

Mar, 

3 

b 

87.3 

Nov. 

15 

2.6 

Apr, 

1 

b 

86,8 

Dec, 

15 

1,9 

May 
June 

6 

4 

b 
b 

85,9 
87,8 

E-147C-L-21 

Jan, 

13 

2,0 

Nov, 

3 

b 

88,2 

**5oi.e 

Feb, 

13 

1,5 

Dec, 

1 

b 

87.7 

i 


*  Correction  to  Bulletin  39-1 j  R,?.  elevation  should  show  as  2653,5 

instead  of  2563.5. 
**  New  elevation;  R.P,  changed, 
a  Measurement  from  P,  E,  Hicks, 

b  Measurement  from  Riverside  ".'ater  Basin  Records, 
Measurements  from  \\ ,   W,  Hoy  except  as  noted. 


Dist.R.P. 

Dist.R.P. 

Well  Number 

to  water 

Well  Number 

to 

1  water 

and 

o 

urface 

and 

surface 

R.P.  Elev. 

Date 

Feet 

R.P. 

Elev. 

Date 

Feet 

1941 

1941 

E-150b-K-22 

Jan. 

14 

57.6 

E-153- 

-K- 

■22 

Nov. 

15 

28.1 

567,0 

Feb. 

13 

47.4 

Cont. 

Dec. 

15 

28.0 

Mar. 

11 

44.1 

Apr. 

23 

43.5 

E-156- 

-K- 

•23 

Jan. 

2 

a 

53.6 

May 

14 

44.0 

541, 

.1 

Feb. 

3 

a 

53.7 

June 

22 

43.8 

Mar . 

3 

a 

53.7 

July 

19 

43,8 

Apr. 

1 

a 

53.3 

Aug. 

23 

43.7 

May 

6 

a 

53.0 

Sep. 

20 

42.9 

June 

4 

a 

52.8 

Oct. 

18 

43.3 

July 

1 

a 

52.3 

Nov. 

15 

41.1 

Aug. 

1 

a 

52.1 

Dec. 

15 

42.2 

Sep. 
Sep. 

2 

30 

a 
a 

51.8 
51.7 

E-151-K-22 

Jan. 

2 

a 

5.9 

Nov. 

3 

a 

51.6 

529.2 

Feb. 
Mar . 

3 
3 

a 
a 

5.7 
2.0 

Dec. 

1 

a 

51.4 

May 

5 

a 

3.1 

E-157- 

-K- 

•23 

Jan. 

2 

a 

33.9 

June 

4 

a 

3.7 

609, 

.2 

Feb. 

3 

a 

33.9 

July 

1 

a 

4.2 

Mar. 

3 

a 

33.9 

Aug. 

1 

a 

4.9 

Apr. 

1 

a 

32.5 

Sep. 

2 

a 

5.0 

May 

6 

a 

31.7 

Sep, 

30 

a 

4.6 

June 

4 

a 

31.4 

Nov. 

3 

a 

4.1 

July 

1 

a 

31.1 

Dec. 

1 

a 

3.8 

Aug. 
Sep. 

1 
2 

a 
a 

32.7 
30.6 

E-151f-K-22 

Jan, 

14 

25.0 

Sep. 

30 

a 

30.4 

555.2 

Feb, 

13 

26.4 

Nov. 

3 

a 

30.2 

Mar. 

11 

20.0 

Dec. 

1 

a 

30.2 

Apr. 

23 

19.0 

May 

14 

20.2 

1939 

June 

22 

19.8 

July 

19 

22k8 

E-159- 

-K- 

■23 

May 

22 

b 

60.0 

Aug. 

23 

23.1 

527, 

.3 

July 

10 

b 

59.6 

Sep. 

20 

22.7 

Aug. 

7 

b 

59.9 

Oct. 

18 

23.0 

Sep. 

12 

b 

59.3 

Nov. 

15 

22.3 

Oct. 

10 

b 

59.5 

Dec, 

15 

22.7 

Nov. 
Dec. 

27 
27 

b 
b 

58.9 
58.7 

E-153-K-22 

Jan. 

14 

32.5 

590.7 

Feb, 

13 

32.4 

1940 

Mar. 

11 

31.8 

Apr. 

23 

30.2 

Jan. 

29 

b 

58.5 

May 

14 

29.8 

May 

6 

b 

58.0 

June 

22 

29.9 

Aug. 

20 

b 

57.7 

July 

19 

29.2 

Sep. 

17 

b 

57.8 

Aug. 

23 

30.6 

Nov. 

4 

b 

57.7 

Sep. 

20 

30.4 

Nov. 

28 

b 

57.8 

Oct. 

18 

29.8 

a  Measurement  from 
b  Measvirement  from 
Measurements  from  \ 


Riverside  V/ater  Basin  Records, 
Orange  County  Flood  Control  Distr 
J,  W,  Hoy  except  as  noted. 


act. 
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Di 

St. R.P. 

Dlst.R.P. 

Well  Number 

to 

water 

Well  Nunber 

to  water 

and 

surface 

and 

surface 

R.P.  Elev. 

Date 
1941 

Feet 

R.P.  !■] 

Lev. 

Date 
1941 

Feet 

E-159-K-23 

Jan. 

7 

a 

57.7 

E-172-J. 

•  25 

July 

1 

4.9 

Cont. 

Feb. 

18 

a 

55.8 

Cont. 

Aug. 

1 

5.8 

Liar. 

17 

a 

56.4 

Sep, 

2 

6.3 

Apr. 

9 

a 

56.4 

Sep. 

30 

5.4 

• 

May 

15 

a 

55.2 

Nov. 

3 

6.2 

June 

11 

a 

54.1 

Dec, 

1 

6.4 

" 

July 

9 

a 

52.8 

Aug. 

19 

a 

51.8 

E-174-K- 

.25 

Jan. 

2 

25.0 

Sep. 

16 

a 

52.8 

763. 

Feb. 

3 

23.9 

Oct. 

21 

a 

50.9 

Mar. 

4 

22.7 

Nov. 

17 

a 

50.5 

Apr. 

1 

20.9 

Dec. 

23 

a 

49.0 

May 
June 

5 
4 

19.5 
20.5 

E-165d-K-24 

Jan. 

2 

7.9 

July 

1 

22.7 

669.4 

Feb. 

3 

6.8 

Aug. 

1 

22.2 

Mar. 

3 

4.3 

Sep. 

2 

23.2 

Apr. 

1 

4.1 

Sep. 

30 

22.5 

Kay 

5 

4.9 

Nov. 

3 

22.0 

Nov. 

3 

5.3 

Dec. 

1 

21.4 

Dec. 

1 

6.0 

S-175-K- 

-24 

Jan. 

2 

36.8 

E-169a-K-24 

May 

6 

a 

10.9 

757.2 

Feb. 

3 

35.0 

723.2 

May 

15 

a 

11.3 

Mar. 

3 

34.8 

June 

11 

ab 

21.5 

Apr. 

1 

33.5 

July 

10 

ab 

22.8 

May 

6 

32.3 

Aug. 

22 

a 

14.7 

July 

1 

37.3 

Sep. 

19 

a 

14.8 

Sep. 

2 

37.0 

Oct. 

24 

a 

14.6 

Sep. 

30 

41.2 

Nov. 

21 

a 

12.7 

Nov. 

35.4 

Dec. 

30 

a 

11.4 

Dec. 

1 

^5  •  3 

E-169C-K-24 

May 

5 

a 

6,7 

E-176-K- 

-24 

Jan. 

2 

51.2 

712.1 

May 

16 

a 

7.3 

734.2 

Feb. 

3 

50.2 

June 

11 

a 

8,4 

Mar. 

49.4 

July 

10 

a 

9.3 

Apr, 

1 

47. S 

Aug. 

22 

a 

10.2 

May 

6 

45.5 

Sep. 

19 

a 

10.8 

June 

4 

47.3 

Oct. 

24 

a 

9.0 

July 

1 

49.0 

Nov. 

21 

a 

8.7 

Aug, 

1 

48.3 

Dec. 

30 

a 

7.6 

Sep. 
Sep. 

2 
30 

49.6 
49.2 

E-172-J-25 

Jan. 

2 

4.4 

Nov. 

3 

48.7 

734.7 

Feb. 
Apr. 
May 
June 

3 

1 
5 

4 

5.3 
0.8 
3.0 
4.1 

Dec. 

1 

47.5 

a  Measurenent  from  Orange  County  Flood  Control  District. 

b  Pumping, 

Measurements  from  Riverside  Water  Basin  Records  except  as  noted. 
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Dist.R.P. 

Well  Number 

to  rater 

and 

surface 

R.P.  Elev. 

Date 
1941 

Feet 

E-178-J-25 

Jan. 

2 

41.7 

779.0 

Feb. 

3 

41.5 

Mar . 

4 

41.1 

Apr. 

1 

40.4 

May 

5 

39.9 

June 

4 

39.9 

July 

1 

39.8 

Aug. 

1 

40.1 

Sep. 

2 

39.8 

Sep. 

30 

39.5 

Nov. 

39.6 

Dec. 

1 

39.6 

E-179C-K-25 

Jan. 

2 

24.5 

766. 

Feb. 

T 
O 

24.2 

Mar . 

4 

23.8 

Apr. 

1 

22.9 

May 

6 

22.5 

June 

4 

c-j  ii  •  O 

July 

1 

22.4 

Aug, 

1 

22.5 

Sep. 

2 

22.6 

Sep. 

30 

22.7 

Noy. 

3 

22.6 

Dec. 

1 

22.4 

E-ie4c-J-25 

Jan. 

2 

52.3 

801.3 

Feb. 

3 

62.0 

Mar. 

4 

61.2 

Apr. 

1 

61.1 

May 

6 

51.2 

June 

4 

51.4 

July 

1 

51.3 

Aug. 

1 

52.0 

Sep. 

2 

51.7 

Sep. 

30 

52.0 

Nov. 

3 

51  ..6 

Dec. 

1 

51. 6 

E-185-J-25 

Jan. 

2 

45.4 

786. 

Feb. 

3 

45.-6 

Mar. 

4 

44.4 

Apr. 

1 

43.8 

May 

5 

40.8 

June 

4 

43.6 

Di 

St. R.P. 

Vi'ell  Number 

to 

water 

and 

surface 

R.P.  Elev. 

Date 
1941 

Feet 

E-185-J-25 

Sep. 

30 

44.0 

Cent. 

Nov. 

3 

43.8 

Dec. 

1 

43.5 

E-192-J-25 

Jan. 

18 

a 

68.4 

843,6 

Feb. 

17 

a 

57. S 

Mar. 

15 

a 

65.9 

Aprv 

14 

a 

66.1 

May 

17 

a 

55.0 

June 

1? 

a 

66.4 

July 

14 

a 

68.5 

Au,?. 

23 

a 

59.4 

Sep. 

20 

a 

58.2 

Oct. 

15 

a 

58.0 

Novi 

14 

a 

55.3 

Dec. 

14 

a 

65.5 

E-192a-J-25 

Jan. 

2 

8.7 

759.4 

Feb. 

3 

8.7 

Mar . 

4 

7.2 

Apr. 

2 

5.6 

May 

6 

5.9 

June 

4 

5.4 

1942 


July  1 
Aug.   1 


43  .-7 
43.8 


a  Measurement  from  Riverside  Cement  Com.pany. 
Measurements  from  Riverside  V.ater  Basin  Records  except 


Jan. 

12 

5.8 

1941 

E-194-ir-25 

Jan. 

2 

112.0 

850, 

Feb. 

3 

111.8 

Mar. 

3 

111.5 

Apr. 

1 

110.5 

May 

5 

110.3 

June 

4 

110.6 

July 

1 

110.8 

Aug-. 

1 

110.9 

Sep.- 

2 

111.0 

Sep. 

30 

111.1 

Nov. 

3 

110.8 

Dec. 

1 

110.6 

E-196e-J-25 

Jan. 

3 

86.2 

865.8 

Feb. 

3 

85.3 

Mar. 

5 

83.3 

Apr. 

2  . 

83.7 

-ny. 

Records  excep 

t'  as  noted. 
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Well  Number 
and 

R.P.  Elev. 


Date 


1941 


Dist.R.P. 

to  water 

Well  Nunber 

surface 

and 

Feet 

R.P.   Flev. 

Date 


1941 


Dist.R.P, 
to  water 
surface 

Feet 


I 


E-196e-J-26 

May- 

7 

82.8 

E-?07a-J-27 

Jan. 

2 

176.0 

Cont. 

June 

3 

83.2 

996.5 

Feb. 

3 

172.2 

July 

2 

83.2 

liar. 

4 

171.9 

Aug. 

1 

84.2 

Aor. 

2 

171.6 

Sep. 

2 

84.5 

May 

7 

171.5 

Sep. 

30 

84.3 

Aug. 

4 

175.3 

Nov. 

3 

83,6 

Sep. 

30 

175.0 

Dec. 

1 

82.9 

Nov. 
Dec. 

3 
1 

170.8 
170.5 

E-201d-I-27 

Jan. 

2 

79.6 

907.1 

Feb. 

3 

79.4 

E-223C-J-30 

July 

29 

a 

57.7 

Mar. 

4 

78.8 

1712.0 

Dec. 

2 

a 

57.2 

Apr. 

2 

78.5 

May 

7 

77.4 

E-225b-J-31 

July 

29 

a 

38.2 

June 

3 

77.2 

1878.3 

Dec. 

2 

a 

37.9 

July 

2 

77.0 

Aug. 

4 

76.9 

E-2?5c-J-31 

July 

29 

a 

47.2 

Sep. 

2 

76.8 

*1919.0 

Dec. 

2 

a 

45.8 

Sep. 

30 

76.9 

Nov. 

4 

76.8 

F-227-J-31 

Dec. 

2 

a 

71.4 

Dec. 

1 

7«.4 

2052.6 

E-201g-J-25 

Jan. 

2 

109.2 

F -229 -I -32 

Apr. 

3 

b 

72.? 

895.9 

Feb. 

Mar, 

3 
4 

105.4 
105,5 

2287.1 

Oct. 

3 

b 

76.4 

Apr. 

2 

105.2 

E-232-J-32 

Jan. 

4 

b 

171.6 

May- 

7 

103.9 

2387.1 

Oct. 

4 

b 

171.0 

June 

3 

103.8 

July 

2 

102,7 

F-272a-J-32 

Jan, 

4 

b 

51.4 

Aug. 

4 

104,9 

2267.2 

Apr. 

9 

b 

51.7 

Sep. 

2 

105.1 

July 

8 

b 

5oa 

Sep. 

30 

104.9 

Oct. 

4 

b 

50.7 

Nov. 

3 

103,8 

Dec. 

1 

103.6 

F-232b-J-32 

Jan. 

4 

b 

74.4 

2288.0 

AT>r. 

9 

b 

73,4 

E-202-J-25 

Jan. 

2 

155.5 

July 

8 

b 

73.3 

941.1 

Feb. 

Mar. 

3 

4 

154.5 
153.8 

Oct. 

4 

b 

73.7 

Apr. 

2 

153.0 

E-232e-I-32 

Apr. 

3 

b 

221.0 

May- 

7 

152.1 

2483.9 

Oct. 

b 

221.5 

June 

3 

152.6 

July 

2 

153,0 

E-233-J-32 

Apr. 

9 

b 

33.9 

Aug. 

4 

153.5 

2249.4 

Sep. 

2 

153.7 

1942 

Sep. 

30 

153.5 

Nov. 

3 

15^;.  6 

Jhh. 

5 

b 

40.0 

Dec. 

1 

151.9 

*  Correction 

to  Bulletins 

No.    39-H  and   39-1:      R.P.   elevation  1919. 

0. 

a  Measurement  from  Metropolitan  Water  District. 

b  Measurement  from  P.  E.  Kiclcs. 

Measurements  from  Riverside  Water  Basin  Records  excrpt  as  noted. 
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Dist.R.P. 

D 

ist.R.P. 

Well  Number 

to  water 

Fell  Number 

t. 

0  water 

and 

surface 

and 

surface 

R.P.  Elev. 

Date 

Feet 

R.P.  "^lev. 

Date 

Feet 

1941 

1941 

E-233d-J-32 

Jsn. 

4 

85.0 

E- 

-241-J-33 

Jan. 

4 

225.9 

2333.8 

Apr. 

9 

84.5 

2491.2 

Apr. 

9 

222.3 

July 

8 

84.4 

July 

8 

22*^.5 

Oct. 

4 

85.5 

Oct. 

4 

220.9 

E-233e-J-32 

Apr. 

9 

50.4 

F- 

-242-K-33 

Feb. 

13 

a 

93.0 

2270.0 

Oct. 

4 

94.1 

2432.7 

June 

25 

a 

90.5 

194 

.2 

F-243P-J-33 

Feb. 

10 

a 

38.6 

2854.5 

June 

24 

a 

37.1 

Jan. 

6 

58.1 

F- 

-245-K-33 

Feb. 

3 

a 

302.5 

1941 

250S.4 

June 

24 

a 

302.7 

E-233f-J-32 

Apr. 

9 

46.1 

E- 

-249-J-34 

Feb. 

10 

a 

35.6 

2299.1 

July 
Oct. 

8 
4 

46,5 
47.8 

2943.4 

June 

24 

a 

54.9 

E- 

-267-L-21 

Jan. 

13 

c 

2.3 

E-234-J-32 

Jan. 

4 

29.6 

485.2 

Feb. 

13 

c 

2,4 

2199.5 

Apr. 

9 

27.5 

Kar . 

11 

c 

3.2 

July 

8 

£3.9 

Apr. 

15 

c 

2.5 

Oct. 

4 

29.2 

May 
June 

13 
22 

c 

c 

2.1 
1.9 

E-236-J-33 

Jan. 

lU- 

94.7 

July 

19 

c 

2.0 

2349 . 0 

Apr. 

9 

93.4 

Auer. 

23 

c 

2.2 

July 

8 

92.3 

Sep. 

20 

c 

2.1 

Oct. 

A 

94 . 2 

Oct. 
Nov. 

18 
15 

c 

c 

1.8 
1.9 

E-237-K-33 

Feb. 

T 

a   45.0 

Dec. 

15 

c 

1.3 

2336.8 

June 

25 

a   45.7 

E- 

-258b-L-21 

Jan, 

13 

c 

10.4 

E-239-J-33 

Jan. 

4 

5.3 

*512.4 

Feb. 

13 

c 

10.2 

2558.9 

Apr. 

0 

b    1.5 

Vav . 

11 

c 

9.5 

July 

8 

2.0 

Apr. 

15 

c 

9.0 

Oct. 

4 

3.B 

I'ay 
June 

13 
22 

c 
c 

9.5 

9.4 

E-240-J-33 

Jan. 

4 

325.7 

July 

19 

c 

9.2 

2590.5 

A.pr. 

9 

325 . 6 

Aug. 

2? 

c 

9.8 

July 

8 

325.4 

Sep. 

20 

c 

9.6 

^ 

Oct. 

4 

325.9 

Oct. 

Nov. 

18 
15 

c 

c 

9,5 
10.0 

E-240d-J-33 

Feb. 

10 

a   139.5 

Dec. 

15 

c 

9.1 

2576.2 

June 

24 

a   138.9 

*  Nevj  elevation;  R.P.    chanp'ed. 

a  Measurement  from  I£etropolitan  Water  District, 

b  Flowing. 

c  Measurement  fromW.  VC.  Hoy. 

Measurements  from  P.  E.  Hicks  excerit  as  noted. 
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Dlst.R.P 

Well  Number 

to  water 

and 

surface 

R.P.  Elev. 

Dete 
1939 

Feet 

E-269a-L-22 

Apr.  24 

10.8 

527.8 

Uay  20 

10.4 

June  28 

11.0 

Au«r.   2 

11.6 

Aug.  29 

11.4 

Oct.   5 

11.2 

Oct.  30 

11.2 

Nov.  27 

11.0 

Dec.  21 

11.0 

* 


I 


1940 


Jan. 

23 

10.6 

Feb. 

14 

10.3 

Mar . 

5 

10.4 

Apr. 

9 

10.4 

May 

6 

10.8 

June 

3 

11.4 

Aug. 

20 

12.5 

Sep. 

23 

12.6 

Nov, 

1 

12.6 

Nov. 

14 

12.6 

1941 


Jan. 

15 

11.7 

Feb. 

27 

11.0 

Mar. 

19 

9.5 

Apr. 

9 

e.7 

Apr. 

29 

8.7 

May 

15 

8.8 

June 

13 

9.0 

Auff. 

19 

9.9 

Sep. 

12 

9.6 

Oct. 

17 

9.2 

Nov. 

14 

8.8 

Dec. 

20 

8.4 

E-270-L-21 

Jan. 

13 

a 

88.4 

612.0 

Feb. 

13 

a 

93.4 

Mar. 

11 

a 

86.2 

Apr. 

15 

a 

87.8 

May 

14 

a 

87,3 

June 

22 

8 

89.6 

July 

19 

a 

89.8 

Aup. 

23 

a 

88.5 

Dist.R.P. 

v;ell  Number 

to  water 

and 

surface 

R.P.  Elev. 

Date 
1941 

Feet 

E-270-t-21 

Sep. 

20 

a 

96.2 

Cent. 

Oct. 

18 

a 

94.1 

Nov. 

15 

a 

91.6 

Dec. 

15 

a 

89.8 

E-272-L-22 

Jan. 

14 

a 

14.4 

* 

Feb, 

13 

a 

13.2 

Mar. 

11 

a 

8.9 

Apr. 

23 

a 

8.5 

May 

14 

a 

9.0 

June 

22 

a 

8.7 

July 

19 

a 

11.6 

Aug. 

23 

a 

12.4 

Sep. 

20 

a 

12.1 

Oct. 

18 

a 

10.0 

Nov. 

15 

a 

8.9 

Dec. 

15 

a 

8.5 

E-273a-L-22 

Jan. 

14 

a 

128.8 

662.3 

Feb. 

13 

a 

128.1 

Mar. 

11 

a 

127.2 

Apr. 

23 

a 

126.4 

May 

14 

a 

123.9 

June 

22 

a 

124.9 

1939 


E-274-L-22 

Apr .   6 

20.0 

555.4 

May  16 

20.1 

June  5 

20.5 

July  10 

21.3 

Aug.  7 

22.0 

Sep.  11 

22.0 

Oct.  9 

21.8 

Oct,  31 

21.8 

Nov.  27 

21.7 

Dec.  20 

21.8 

1940 


Jan.  23 

21,2 

Feb.  15 

20.5 

Mar.   5 

20.4 

Apr.  3 

20.4 

May   6 

21.0 

June  3 

21.9 

R.P.  elevation  537.5  to  and  including  July  19,  1941,  then  537.1. 
a  Measurement  from  'A'.  W.  Hoy. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 
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Dist.R.P 

l/Vell  Number 

to  v;ater 

and 

surface 

R.P.  Elev. 

Date 
1940 

Feet 

E-274-L-22 

July  8 

23.4 

Cont. 

Aug.  19 

24.5 

Sep.  17 

24.9 

Nov.   1 

25.2 

Nov.  28 

24.9 

1941 


Jan. 

7 

23.5 

Feb. 

IB 

22.3 

Mar. 

19 

17.0 

Apr. 

8 

17.0 

May- 

15 

15.7 

June 

13 

17.2 

July 

9 

17. S 

Auf . 

19 

18.3 

Sep. 

12 

18.1 

Oct. 

17 

17.6 

Nov. 

14 

16.7 

Dec. 

16 

16.0 

E-274C-L-22 

Jan. 

14 

a 

52.1 

592.9 

Feb. 

13 

a 

51.8 

Mar. 

11 

a 

58.8 

Apr. 

23 

a 

55.3 

May 

14 

a 

55.0 

June 

22 

a 

55.8 

July 

19 

a 

59.4 

Aug. 

23 

a 

56.8 

Sep, 

20 

a 

57.2 

Oct. 

18 

a 

56.6 

Nov, 

15 

a 

55.5 

Dec. 

15 

a 

55.1 

E-275-L-22 

Jan, 

14 

a 

90.8 

628.8 

Feb. 

13 

a 

90.7 

Mar. 

11 

a 

89.5 

Apr. 

9 

a 

85.1 

May 

14 

a 

84.7 

1942 


Jen.  14 


Dist.R.P 

Well  Kurr.ber 

t 

0  water 

and 

surface 

R.P.  Elev. 

Date 
1941 

Feet 

E-276-L-22 

Feb. 

13 

a 

135.7 

577.8 

Mar. 

11 

a 

131.1 

Apr. 

9 

a 

128.4 

May 

14 

a 

130.6 

June 

11 

a 

130.5 

July 

10 

a 

129.7 

Aug. 

13 

a 

131.0 

Sep. 

9 

a 

133.0 

Oct. 

14 

a 

134.3 

E-276C-L-22 

Jan. 

14 

a 

182,4 

797.4 

Feb, 

13 

a 

181.6 

Mar. 

11 

a 

182.0 

Apr. 

9 

a 

lei.G 

May 

14 

a 

180.7 

E-277b-M-22 


1939 

May  31  b  140.5 

June  5  b  145.1 

Aug.  2  114.0 

Sep.  13  b   151.5 

Oct.  23  114.7 

1940 


Jan. 

2 

119.8 

Jan. 

24 

115.8 

Feb. 

19 

111.8 

June 

4 

111.3 

Aug. 

20  b   135.0 

Set). 

23  b  134.8 

Nov. 

4 

124.4 

Dec. 

2 

123.0 

1941 


81.7 


Jan. 

8 

119.5 

Feb. 

18 

114.4 

Sep. 

23 

100.8 

Oct. 

24 

102.8 

Nov. 

24 

115.3 

Dec. 

30 

102,3 

*^R.P.  elevation  9 "^9. 5  to  and  including'  February  19,  1940,  then  959.9, 

from  levels  by  Orange  County  Flood  Control  District. 
a  Measurement  from  V.',  ^\',  Hoy. 
b  Pur.ping. 
Measurements  from  Orange  County  Flood  Control  Distric 


:ct  except  ps   noted. 
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Dlst.R.P. 

V?ell  Number 

to  water 

and 

surface 

R.P,  Elev. 

Date 
^935 

7eet 

E-280d-L-22 

Apr.  10 

98.4 

635.9 

May  15 

99.2 

June  11 

101.2 

1937 


Apr. 

12 

99.4 

Uay 

12 

97.8 

June 

2 

97,4 

July 

12 

105.0 

Aug. 

9 

104.6 

Sep. 

15 

105.4 

Oct. 

13 

105.3 

Nov. 

18 

103.4 

Dec. 

14 

101,3 

1938 


Jan. 

13 

97,5 

Feb. 

9 

95.7 

Mar. 

9 

93.2 

Mar. 

23 

90.5 

Apr. 

11 

87.8 

May 

11 

81.1 

June 

15 

83.6 

July 

13 

84.3 

Aug. 

9 

84.5 

Sep. 

13 

84.7 

Oct. 

10 

84.2 

Nov. 

9 

84.4 

Dec. 

13 

84.4 

Dlst.R.P. 

Well  Number 

to  water 

and 

surface 

R.P,  Ilev, 

Date 
1940 

Feet 

F-280«-t-22 

Jan, 

12 

84.0 

CoRt. 

Feb. 

14 

84.0 

Mar, 

11 

82.4 

Apr, 

10 

82.7 

May 

15 

83,7 

June 

7 

84.0 

July 

10 

86.5 

Aug, 

14 

88.0 

Sep, 

11 

89.4 

Oct. 

8 

90.3 

Nov, 

13 

90.2 

Dec, 

12 

91.0 

1941 


Jan, 

13 

85.8 

Feb, 

11 

88.1 

Mar. 

5 

87.5 

Apr. 

9 

82.0 

May 

14 

75.3 

June 

11 

75.3 

July 

10 

75.1 

Aug. 

13 

76.3 

Sep. 

9 

76.9 

Oct. 

14 

76.7 

Nov. 

12 

74.0 

1942 

Jan.  14 
Feb.  12 


72.6 

74.3 


1939 


1941 


Jan.  9 

80.6 

E-282C-L-22 

Feb,  13 

a 

77.2 

Feb.  20 

80.0 

631.5 

Mar.  11 

a 

76.6 

Mar.  14 

79,3 

Apr.  9 

a 

72.4 

Apr.  10 

79.5 

May  12 

a 

67.2 

May  10 

79.7 

June  11 

a 

74.9 

July  10 

81.4 

July  10 

a 

74,9 

Sep.  12 

83.7 

Aug.  13 

n 

75.9 

Oct.  11 

84.9 

Sep,   9 

a 

57.2 

Nov.  14 

85.9 

Oct.  14 

a 

76.7 

Dec.  13 

86.6 

Nov.  12 

a 

55.8 

a  Lleasurenent  from  V».  V;.  Hoy. 

Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 
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Well  N\imber 

and 

R.P.  Elev. 


Date 


Dist.R.P. 
to  vater 
surface 
Feet 


Well  Number 

and 

R.P.  Elev. 


Date 


Dist.R.P. 
to  water 
surface 
Feet 


1941 


1941 


E-282f-L-22 

Jan. 

14 

a 

70.8 

629.2 

Feb. 

13 

a 

70.2 

Mar , 

11 

a 

69.4 

Apr. 

9 

a 

63.4 

May- 

14 

a 

57.0 

June 

11 

a 

55.4 

July 

10 

a 

56.7 

Aug. 

13 

a 

55.4 

Sep. 

9 

a 

57.5 

Oct. 

14 

a 

58.4 

Nov. 

12 

a 

57.1 

E-285C-L-23 

Apr. 

29 

13.4 

*609.9 

May 

15 

11.7 

June 

11 

13.3 

July 

10 

14.6 

Aug. 

22 

15.4 

Sep. 

16 

17.5 

Oct. 

21 

b 

21.8 

Nov. 

17 

20.3 

Dec. 

23 

20.4 

E-287C-L-23 
559.4 


1939 

Apr.  25 
May  22 
July  10 
Sep.  11 
Oct.  10 
Oct.  31 
Nov.  28 

1940 


Jan. 

29 

Feb. 

15 

Mar, 

5 

Apr. 

8 

May 

8 

June 

4 

July 

9 

Aug. 

23 

Nov. 

4 

Nov. 

28 

65.5 
55.4 
55.5 
72.4 
72.0 
72.4 
73.2 


74.3 
75.1 
74.4 
74.7 
73.8 
75.1 
75.3 
78.2 
79.0 
79.4 


E-2B7C-L-23 

Jan. 

8 

79.0 

659,4 

Feb. 

18 

78.0 

Mar . 

11 

74.5 

Apr. 

28 

54.2 

May 

15 

53.5 

June 

11 

54.1 

July 

10 

55.0 

Aug. 

22 

56.9 

Sep. 

16 

58.3 

Oct. 

21 

50.7 

Dec. 

30 

51.7 

E-291b-L-23 

Jan. 

13 

a 

26.9 

644.8 

Feb. 

13 

a 

21.3 

Mar. 

11 

a 

14.0 

Apr. 

15 

a 

1.0 

May 

13 

a 

0.0 

June 

22 

a 

0.5 

July 

19 

a 

1.8 

Aug. 

23 

a 

5.4 

Sep. 

20 

a 

8.1 

Oct. 

18 

a 

9.8 

Nov. 

15 

a 

10.2 

E-291g-L-23 

Jan, 

14 

a 

37.9 

550.9 

Feb. 

13 

a 

38,7 

Mar. 

5 

a 

29.3 

Apr. 

9 

a 

8.0 

May 

14 

a 

7.5 

E-294-L-23 

Jan. 

2 

c 

25.1 

659.4 

Feb. 

3 

c 

24,4 

Mar. 

3 

c 

22.2 

Apr. 

1 

c 

16.4 

May 

5 

c 

13.1 

July 

1 

c 

15.4 

Aug. 

1 

c 

15.2 

Sep. 

2 

c 

15.7 

Sep. 

30 

c 

16.1 

Nov. 

3 

c 

15.0 

Dec. 

1 

c 

14.7 

*  Corrected  R.P.  elev&tion;  frora  levels  by  Orange  County  Flood  Control 

District, 
a  Measurement  from  W,  ¥.   Hoy. 
b  Pumping. 

c  Measurement  from  Riverside  ''."ater  Bas 
Measurements  from  Oran/^e  County  Flood 


sin  Records. 
Control  District  except  as  no 


ted. 
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Well  Number 

and 

R.P.  Elev. 


Date 


Dist.R.P. 
to  water 
surface 
Feet 


VJell  Nunber 

and 

R.P.  Elev. 


Date 


Dist.R.P. 
to  water 
surface 
Feet 


1941 


1941 


E-298-L-24 

Jan. 

2 

20.3 

F-298U-L-24 

Hay 

6 

a 

9.2 

686.1 

Feb. 

•7 

17.7 

686.4 

Nov. 

21 

a 

10.7 

tier . 

S 

14.0 

Dec. 

30 

a 

10.3 

Apr. 

1 

10.2 

May 

6 

8.6 

Nov. 

3 

10.9 

Dec. 

1 

11.3 

a  Measurement  from  Orange  County  Flood  Control  District. 
Measurement  from  Riverside  Water  Basin  Records  except  es  noted. 


I 


I 
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SOUTH  COASWl  BASIN  II^r^STIGATION 
Records  of  Grouna  'A'ater  Levels  at  i.Vells 
in  San  Jacinto  Valley 


i 


i 


VAP   9 


99 


2S3W26A 


T,Y.    219 


Location — 1300  feet-v;e£t  and  90.0  f-eet  north  of  southeast  corner  of 
Secfibn  25,  about-  ?.400  feet  northwest  of  intersection  of  Redlands 
Eour^vard  and  Locust  Avenue. 

Reference  point--Top -cf  casin-?  at  groum?. 

Elevation  of  reference  point — 

Use-^Not  used.  'Depth —  Casing' — 16  inches. 


Date 


1940 


Dist.R.P. 

to  water 

surface," 

Feet 


June  5  a 


75.8 


Date 


1941 


Jan.  23 


Dist.R.P. 

to  water 

surface, 

Feet 

Date 
1942 

Dist.R.P 

to  water 

surface, 

Feet 

82.7 

Jan.   5 

74.6 

£  lleasurement  from  lietropolitan  'Vater  District. 

!.!easurements  from  Division  of  Water  Resources  exceiDt  as  noted. 


I'AP  9 


3S41V25A 


P.V.  17 


Location — 150  feet  south  and  2500  feet  east  of  northvest  corner  of 

Section  25.  In  March  Field.  At  southeast  corner  Iris  Avenue  and 

U.S.  His'hv.-ay  395. 
Reference  point — (a)  Top  of  concrete  block  at  ground  throusrh  I'ay  13, 

1935,  then  (b)  top  of  wooden  clar.p  0.5  foot  above  ground. 
Elevation  of  reference  point  — (a)  1534,  estimated  from  3S4W25P;  (b) 

1534.5. 
Use — Not  used.  Depth—  Casinsr — 

Other  numbers — U.S.G.S.  "New  Alessandro"' . 


Dist.R.P. 

Dist.R.P. 

Dist.R.P, 

to  water 

to  v-ater 

to  water 

surface. 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1928 

1929 

1930 

Feb.  21 

55.5 

May   1 

a    65.9 

Mar .   4 

64.4 

June  6 

58.1 

Sep.   7 

65.3 

May  21 

64.2 

Aug.  15 

58.5 

July  31 
Dec.   4 

64.1 
63.9 

iro 


3S4""2eA  Continued 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Teet 


Date 


Dist.P.P. 

to  water 

surfftce, 

Feet 


1931 


1976 


1939 


Mar.-  4 

63.3 

Feb.   7 

64.4 

Feb.   2 

b 

50.3 

June. 12  a 

54.6 

L'ay  13 

b 

51.3 
61.7 

Feb.  14 

50.0 

Aug.  25  a 

56.4 

July  31 

May  31 

59.9' 

Aug.  12 

a 

53.8 

June  8 

b 

50.2 

1932 

Oct.  29 

b 

51.7 

Aug.  23 

59.9 

Nov.  5 

61.1 

SeT5,  28 

b 

50.0 

Har.  8 

62.8 

Dec.  23 

b 

6C,9 

Nov.  15 

59,7 

May   3 

62.8 

Aug.  10 

62.7 

1937 

1940 

Nov.  18 

63.0 

Feb.   3 

61.2 

Jan.  17 

b 

59.5 

1933 

liar.  24 

b 

61.1 

Feb.  15 

59.4 

Way   7 

51.2 

Aug.   9 

b 

59.5 

Feb.   6 

54.0 

June  21 

b 

61,1 

May  18 

62.2 

Sep.  15 

51.1 

1941 

Aug.   4 

62.7 

Oct.  4 

b 

50.5 

Nov.  10 

62.2 

Nov.  19 

SO. 8 

Jen.  '4 
Apr.   7 

c 
b 

59.1 
59.6 

1934 

1938 

Hay  14 
June  18 

b 
b 

59.4 
59.2 

Feb.   6 

62.0 

Jan.  5 

b 

60.8 

July  15 

a 

59.4 

Dec.   4 

61.6 

Feb.  23 

60.5 

Sep.   9 

b 

59.4 

l.!ar.  29 

b 

60.4 

Oct,   9 

b 

59.1 

1935 

Llay   4 
July  13 

b 

60.4 
60.6 

Nov*  13 

b 

58.8 

Feb.  26 

52.8 

Oct.  22 

50.2 

1942 

Hay   7 

61.5 

Nov.  3 

b 

50.7 

Aug.   5 

51.6 

Jan.  14 

c 

58.4 

^^v .   4  a 

61.8 

a  '.indmill  punping. 

b  lleasurement  from  lletropolitan  '.''ater  District. 

c  y.easurenent  from  Division  of  Vvater  Resources. 

Measurements  from  United  States  Geoloerical  Survey  excent  as  noted, 


101 


VAP  9 


2SmZ6B 


RIVERS IDF  COUNTY 


P.V.  17A 


Location— 130  feet  south  and  2600  feet  east  of  northwest  corner  of 

Section  26,  20  feet  north  of  3S4W26A. 
Reference  point— At  ;?round. 

Elevation  of  reference  point — 1534,2,  from  levels  by  D.W.R. 
Use — Abandoned.  Depth — 87  feet.  Casinp — 7  inches. 

Other  numbers — Harding  413,  Waring  7. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface. 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1915 

1922 

1925 

Nov. 

77. 

Apr.   7 

73.2 

Mar.  12 

68.0 

May  15 

73.4 

Kay  26 

58.0 

1920 

Auf?.  2 

75.5 

Aug.  25 

68.9 

act.  27 

72.5 

Nov.   3 

68.0 

May  18 

80.3 

1923 

1926 

1921 

May  13 

67.7 

Feb.  26 

67.0 

Oct.  25 

67.5 

Feb.  10 

77.1 

June  5 

68.4 

May  13 

78.8 

Sep.  17 

58.2 

1927 

July  25 

77.1 

Dec.   6 

55.8 

Oct.  10 

75.0 

June  24 

•66.7 

1924 

Oct.  17 

67.1 
Filled 

Feb.  26 

57,4 

Aug.  25 . 

69,1 

Measurements  from  United  States  Geological  Survey. 


MAP  9 


3S4W36A 


P.V.  185 


Location— 500  feet  north  and  400  feet  west  of  center  of  Section  35. 
Reference  point — Top  8  x  10  inch  blocks,  0.8  foot  above  floor  and  one 

foot  above  ground. 
Elevation  of  reference  point — 1495.0,  from  M.W.D. 
Use— Domestic.  Depth— 161  feet.  Casing— 10  inches. 


10£ 


3S4V>'36A     Continued 


Date 


1911  a 


1940 


Dist.R.P. 

Di 

Pt.R.P. 

Dist.R.P 

to  water 

to 

water 

to  water 

surface, 

su 

rface, 

surface, 

Feet 

Date 

Feet 

Date 

Feet 

73. 

1941 

1942 

jBn.  23 

b 

95.6 

Jan.  24 

b 

90.5 

Mar.  15 
Aug.  8 


92.5 


a  Measurement  by  driller. 

b  Ueasurenent  from  Division  of  V'ater  Ppsources. 

Measurenents  from  Metropolitan  V'ater  District  except  as  noted. 


MAP  9 


3S4W35B 


P.V.  39A 


Location — 200  feet  north  and  1200  feet  east  of  southwest  corner  of 

Section  35.   200  fept  east  and  100  feet  north  of  (P.V. 39)  3S4'^'36C. 
Reference  point — Top  of  casin.o,  O.S  feet  above  ground. 
Elevation  of  reference  point — 1507.7 
Use — Domestic.  Depth —  Casin? — 10  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1940 

1941 

1942 

Jan.  18 

124.2 

Jan.  24 

127.9 

Jan.  2 

a  133.1 

Aug,  8 

131.6 

Apr.  7 
Hay  14 
June  18 
July  16 
Sep.   9 

189.4 
129.7 

130.2 
132.0 

132.0 

a  Measurement  from  Division  of  Water  Resources. 

Ileasurenents  from  Metropolitan  V/ater  District  except  as  noted. 


103 


1!AP   9 


3S4Vi'35C 


TfJENTi'/CRTH 


P.V.  39 


Location — 100  feet  north,  1000  feet  east  of  pouthwest  corner  of  Section 

36,  100  feet  north  and  ICO  feet  east  of  corner  of  Oleander  Avenue  and 

Riverside-Perris  Highway. 
Reference  point — (a)  Top  of  clairiT)  tv?o  inches  above  casing  throu^-h  Decen- 

ber  2,  1925;  then  (b)  top  of  casing  1.8  feet  above  .o-round. 
Elevation  of  reference  point  —  (a)  1508.3;  (b)  1510.1^  fro.-n  levels  hy 

D.W.R. 
Use — Domestic.  Depth —  Casinc — 7  inches. 

Other  numbers — Hardia^  423. 


Date 


Dist.R.P. 

to  v.'ater 

surface, 

"Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

t^eet 


1921 


1924 


1937 


Nov.  14 
Nov.  28 

1922 


Jan. 

12 

Feb. 

7 

Mar . 

20 

Apr. 

24 

May 

25 

June 

28 

July 

25 

AU;7. 

28 

Sep. 

23 

Oct. 

25 

Nov. 

15 

112.6 
113.0 


113.0 
112.6 
112.5 
112.6 
113.1 
113.1 
113.1 
113.0 
115.3 
113.0 
113.2 


Oct.   4 

113.5 

1925 

Dec.   2 

114.6 

1936 

Nov.  12 

a 

128.3 

Dec.  23 

a 

129.4 

I'ar.  24 

a 

123.4 

June  21 

a 

125.2 

Oct.   6 

a 

124.3 

1938 

Jan.   5  a 
I.:ar.  29  b 


a  Measurement  from  Metropolitan  VJater  District. 

b  V.'ell  sealed  with  concrete. 

Measurements  from  Division  of  Y/ater  Resources  except  as  noted, 


122.2 


1C4 


MAP  9 


3S3W1A 


L.  S.  TROWN 


P.V.  75 


Location — 350  feet  south  and  450  feet  eest  of  west  quarter  corner  of 
Section  1,  550  feet  south  of  rjrevillea  Avenue  (State  Hiprhway)  and  450 
feet  east  of  Redlaids  Boulevard. 

Reference  point — Top  pur'.p  base  throuph  iV  inch  air  line  hole  south  side, 
0,5  foot  above  grcund. 

Elevation  of  reference  point  —  17t4.5,  from  M.Vi'.D.  topoB. 

Use — Irrigation.  Depth — 850  feet.  Casinp — 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1940 

1941 

1942 

Jan.  18 

a   250.3 

Jan.  n3 

249.3 

Jen.   5 

249 . 7 

a  Measurement  from  Metropolitan  Water  District. 

Measurements  from  Division  of  Water  Resources  erceut  as  noted, 


MAP  9 


3S3W2A 


P.V.  75 


Location — 900  feet  south  and  50  feet  V'(?st  of  nort*^>~ast  corner  of  Section 
2,  50  feet  west  of  Redlands  Boulevard  an'  1750  f-^et  north  of  Grevillea 
Avenue  (State  Highway)  about  two  miles  north  of  Moreno. 

Reference  point — Bottom  Inside  fdpo  of  8  inch  olbow  at  north  si'le  of 
casing  0.5  foot  abovo  isyround. 

Elevation  of  reference  point — 1810.5,  from  IJ.W.D.  topoe. 

Use— Not  used.  Depth —  Casinr- — 12  inches. 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


Date 


Dist.R.P. 

to  water 

surfe.ce, 

Fret 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1939 


1941 


1942 


Sep.  27 

247.3 

Jan.  £3  a 

248.0 

Nov.  24 

247.4 

Apr.   7 

247.5 

May  14 

247.4 

1940 

June  18 

247.4 

July  16 

247.5 

Jan.  18 

247.5 

Sep.   9 

£47.4 

Oct.   8 

247.6 

Nov.  14 

247. '7 

Jan,  5  a 


247.8 


a  Measurement  from  Divirion  of  V.'ater  Resources. 

Measurements  from  Metropolitan  V/ater  District  except  as  noted, 


105 


IJAP  9 


3SW2B 


P.V.  80 


Location--500  feet  south  and  50  feet  east  of  west  quarter  corner  of 

Section  S,  50  feet  east  of  Pettitt  Street  and  500  feet  south  of 
Grevillea  Avenue  (State  ?Ii£^hway). 

Reference  point— -Top  edge  of  if-  inch  hole  in  punp  base  west  side  of 
well,  0.5  foot  above  ground. 

Elevation  of  reference  point — 1768.5,  froin  M.VJ.D.  topog. 

Use — Not  used.              Depth —  Casino-- 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1941 

1942 

Sep.  27 

a 

307.6 

Jan.  22 

b 

314.2 

Jan.   6 

b 

324.6 

Nov.  24 

a 

310.7 

Apr.   7 
May  14 

a 

305,2 
304.8 

^0 

1940 


Jan.  24 


310.1 


a  Punping  one-fourth  mile  east. 

b  Measurement  from  Division  of  Vv'ater  Resources. 

Mepsurements  from  Metropolitan  V.'nter  District  except  as  noted, 


ZiSmeA 


MAP  9 
A.  LAUER 


P.  V.  64 


Location — 2000  feet  east  and  1500  feet  north  of  southvest  corner  of 
Section  5,  on  Sunnymead  Subdivision,  one-eis-hth  riHe  vjpst  of  Indian 
Avenue  and  150  feet  north  of  Fir  Avpnue. 

Reference  point — Top  of  cnsinp  at  .fJround . 

Elevation  of  reference  point — 1620  feet,  from  H.W.D.  topog. 

Use — Domestic.  Depth — 285  feet.  Casing — 5  inches, 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1938 


1939 


1941 


Jan.   5 

141.0 

June   7 

139.7 

Jan.  23 

a 

142.6  . 

Mar.  29 

140.0 

Sep.  27 

140.5 

July  12 

140.0 

1942 

Nov.   S 

140.6 

1940 
Jan.  17 

140.2 

Jan.  14 

a 

139.8 

a  Measurement  from  Division  of  Water  Resources. 

Measurements  from  Metroinolitan  Water  District  excerit  ?s  noted. 


V.AP   9 

3S3"A'6B  EUNlJYlffiAD  KUTOAL  'VATER  CO.  P.V.    69 

Location — 50  feet   Fouth  and  50  feet  east  of  northwest   corner  of  Zection 

6,    near  southeast  corner  of   Ironvood  and  Heacock  Avenue. 
Reference  point — Opening  in  top  of  bent  casinf?  two  feet  above  ground. 
Elevation  of  reference  point — 1652,    from  I,!.i".D.    topoff. 

Use — Not  used.  Depth —  Casinp — 12   inches, 

Other  numbers — V/aring  1. 


Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  wnter  to  water  to  water 

surfe.ce,  surface,  surface, 

Date               Feet  Date               Feet  Date               Feet 

1938  1940  1942 

Jan.    20             162.8  Jan.   17             162.9  Jan.    14     b       162.9 

Mar.   29     a       162.5  Aug.     8     a       155.0 


July  12  164.7 

Nov.      2  154.1  1941 


1939 


Feb.      1  162.9 

June     7  164.2 

Sep.    27  163.9 


Jan. 

23 

b 

15^.9 

Apr. 

7 

162.4 

May 

14 

16^.3 

June 

18 

a 

167.2 

July 

16 

a 

167.9 

vSec. 

Q 

155.5 

Oct. 

8 

164.9 

Nov. 

14 

163.7 

a  Pumpinp  nearby. 

b  Lieasurement  from  Division  of  V'ater  Resources. 

l!eQsurenents  from  Metropolitan  V'ater  District  except  as  noted. 


F-AP   9 
3S3W5C  EDGELIONT  GARDENS  LIUTLtAL  VJATER  CO.  P.V.    25 

Location--1200  feet  north  and  1050  feet  east   of  southwept   corner  of 
Spction  S,    1050  feet  east  of  Ileacock  Avenue  and   150  feet  south  of  Fir 
Avenue   in  Sunnyn^ad  Farm. 

Reference  point — Top  of  casinp,    3.0  feet  ebove   ground. 

Elevation  of  reference  point — 1617.3,   from  levels  by  D.'.'^R. 

Use— Not  used.  Depth — 300+  feet.  Casins--12  inches. 

Other  numbers — Harding  409. 
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3SS'JoC  Continued 


Dist.R.P. 

Dist.E."P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922  Cont'd. 

1924 

Nov.  1£ 

126.5 

Apr.  24 

128 . 3 

Oct.  10 

180.0 

Nov.  S8 

128.5 

Hay  25 

128.4 

June  28 

128.4 

1925 

1922 

July  25 

128.4 

Aug.  28 

128.4 

Nov.  17 

129.2 

Jan.  12 

128.4 

Sep.  23 

12S.4 

Feb.   7 

128.4 

Oct,  25 

128.3 

Mar.  20 

128.3 

Nov.  16 

128. 3 

Measurements  from  Division  of  VJater  Resources. 


I.!AP  9 


3S»J7A 


H.  F.  "'ARRF!^^ 


P.V.  33 


Location — 200  feet  north  and  50  feet  vest  of  southeast  corner  of  Section 
7,  at  northwest  corner  of  Allessandro  Avenue  snd  Judson  Street  (exten- 
sion of  Perris  Blvd.) 

Reference  point--Top  of  4  inch  block  on  casin.'r,  0.3  foot  above  ground. 

Elevation  of  reference  point--1555,0,  from  levels  by  D.^'/.R. 

Use — Domestic.  Depth--113  feet.  Casinp' — 6  inches. 

Other  numbers — Hard  in?  408. 


Date 

1921 

Nov.  12  a 
Nov.  28  a 

1922 


Dist.R.P. 

to  water 

surface, 

Feet 


78.8 
78.7 


Jan. 

12 

o 

78.8 

Feb. 

7 

a 

78.8 

Mar . 

20 

a 

78.6 

Apr. 

24 

a 

78.5 

May 

25 

a 

78.4 

Date 


Dist.R.P, 

to  water 

surface. 

Feet 


1922  Cont'd. 


June 

28 

ab 

79.2 

July 

25 

ab 

79.3 

Au.i?. 

28 

a 

78.3 

Sep. 

23 

a 

78.9 

Oct. 

25 

a 

78.7 

Nov. 

16 

a 

78.8 

19: 

?4 

Oct. 

1 

a 

77.5 

Date 
•  1925 
Nov.  17  a 

1936 
Dec.  23 

1937 

Mar.  24 
June  21 
Oct.   4 


Dist.R.P. 
to  water 
surface, 
Feet 


77.2 


82.7 


81.8 
81.7 
78.4 


loe 


3S3W7A  Continued 


Dlst.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1938 

1940 

1941  Cont'd. 

Jan.   5 

78.2 

Jan,  17 

77.2 

Sep,   9 

77.0 

Mar.  29 

77.8 

Aug.  8 

78,2 

Oct.   8 

77.0 

July  12 

82.7 

Nov.  14 

76.9 

Nov.   2 

77.2 

1941 

1942 

1939 

Jan.  £3 

a    79.0 

Apr.   7 

77.3 

Jan,  12 

a 

75.7 

Feb.   1 

77.6 

May  14 

77.2 

June  7 

b    82.0 

June  18 

77.8 

Sep.  27 

77.4 

July  15 

77.0 

a  Measurement  from  Divipion  of  Weter  Resources. 

b  Pumping. 

Measurements  from  Metropolitan  V.'ater  District  except  as  notef^. 


MAP  9 


3S3V;7B 


W.  B.  DAVIS 


P.V.  55 


Location — 800  feet  west  and  300  feet  north  of  e^st  quarter  corner  of 
Section  7,  0.15  mile  west  of  Judson  Avenue  and  200  feet  north  of 
Cottonwood  Avenue. 

Reference  point — Top  of  cover  plate,  2.?  feet  above  ground. 

Elevation  of  reference  point — 1592.2,  from  M.V-'.D.  topof?. 

Use — Domestic.  Depth — 150  feet.        Casing? — 8  inches  or 

10  inches. 


Date 


Dist.R.P. 

to  water 

surfp-ce. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1938 


1939 


1941 


Jan,  5 

105.3 

Sep.  27 

103.5 

Jan.  23 

b 

105.3 

Mar.  29 

106.9 

July  12  a 

104.6 

1940 

1942 

Nov .  2 

103.9 

Jan.  17 

105.0 

Jen.  12 

b 

104.5 

Au^.   8 

105.6 

a  Pu.TOinpr. 

b  Measurement  from  Division  of  Water  Repources. 

lieasurements  from  Metropolitan  Water  District  except  as  noted. 
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3S3W8A 


MAP  9 
C.  HIANCZEK 


P.V.  302 


Location — 100  feet  south  and  600  feet  east  of  northwest  corner  of 

Section  8. 
Reference  point — Top  of  casinii;,  north  side,  2.0  feet  above  STOund. 
Elevation  of  reference  point — 
Use — Irrigation  Depth—  Gasin? — 18  inches. 


Dist.R.P. 
to  water 
surface, 
Date      Feet 


Date 


1941 


Jan.  22 


Dist.R.P. 

to  water 

surface. 

Feet 

Date 
1942 

Dist.R.P 
to  water 
surface. 

Feet 

128.2 

Jan.   7 

126.6 

Measurements  from  Division  of  Water  Resources, 


3S3W1U 


MAP  9 


MORENO  SCHOOL 


P.V.  42 


Location — 200  feet  north  and  1050  feet  west  of  southeast  corner  of 
Section  11,  0.2  mile  west  of  Redlands  Avenue,  200  feet  north  of 
Alessandro  Avenue. 

Reference  point — Top  of  casing,  0.9  foot  above  ground. 

Elevation  of  reference  point — 1612*3,  from  levels  by  D.^''.R. 

Use— Domestic.  Depth — 136  feet.  Casing — 

Other  numbers — Harding  403. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface. 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1924 

Nov.  11 

121.3 

Jan.  12 

121.3 

Oct.  1 

123.0 

Nov.  28 

121.4 

Feb.   7 

121.3 

Mar.  20 

121.2 

1925 

Apr.  24 

120.8 

May  25 

121.3 

Nov.  19 

120.6 

June  28 

121.3 

July  25 

121.2 

Aug.  28 

121.1 

Sep,  23 

121.1 

Oct.  25 

121.1 

Nov.  16 

121.1 

Measurements  from  Division  of  Water  Resources. 
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l!AP  9 
3S3W12A  P.V.  88 

Location — 20  feet  east  and  ?50  feet  north  of  the  southwest  corner  of 
Section  12,  1350  feet  east  of  Pedlands  Boulevard  and  350  feet  north  of 
Alessandro  Avenue. 

Reference  point — Top  of  casin"  in  concrete  block,  west  side,  0.8  foot 
above  pround. 

Elevation  of  reference  point — 1501,  from  I'.V.'.D.  topo£?. 

Use— Not  used.  Depth— 572  feet.       Casine — 15  inches. 


Dist.R.P, 

f 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface. 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1940 

1942 

Sep.  29 

107.2 

Jan.  18 

106.8 

Jan.   6 

a   107.6 

Nov.  24 

107.4 

1941 
Jan.  22 

a   107.0 

a  Measurenent  from  Division  of  V.'nter  Resources, 

Measurements  from  Metropolitan  V.'ster  District  excer't  as  noted. 


YJ^   9 
3S3W13A  KfZNDRIGK  ESTATE  P.V.  74 

Location--75  feet  south  and  200  feet  east  of  northv^est  corner  of  Section 
13,  75  feet  south  of  Alessandro  Avenue  and  200  feet  past  of  Redlands 
Boulevard. 

Reference  point — At  1  inch  hole  in  ^1  inch  diameter  fiance  resting  on  12 
inch  casine;,  1  foot  above  pround. 

Elevation  of  reference  point — 1596.4  from  levels  by  II.W.D. 

Use — Not  used.  Dppth —  Cesin? — 12  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P, 

to  water 

to  watt?r 

to  water 

surface. 

surface, 

surface, 

Date 

Feet 

Dste 

Feet 

Date 

Feet 

1939 

1940 

1941 

Sep.  27 

101.9 

Jan.  le 

101.2 

Jan.  22 

0   101.4 

Nov.  24 

101.7 

Aus:.  9 

107.1 

1942 

Jp.n.   5  a   101.8 


a  Lleasureraent  from  Division  of  '.'.'ater  Rerourcer. 

Measurements  from  Metropolitan  V/ater  District  except  as  noted. 


Ill 


MAP  9 


3S3W15A 


P.V.  113 


Location — 900  feet  east  and  500  feet  north  of  west  quarter  corner  of 
Section  15,  900  feet  east  of  Nason  Street  and  600  feet  north  of  Cactus 
Avenue . 

Reference  point — Top  casing,  0.2  foot  above  ground. 

Elevation  of  reference  point — 1550.2  from  M.V.'.D.  topog. 

Use--Doinestic.  Depth —  Casing — 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  -water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1941 

1942 

Nov.  24 

a 

79.8 

Jan.  2?. 

77.4 

Jan.   6 

77.0 

1940 

Jan.  13 

a 

79.5 

a  Measurement  fror.  Metropolitan  Water  District. 

Measurements  from  Division  of  Water'Resources  excer,t  as  noted. 


riAP  9 


3S3VJ15B 


P.V.  41A 


Location~300  feet  west  and  150  feet  north  of  center  of  Section  15, 
northwest  corner  of  Cactus  Avenue  and  Oliver  Street,  southwest  of 
Moreno. 

Reference  point — Top  of  casing,  0.5  foot  above  ground. 

Elevation  of  reference  point— 1538.0,  from  M.W.D.  topog. 

Use— Not  used.  Depth—  Casing--14  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1935 

1938 

1939 

Nov.  12 

57,6 

Jan.   5 

65.2 

Feb.   1 

53.7 

Mar.  29 

55.5 

June  7 

53.5 

July  12 

65.4 

Sep.  27 

63.4 

Nov.   2 

64.5 

Sep.  27 
Nov.  24 

63.3 
64.4 
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3S3V.'15.n  Continued 


Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

1940 

1941 

Jan.  17 

62.8 

Jan.  22 

a    52.5 

V.&T.      3 

52.8 

Au-;;.   8 

52.6 

Date 


1942 


Jan. 


Dist.R.P. 

to  water 

surface, 

Feet 


61.0 


a  Measurement  from  Division  of  V'ater  Repources. 

Ileasurementp  from  Metropolitan  V'ater  District  e-'cept  as  noted. 


3S3Va5C 


L!ORIi:0  V''ATm  CO. 


P.V.    41 


Location — 150  feet  north  and  200  feet  v;est  of  center  of  Section  15, 

northwest  corner  Cactus  Avenue   and  Oliver  Street,    southv.est  of  L'oreno. 
Reference  point--Top  of  casing,    0.3  foot  above  ground. 
Elevation  of  reference  point — 1554.8,    from  levels  by  D.'/.'.R. 
Use — Irrigation.  Depth — 480  feet.  Cesin-? — 14  inches. 

Other  numbers — Harding  405. 


Date 


1921 


Nov.   28 


Dist.R.P. 

to  water 

surface. 

Feet 


113.5 


Date 


1922 


Dist.R.P. 

to  water 

purf ace. 

Feet 


Meaaurements  from  Division  of  Water 


Jan. 

12 

87.0 

Feb. 

7 

85.7 

Mar. 

20 

84.4 

Apr. 

24 

B3.5 

May 

25 

83.0 

Jxme 

28 

82.2 

July 

25 

81.8 

A\X4.: 

28 

81.0 

Sep» 

23 

80.7 

Oct. 

25 

80.1 

Nov. 

15 

79.8 

iQ  of  Wa  ter 

Re.sources. 

Date 

Tjist^R.P. 

to  water 

surface, 

Feet 

1925 

Nov.  17 

128.8 

n: 


IIAP  9 

3S3VJ18A  0.  L.  ^RIT)CrT!:S  P,V.  289 

Location — 60  feet  south  and  ^5  feet  epst  of  center  of  Section  18,  50  feet 

south  of  Cectus  Avenue  and  75  feet  east  of  Indian  Avenue. 
Reference  point — Top  of  casing  at  »Tound. 
Elevation  of  reference  point — 
Use — Not  used.  Depth — 125  feet.  Casing — 5  inches, 

Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  vmter  to  water  to  v.'ater 

surface,  surface,  surface, 

Date       Feet  Date       Feet  Date       Feet 

1941  1942 

Jan.  23  a    78.7 Jan.  12 78.9 ^ 

a  Pumping  nearby. 

Measurements  from  Division  of  Water  Resources. 


MAP  9 
3S3VI19A  ALICE  (TRl'PTIN  P.V.  34 

Location — 100  feet  south  and  500  feet  east  of  northvest  corner  of 
Section  19,  100  feet  south  and  500  feet  east  of  Fschscholtzia  Avenue 
and  Heacock  Street. 

Reference  point — Top  of  caslns?  at  piround. 

Elevation  of  reference  point — 1523.4,  from  levels  by  D.'/i.R. 

Use — ^Domestic,  Depth — 100  feet.  Casinff — 7  inches. 

Other  numbers — Harding  410. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  v^ater 

to  vater 

to  '-vater 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922  C' 

ont'd. 

1925 

Nov.  12 

a 

62.8 

Aug.  28 

a    53.4 

Nov.  30  a     62.5 

Nov. .28 

a 

52.9 

Sep.  23 
Nov.  15 

a    53.5 
a    53.2 

1936 

1922 

1924 

Nov.  12 

55.7 

Jan.  12 

a 

53.2 

Dec.  23 

55.7 

Feb.-  7 

a 

53.1 

Oct.  4 

a    53,0 

Mar.  20 

a 

52.9 

1937 

Apr.  24 

a 

52.8 

May  25 

a 

52.8 

June  21 

61.5 

June  28 

at 

)   71.0 

Oct.   4 

51.3 

July  25 

a 

63.7 
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2S5W19A  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1938 

1940 

1941  Cont'd. 

Jan.   5 

62.0 

Jan.  17 

62.9 

June  18 

50.4 

July  12 

75.8 

Aug.  e 

c    66.4 

July  15 

60.2 

Nov.   2 

58.6 

Aug.  8 

54.3 

Sep.  9 
Oct.  9 

50.1 
60.0 

1939 

1941 

Nov.  13 

60.3 

Feb.   1 

56.6 

Jan,  23 

a    54.0 

1942 

June  7 

60.5 

Apr,   7 

63.0 

Sep.  27 

62.5 

Kay  14 

51.4 

Jan.  12 

a 

50.8 

a  Measurement  from  Division  of  V/ater  Resources. 

b  Just  finished  pumping. 

c  Punpine^  intermittently, 

Upasurenents  from  Metropolitan  V/ater  Distr'Ct  except  as  noted. 


MAP  9 


3S3W19B 


P.V.  53 


Location — 2500  feet  north  and  800  feet  east  of  southwest  corner  of  Sec- 
tion 19,  one-half  mile  north  of  Iris  Avenue  and  300  feet  east  of  Hea- 
cock  Avenue. 

Reference  point — (a)  Top  of  casing,  ?.. 4  feet  above  ground,  throu^^h  Novem- 
ber 16,  1922;  then  (b)  drilled  hole  in  pumr  base,  1.1  foot  above  ground. 

Elevation  of  reference  point~(a)  1519.0;  (b)  1517.7;  from  levels  by 
D.W.R. 

Use — Not  used.  Depth — IIS  feet.        Caping--12  inches. 

Other  numbers — Harding  411. 


Dist.R.P. 

Dist.R.P, 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1922  Cont'd. 

Nov.  12 

59.0 

Jan.  12 

59.1 

July  25 

58.9 

Nov.  28 

69.0 

Feb.   7 

59.2 

Aug,  28 

68.8 

Mar,  20 

59.1 

Sep.  23 

68.8 

Apr.  24 

69.0 

Oct.  25 

58.8 

May  25 

59.0 

Nov.  16 

58. « 

June  28 

58,9 
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3SOT19B  Continued 

Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  water  to  water  to  water 

surface,  surface,  surface, 

Date       Feet  Date       Feet  Date       Feet 

1938  1939  1941 

69.3 


58.2 


Jan.   5 

a 

69.0 

Feb.   1 

a 

68.7 

Jan.  23 

Mar.  29 

a 

58.7 

Sep.  27 

a 

68.7 

July  12 

a 

68.8 

1942 

Nov.   2 

a 

68.8 

1940 

Jan.  17 
Alio;.   8 

a 
a 

68.7 
69.1 

Jan.  12 

a  Measurement  from  Metropolitan  Water  District. 

Measurements  frora  Divifion  of  Water  Resources  except  as  noted, 


MAP  9 

3S31/V19C  P.V.  56 

Location--0.3  mile  north,  75  feet  east  of  southwest  corner  of  Section  19, 

0.3  mile  north  of  Iris  Avenue,  75  feet  east  of  Heecock  Street. 
Reference  point — Top  of  casins;,  1.2  feet  above  ground. 
Elevation  of  reference  point— 1508.4,  from  M.W.D.  topog. 
Use — Not  used.  Depth — 90  feet.  Casing — 14  inches. 


Dist.R.P.  Dist.R.P.  Dist.R.P, 

to  water  to  water  to  water 

surface,  surface,  surface, 

Date       Feet  Date       Feet  Date       Feet 

1935  1938  1940 


Nov.  12 

68.9 

Jan.   5 

67.9 

Jan.  17 

67.3 

Dec.  23 

58.8 

Mar.  29 
July  12 

57.9 
67.7 

Aug.   8 

67.1 

1937 

Nov.   2 

67.8 

1941 

Mar.  24 

58.1 

1959 

Jan.  23  a 

57.0 

June  21 

68.1 

Oct.   4 

67.9 

Feb.   1 
June   7 
Sep.  .27 

67.9 
57.5 
67.4 

a  Measurement  from  Division  of  VJater  Resources. 

Measurements  from  Metropolitan  -'Jater  District  except  as  noted, 
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lliAP   9 
3S3VJ20A  MRS.  B.  l!UI]ROE  P.V.  66 

Location — 1300  feet  north  and  1300  feet  east  of  southwest  corner  of 
Section  80,  one-fourth  mile  east  of  Perris  Boulevard  and  one-fourth 
r.ile  north  of  Iris  Avenue. 

Reference  point— Top  of  casing,  1.2  feet  above  .ground. 

Elevation  of  reference  point — 1506.2  from  M.W.D.  topog. 

Use— Domestic.  Depth—  Casing— 6  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P, 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Dete 

Feet 

Date 

Feet 

Date 

Feet 

1938 

1939 

1941 

Jan.  5 

125.4 

Feb.  1 

128.1 

Jan.  22 

a   130.8 

Mar.  29 

126.4 

June  7 

128,7 

Nov.  2 

128.2 

Sep.  27 

129.9 

1942 

1940  Jan,   6  a   130.4 

Jan.  17      129.5 


a  Measurement  from  Division  of  Water  Refources. 

Measurements  from  Metropolitan  Water  District  exeunt  as  noted. 


l':AP     9 

3S3V^'20B  P.V.  107 

Location — At  east  quarter  corner  of  Section  20, 

Reference  point — Top  of  casins  at  ground. 

Elevation  of  reference  point — 1501  from  II,VJ.D.  topog. 


Use — Dome 

stic. 

Depth- 

— 

Casin 

? — 6  inches. 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feot 

Date 

Dist.R.P. 
to  water 
surface. 

Feet 

1940 

1941 

1942 

Jan.  18 
Mar.  13 
Aug.  8 

47.9 

4''. 8 
a    48.8 

Jan.  22 

b    49.3 

Jan.   6 

b    46.2 

a  Pumping  1000  feet  north. 

b  Measurement  from  Division  of  Water  Resources. 

Measurements  from  Metropolitan  water  District  except  as  noted, 


I.IAP  9 
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3S311'20C 


T.  J.  ROSSON 


P.V.  38 


Location — 2300  feet  north  and  50  feet  esst  of  southvjest  corner  of 
Section  20,  east  side  of  Ferris  Boulevar(3,  2300  feet  north  of  Iris 
Avenue, 

Reference  point — Top  of  10  inch  casing,  0.9  foot  above  ground. 

Elevation  of  reference  point — 1515.7,  from  levels  by  D.W.R. 

Use — Domestic.  Depth — 225  feet.  Casing — 10  inches. 

Other  numbers — Harding  414. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922  Cont'd, 

1925 

Nov.  12 

105.5 

Apr.  24 

106.2 

Nov.  30 

113.4 

Nov.  28 

105.5 

May  25 

106.3 

June  28 

106.5 

1942 

1922 

July  25 

106.8 

Auc:.  28 

107.1 

Jan.  12 

a 

Jan.  12 

105.8 

Sep.  25 

107.2 

Feb.   7 

105.9 

Oct.  25 

107.3 

Mar.  20 

106.1 

Nov.  16 

107.8 

a  Can't  get  tape  down. 

Measurement  from  Division  of  Water  Resources. 


IIAP  9 


3S3VJ22A 


HENDRICK  ESTATE 


P.V,  40 


on 


Location — 500  feet  south  and  25  feet  east  of  northwest  corner  of  Secti. 

22,  500  feet  south  and  25  feet  east  of  intersection  of  Eschscholtzia 

Avenue  and  Nason  Street,  southwest  of  Moreno. 
Reference  point — (a)  Top  of  12  x  12  at  southwest  corner  of  pit,  0.8  foot 

above  ground  through  November  17,  1925;  then  (b)  top  of  casing  1  foot 

above  ground. 
Elevation  of  reference  point — (a)  1505,3;  (b)  1505.5;  from  levels  by 

D.W.R. 
Use — Domestic  and  irrigation.  Depth — 509  f^et. 


Casing — 20  inches, 


Other  numbers — Harding  406,  V'arin?  9, 


lie 


Date 

1921 

Nov.  12  a 
Nov.  28  a 

1922 


Dist.R.P. 

to  water 

surface, 

Feet 


70.1 
70.7 


Jan,  12 

a 

59.0 

Feb.   7 

a 

58.0 

Mar.  20 

a 

57.2 

Apr,  24 

a 

55.6 

May  25 

a 

56.1 

June  28 

a 

55.5 

July  25 

a 

55.2 

Aug,  28 

a 

54.5 

Sep,  23 

a 

54.3 

Oct.  25 

a 

54.0 

Nov.  15 

a 

53.7 

1924 

Oct.   1 

a 

68,4 

3SW22A  Continued 

Dist.R.P. 
to  water 
surface, 
Date      Feet 

1925 


Nov.  17  a 

1936 

Nov.  12 
Dec.  23 

1937 

Mar.  24 
June  21 
Oct.   4 

1938 

Jan,  5 
Mar.  29 
July  12 
Nov.  2 


77.3 


45.4 
45,3 


44.7 
44.6 
44.2 


43.8 
43.2 
43.1 
42.5 


Dist.P.P 

to  water 

surface, 

Date 

Feet 

1939 

Feb.  1 

41.8 

1940 

Jan.  19 

40,7 

Mar.  13 

40.5 

Aug.   8 

40.5 

1941 

Jan,  22 
Apr,  7 
May  14 
June  18 
July  15 
Sep,  9 
Oct,  8 
Nov.  14 

1942 


39,9 
39.5 
39.4 
39.3 
39.3 
39.1 
39.0 
38,9 


Jan, 


MAP  9 


38.7 


a  Measurement  from  Division  of  I'Jeter  Resources. 

Measurements  from  Metropolitan  Water  District  except  as  noted. 


3S3W29A 


ORLA  BRIDGES 


P.V.  57 


Location — 1200  feet  south  and  100  feet  east  of  northwest  corner  of 

Section  29,  about  1200  feet  south  of  Iris  Avenue,  100  feet  east  of 

Perris  Boulevard. 
Reference  point — (a)  Bottom  of  pump  cylinder,  1.5  feet  above  ground 

through  November  16,  1922;  then  (b)  top  of  casing  0.5  foot  above  ground. 
Elevation  of  reference  polnt~(a)  1495.57;  (b)  1495,5;  from  levels  by 

D.W.R. 
Use — ^Domestic.  Depth — 200  feet.         Casing — 7  inches. 

Other  numbers — Harding  415, 


3S3\ftf29A  Continued 
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Date 


Dlst«R,P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P, 
to  vjater 
surface, 
Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


1921 

Nov.  12  a 
Nov.  28 

1922 

Jan.  12 
Feb.  7 
Apr.  24 
May  25 
June  28 
July  25 
Aug.  28 
Sep.  23 
Oct.  25 
Nov.  16 


95.1 
93.0 


93.1 
93.2 
93.1 
93.5 
93,5 
93.8 
94.2 
94.4 
94.4 
94.4 


1936 

Nov.  12  b 
Dec.  23  b 

1937 

Mar.  24  b 
June  21  b 

1938 


125.8 
124.9 


118.8 
119.0 


Jan.  6 

b 

119.9 

liar.  29 

b 

119.8 

July  12 

b 

120.5 

Nov.   2 

b 

121,3 

1939 

Feb.  1 
June  7 
Sep.  27 

1940 


b 
b 
b 


121.4 

121.6 
122.6 


a  Pumping  one -fourth  mile  northwest. 

b  Measurement  from  Metropolitan  Vv'ater  District. 

Measurements  from  Division  of  Water  Resources  except 


Jan.  17 

b 

122 . 6 

Aug.   8 

b 

123.4 

1941 

Jan.  22 

123.9 

1942 

Jan.  12 

123.1 

as  noted 

• 

MAP  9 


3S3;f30A 


SENGEER 


P.V.  62 


Location — 1000  feet  east  and  125  feet  south  of  northv/est  corner  of 
Section  30^  0,2+  mile  east  of  Heacock  A.venue,  185  feet  south  of  Iris 
Avenue.  Old  casine  10  feet  north  of  windmill. 
Reference  point — Top  of  casing,  2.3  feet  above  ground. 
Elevation  of  reference  point — 1503,3,  from  M.W.D.  topog, 
Use'-Not  used.  Depth —  Casing — 8  inches, 


Date 


Dist.R.P, 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  vjater 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1938 


1939 


1940 


Jan. 

5 

80, 

.1 

Feb. 

1 

83, 

.3 

Jan. 

17 

79, 

,9 

Mar . 

29 

80, 

.8 

June 

7 

81, 

.8 

Aug. 

8 

80, 

.5 

July 

12  a 

83, 

,6 

Sep. 

27 

80, 

.f? 

Nov. 

2 

81. 

.8 

1941 

Jan. 

24 

b 

80, 

,0 

a  Vlindraill  10  feet  south  pumping. 

b  Measurement  from  Division  of  Water  Resources, 

Measurements  from  Metropolitan  Water  District  except  as  noted. 
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MAP  9 

3S3W30B  P.V.  109 

Location — 1600  feet  south  and  200  feet  west  of  north  quarter  corner  of 

Section  70. 
Reference  point — Top  of  casinf,  l.c  feet  above  firround. 
Elevation  of  reference  point — 1494.2,  from  M.W.D.  topog, 
Use~Doinestic.  Depth— ISO  feet,         Casing--6  inches. 


Dist.R .P. 
to  water 
surface, 
Date      Feet  Date 

1940  1941 

Jan.  19  a   115.9        Jan.  23 


Dist.R. P. 

to  vater 

surface. 

Feet 

Date 
1942 

Dist.R.?. 

to  water 

surface. 

Feet 

116.5 

Jan.    12 

b 

115.5 

a  Measurement  from  Lvetropolitrn  Water  Distri(^t. 

b  Windmill  pumping  intermittently. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 


mp   9 

3S3W30C  P.V.  203 

Location — 1000  feet  south  and  1100  feet  v:est  of  northeast  corner  of  Sec- 
tion 30. 
Reference  point — Top  of  casing,  one  foot  above  ground. 
Elevation  of  reference  point — 1499.0,  fromM."J.D.  topog. 
Use — ^Not  used.  Depth —  Casino- — 6  inches, 

Dist.R.P.                Dist.R.P.  Dist.R.P. 

to  water                to  water  to  water 

surface,                surface,  surface. 

Date      Feet  Date      Feet  Date      Feet 

1940  1941  1942. 

Mar.  14  a   127.0        Jan.  22      128.1       Jan.   6      129.0 


a  Measurement  from  Metropolitan  V.'ater  District. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 


l.-^l 


3S3i;j30D 


IHM'   9 
W.  E.  WILLIAIIS 


P.V.  35 


Location — 150  feet  south  and  100  feet  east  of  northvest  corner  of 
Section  30,  southeast  corner  Iris  and  Heacock  Streets. 

Reference  point — Top  of  platforn,  2.0  feet  above  concrete,  1.5  feet 
above  ground. 

Elevation  of  reference  point — 1503.1,  from  levels  by  D.W.R. 

Use— ^Domestic.  Depth — 100_+  feet.         Casing--7  inches, 

Other  numbers — Harding  412. 


Dist.R»P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922  Cont'd. 

1924 

Nov.  12 

60.0 

Apr,  24 

57^5 

Oct.   4 

50.3 

Nov.  28 

60.8 

May  25 
June  25 

58.0 
57.8 

1925 

1922 

July  25 

a 

58.6 

Aug.  28 

57,4 

Nov,  30 

52.3 

Jan.  12 

59.7 

Sep.  23 

57.7 

Feb.   7 

59.1 

Oct.  25 

57.7 

Mar.  20 

58,2 

Nov.  IS 

57.7 

a  Pumping  light. 

Measurements  from  Division  of  Water  Resources. 


lAAP   9 


3S3';v30E 


VAIIEY  CENTER  SCHOOL 


P.V.  36 


Location — 150  feet  north  and  150  feet  east  of  south  quarter  corner  of 
Section  30,  at  northeast  corner  of  India  Street  and  Mariposa  Avenue. 
Reference  point--Top  of  casing,  0.7  foot  above  ground. 
Elevation  of  reference  point — 1478,3,  from  levels  by  D.W.R. 
Use — Domestic.  Depth — 116  feat.         Casing — 7  inches. 

Other  numbers — Harding  417. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

sui'f  ace. 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date       Feet 

1921 

1922 

1922  Cont'd. 

Nov.  12 

89.5 

Jan.  12 

89.5 

Apr.  24  a    90.0 

Nov.  28 

89.5 

Feb.   7 

89.4 

May  25       88.8 

Mar.  20 

88.9 

June  98       89.1 

122 


KW.'SOE  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

rpf^t 

Date 

Feet 

1922  Cont'd. 

1924 

1925 

July  25 

89.5 

Oct.   1 

94.7 

Nov.  30 

95.9 

Aug.  28 

89.8 

Sep,  23 

90.0 

Oct.  25 

90.2 

Nov.  16 

90.2 

a  Pumping. 

Measurements  from  Division  of  VJater  Resources. 


MAP  9 


3SW31A 


P.V.  36B 


Location--50  feet  south  and  500  feet  west  of  north  quarter  corner  of 
Section  31,  500  feet  west  of  India  Avenue,  50  feet  south  of  Mariposa 
Avenue . 

Reference  point — Top  of  casing,  1.6  feet  above  pround. 

Elevation  of  reference  point — 1479.5,  from  M.W.D.  toposr. 

Use— Not  used.  Depth~140.6  feet.  Casing — 8  inches. 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  v.'ater 

surface. 

Feet 


1939 


1941 


1942 


Sep.  27 

130.0 

Jan.  22 

128.1 

Apr.   7 

125.8 

1940 

June  18 

125.0 

July  15 

126.6 

Jan.  17 

129.1 

Sep.   9 

127.8 

Aug.  8 

128.2 

Oct.  8 

128.1 

Nov.  14 

127.6 

Jan.  12  a   126.4 


a  Measurement  from  Division  of  V.'atc^r  Renou^^ces. 

l.!easurements  from  Metropolitan  VJster  District  except  as  noted, 
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I'lAP  9 


3S3V;31B 


P.V.  110 


Location — ISOO  feet  ivest  and  1400  feet  south  of  northeast  corner  of 

Section  31. 
Reference  point--At  pujnp  base,  0.7  foot  above  ground. 
Elevation  of  reference  point — 1472,  from  M.V.'.D,  topog. 
Use — Irrigation.  Depth —  Casing — 


Date 


Dist.R.P. 

to  v;ater 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 
to  water 
surface. 
Feet 


1940 
Jan.  19  a   124.7 


1941 


Jan.  22 


127.3 


1942 


Jan.  12 


1!AP  9 


123.5 


a  Measurement  from  Metropolitan  Water  District. 

Measurements  from  Division  of  Water  Resources  except  as  noted, 


3S3V^32A 


P.V.  22A 


Location — 0.55  mile  north  and  225  feet  east  of  southwest  corner  of 

Section  32. 
Reference  point — Top  of  casing,  0.5  foot  below  ground. 
Elevation  of  reference  point — 14S4,  from  LI.VM).  tonog. 
Use — Irrigation.  Der-th —  Casinn: — 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Diet.R.P. 

to  \Mater 

surface. 

Feet 

Date 

Dist.R.P. 
to  water 
surface. 
Feet 

1956 

1940 

1942 

May 

112. 

Jan.  17 

122.4 

Jan.  12 

a   119.5 

1958 

1941 

Jan. 

121. 

Jan.  22 

a 

125.1 

a  Ileasurement  from  Division  of  i^'atfTT  Pesoiin^es. 

Measurements  from  Metropolitan  V-'ater  District  except  as  noted, 
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I'J^P  9 


3S3l';32B 


P.V.  37 


Location--1400  feet  south  and  150  feet  east  of  northwest  corner  of  Section 
32,  at  east  side  of  Ferris  Boulevard,  1400  feet  south  of  llarlposa 
Avenue . 

Reference  point — Top  of  casing,  1.5  feet  ".bove  frround. 

Elevation  of  reference  point — 1472.4,  from  levels  by  D.V/.R. 

Use — Abandoned.  Depth — 143  feet,  Casin?? — 12  inches. 

Other  numbers — Kardinr  416. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  v.'Bter 

to  water 

surface, 

surface. 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922  Cont'd. 

1924 

Nov.  12 

84.8 

Apr.  24 

82.1 

Oct.  1 

98.0 

Nov.  28 

84.6 

May  25 

83.9 

June  28 

84.9 

1925 

1922 

July  25 

85.5 

Aug.  26 

85.0 

Nov.  30 

92.8 

Jan.  12 

83.8 

Sep.  23 

86.3 

Feb.  7 

82.8 

Oct.  25 

85.1 

Mar.  20 

82.0 

Nov.  16 

84.6 

Measurements  from  Division  of  \Vater  Resources, 


MAP  9 


3S2VJ7A 


S.V.  152 


Location — 800  feet  north  end  0.27  mile  eest  o-f"  southwest  corner  of 
Section  7,  207  feet  north  of  Alessandro  Avenue  and  1500  feet  east  of 
Theodore  Street. 

Reference  point — Top  of  casing  west  side,  0.7  feet  above  f^round. 

Elevation  of  reference  point— 1590.7,  from  J\W.D.  topop, 

Uso — Domestic,  Depth — 300+  feet.  Casing— 12  inches, 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1941 

1941  Cont'd. 

Sep.  27 

102.8 

Jp.n.  16 

102.9 

Oct.   8 

a   111.4 

Nov.  24 

107.3 

Apr.  18 
May  14 

103.2 
102.6 

Nov.  14 

103.1 

1940 

June  18 
July  16 

103.0 
104.6 

1942 

Jen.  17 

103.4 

Sep.   9 

104.8 

Jan.  13 

102.9 

a  Pumped  recently. 

Measurements  from  Metropolitan  Water  District. 
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ll/iF  9 


3S2V;8A 


S.V.  175 


Location — ?70  feet  east  and  1500  feet  south  of  northwest  corner  of 
Section  8,  near  northeast  side  of  highway  to  San  Jacinto  about  three- 
fourths  mile  southeast  of  junction  T.'ith  nevj  Jackrabbit  Trail. 

Reference  point — Top  of  casing,- 1.5  feet  above  ground. 

Elevation  of  reference  rioint — 1675.5,  from  M.W.D.  topog.. 

Use — ^Not  used.  Depth —  Casinsr — 12  inches, 


Dist.F;.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface^ 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1940 

1940  Cc 

)nt'd. 

1941 

Feb.  14 

147.2 

Aug.  23 

146.4 

Jan.  16 

145.8 

Apr .   5 

147.0 

Sep.  17 

145.2 

May  14 

146.7 

Oct.  15 

145.2 

June  IS 

146.8 

Nov.  13 

146.1 

July  17 

146.8 

Dec.  17 

145,9 

Measurements  from  Metropolitan  '''ater  District, 


l!AP  9 


3S2'W21A 


S.V.  303 


Location — 200  feet  west  and  700  feet  south  of  north  quarter  corner  of 

Section  21. 
Reference  point' — Top  of  casing^  1.7  feet  above  ground. 
Elevation  of  reference  point — 
Use — ^Not  used.  Depth —  Casing — 10  inches. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1942 

Jan.  13 

13.0 

Date 


Dist.R.P. 
to  water 
surface, 

FPFt 


Date 


Dist.R.P, 

to  water 

surface. 

Feet 


Measurement  from  l-;etroT)olitan  V.'ater  District. 
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IMP  9 


3S2W22A 


WAWR 


S.V.  107 


Location — 150  feet  north  and  500  feet  west  of  the  southeast  corner  of 

Section  22,  100  feet  north  of  Hlchwav  79,  200  feet  east  of  Jackrabbit 

Trail. 
Reference  point — (a)  Top  of  4  inch  casine  in  concrete  block,  0.4  foot 

above  ground  through  June  24,  1941;  then  (b)  top  concrete  base,  0.2 

foot  above  ground. 
Elevation  of  reference  point— (a)  1510.4;  (b)  1510.2;  from  M.W.D.  topog. 
Use—Domestic.  Depth~150  feet.  Casinsr— 4  inches. 


Date 

19S8 

June  16 
July  4 
July  27 
Aug,  15 
Sep.  17 
Oct,  10 
Nov.  21 
Nov.  29 
Dec.  12 

1939 

Jan.  17 
Feb.  17 
liar.  20  a 
Apr.  10 
Apr.  24 
May  15 
June  16  a 
July  19 
July  21 


Dlst.R.?. 

to  water 

surface. 

Feet 


71.9 
71.7 
71.7 
71.6 
71.6 
71.6 
71.6 
71.7 
71.6 


71.4 
71.4 
71.4 
72.4 
73.2 
72.9 
73,2 
72.0 
72.0 


Dist.R.P. 

to  water 

surface, 

Date 

Feet 

1939  Cont'd. 

Aug.  15 

72  »1 

Sep.  22 

72.3 

Oct.  23 

72.3 

Nov.  21 

72.4 

Dec.  20 

72.4 

1940 


a  V;indmill  pumping  slowly. 
Measurements  from  l!etropol: 


Jan. 

9 

72.4 

Feb. 

14 

72.1 

Mar. 

19 

72.1 

Apr. 

17 

78.1 

Llay 

14 

72.2 

June 

19 

72.4 

July 

17 

72.7 

Aufir. 

16 

73.0 

Sep. 

17 

73.0 

Oct. 

15 

73.3 

Nov. 

13 

73.4 

Dec. 

20 

73.6 

.tan  T 

•  ater 

District. 

Date 

1941 

Jan.  14 
Feb.  18 
Uar.  19 
Apr.  15 
June  24 
Au?.  20 
Sep.  9 
Oct.  8 
Nov.  14 
Dec.  12 

1942 

Jan.  13 


Dist.R.P. 

to  water 

surface, 

Feet 


73.4 
73.2 
73.1 
72.8 
72.4 
72.8 
72.6 
72.5 
72.3 
72.2 


72.0 


I'AP  9 


3S2V;26A 


S.V.  58 


Location — 500  feet  north  and  1450  feet  west  of  center  of  Section  26, 

126  feet  west  of  Knoch  Road,  800  feet  south  of  Hifrhway  79. 
Reference  point — Top  of  cssinc,  2  feet  above  ground. 
Elevation  of  reference  point— 1460.0,  from  i:.V/.D.  topo^. 


Use — Not  used. 


Depth-- 


Casing — 12  inches, 
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3S2ViJ26A  Continued 

Dist.R.P.  Dlst.R.P.               Dist.R.P. 

to  water  to  water               to  water 

surface,  surface,                surface, 

Date       Feet           Date  Feet  Date       Feet 

1936  1938  1941 


Aug.  11 

41.5 

Jan.  18 

*^1j  •  <C 

Jan.  15 

40.1 

Oct.  22 

41.6 

Apr.  11 

37.1 

Apr.  16 

38.9 

Dec.  19 

41.2 

July  26 

35.2 

May  15 

38.7 

Nov.  29 

35.1 

June  19 

39.7 

1937 

July  15 

39.7 

1939 

Sep.  10 

39.8 

Feb.   2 

40.2 

Oct.   7 

39.8 

Mar.  29 

38.7 

liar.  20 

35.1 

Nov.  11 

39.9 

June  82 

39.3 

July  19 

39.5 

Dec.  12 

39.9 

Oct.   7 

40.5 

1940 

1942 

Jan.   9 

39.4 

Jan.  13 

39.9 

Measurements  from  Metropolitan  Vvater  District. 

MAP  9 

3S2Vy25B  S.V.  159 

Location — 1000  feet  south  and  600  feet  east  of  center  of  Section  26, 

300  feet  southwest  of  San  Jacinto,  Riverside  Highway. 
Reference  point — Top  of  casing  at  flange,  0.7  foot  above  ground. 
Elevation  of  reference  point— 142S.7,  from  M.W.D.  topog. 
Use — Stock.  Depth —  Casing — 10  inches. 

Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  water  to  water  to  water 

surface,  surface,  surface, 

Date      Feet  Date      Feet  Date      Feet 

1940  1941 

Jan.   2 9;^4 Jan.  IS 20.3 

Measurements  from  Metropolitan  Water  District. 
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1!AP  9 


3S2W29A 


S.V.  293 


Location — 800  feet  south  and  950  feet  vjpst  of  northvest  corner  of  Section 

29,  4000  feet  east  of  Davis  Rond. 
Reference  point — Top  of  3  inch  y.   4  inch  blocks,  1,5  feot  above  ground. 
Elevation  of  reference  point — 1528.1,  from  M.V.'.D.  topoc. 
Use — Stock.  Depth —  Caslnr — 4  inches. 


Date 

1941 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 
1942 


Dist.R.P. 

to  water 

surface, 

reet 


Date 


Dirt.R.P. 

to  water 

surface, 

Foet 


May  28  a 


17.2 


Jan.  13 


15.3 


a  Windmill  pumping. 

Measurements  from  Metropolitan  '/Vater  District. 


MAP  9 


3S2Vj31A 


L.N.  3 


Location — 0.65  mile  north  and  65  feet  v.'est  of  the  southeast  corner  of 
Section  31.  At  left  pide  of  Davis  Road,  2-^  miles  north  of  intersection 
with  hichway  in  Lakeview. 

Reference  point — Top  of  casina*  at  avera«re  r'round  but  1  foot  above  road 
drain  ditch  in  which  it  is  located. 

Elevation  of  reference  point — 1423.0,  from  levels  by  D.'".R. 

Use — Not  used.  Denth — 36  feet.         Casin-^ — 10  inches. 

Other  numbers — Harding  398. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  vater 

to  wnter 

to  vjster 

surface. 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922  Cont 

;'d. 

1935 

Nov.  10 

a 

11.2 

May  25 

a 

5,3 

June  27 

9.9 

Nov.  28 

a 

11.3 

June  28 
July  25 

a 
a 

5.3 
5.9 

1935 

1922 

Aug,  28 

a 

7.5 

Sep.  23 

a 

7.8 

Aug.  13 

b 

12.8 

Jan.  12 

a 

0.05 

Oct,  25 

a 

8.8 

Oct,  28 

5.0 

Feb.   7 

a 

0.4 

Nov.  15 

a 

9.0 

Dec.  22 

b 

4.3 

Apr.  24 

a 

4.0 

* 
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3S2W31A  Continued 


Dist.R.P, 

Dist.R.P, 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1937 

1938 

1939 

Jan.   5 

c 

5.5 

Jan,  20 

b 

5.5 

Mar,  22 

b 

2.3 

June  3 

b 

5.5 

Apr.  13 

b 

3.1 

June  8 

b 

4.7 

June  22 

b 

6.5 

July  14 

7.3 

Sep,  29 

b 

4.8 

Oct,  6 

9.7 

No-7.  30 

11.2 

1940 
Jan.  19 

1.2 

1941 


Jan.  20  ab 


3.9 


a  Measurenent  from  Division  of  VJater  Resources. 

b  Water  in  river  channel, 

c  Water  standing  in  ditch  outside  casing,  0,3  foot  below  reference  point. 

Measurements  from  Metropolitan  V.'ater  District  except  as  noted. 


JIAP  9 


3S2VC32A 


L.N.  4 


Location--0.75  mile  north  and  1000  feet  east  of  the  southwest  corner  of 

Section  32, 
Reference  point — Top  of  casing,  2.4  feet  above  ground. 
Elevation  of  reference  point — 1425,4,  from  levels  by  D^W.R. 
Use — Test  well.  Depth— 45  feet.  Casing--7  inches. 

Other  numbers — Harding  401. 


Dist.R.P., 

Dist,R,P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface,. 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1922  Cont'd. 

Nov.  11 

a 

11,3 

Jan.  12 

a 

10.7 

July  25 

a     9.0 

Nov,  28 

a 

11,3 

Feb.   7 

a 

10.3 

Aug.  28 

a     9.3 

Mar.  20 

a 

9.2 

Sep,  23 

a     9.6 

Apr,  24 

a 

9.0 

Oct,  25 

a     9.9 

May  25 

a 

8.8 

Nov.  16 

a    10.0 

June  28 

a 

8.9 
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3S2V/32A  Continued 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  VJater 

surface, 

Feet 


Date 


Dist.R.P. 

to  v.ater 

surface, 

Feet 


1924 


1937 


1939 


Oct.   7 

a 

11.0 

Jan.  5  b 

19.6 

Jan.  25 

19.2 

tiar.  26 

19.8 

Feb.  22 

20.0 

1925 

June  3 

19.8 

l!ar.  22 

20.1 

June  22 

20.0 

Apr.  26 

20.2 

Dec,   6 

a 

12.1 

Oct.   5 

20.1 

May  24 
June  8 

20.3 
20.4 

1935 

1938 

July  29 

20.5 

June  27 

19.2 

Jan,  20 

19.9 

1940 

Aug.  13 

b 

19.5 

Apr,  13 

19.8 

Oct.  26 

b 

19.7 

July  14 

20.2 

Jan.  19 

20.4 

Dec.  22 

b 

19.6 

Aug.  31 
Sep.   7 
Oct.  5 

20.3 
20.3 
20.4 

1941 

Nov.   2 

20.3 

Jan.  20  a 

21.0 

Nov.  30 

20.3 

Dec.  28 

20.0 

1942 

Jan.  12  a 

20.2 

a  Measurement  from  Division  of  V'.'ater  ReGODrces. 

b  Vilater  in  river  channel. 

Measurements  from  Metropolitan  V*'nter  District  except  es  noted. 


I-IAP  9 


2S2V;33A 


S.V.  154 


Location — 800  feet  vest  and  400  feet  south  of  northeast  corner  of  Section 

33. 
Reference  point — Top  of  cosing,  0.3  foot  above  /2;round. 
Elevation  of  reference  point — 1425.5,  from  K.W.D,  topog. 
Use— Not  used.  Depth —  Casing — 12  inches. 

Other  numbers — Brownland  Well. 


Date 


1939 


Auc.  31 


Dist.R.P, 

to  water 

surface, 

Feet 


17.2 


Date 


1940 


Mar. 


Dist.R.P, 

to  water 

surface. 

Feet 


17.0 


Dist.R.P 

to  water 

surface, 

Date 

Feet 

1942 

Jan.  13 

18.3 

Lleasurements  from  Metropolitan  V/ater  District. 
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MAP   9 


3Sffitf34A 


S.V.  264 


Location — 1300  feet  east  and  1900^feet  north  of  southwest  corner  of 

Section  34,  about  300  feet  southv;est  of  San  Jacinto  Road  and  5700  feet 
northwest  of  Priflge  Street. 

Reference  point — Top  casing,  1.5  feet  above  ground. 

Elevation  of  reference  point — 

Use--Not  used.  Depth — 


Casin? — 16  inches, 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P 

to  voater 

surface, 

Feet 

1941 

1948 

Jan.  20 

21.0 

Jan.  13 

20.9 

Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurements  from  Metropolitan  Water  District. 


MAP  9 


3S21^:35A 


I.  F.  FACMIRE 


S.V.  93 


Location — 1300  feet  north  and  1000  feet  west  of  southeast  corner  of 
Section  35,  100  feet  west  of  Brid.^e  Street,  0.7  mile  south  of  the 
Riverside-San  Jacinto  hi.^hvray. 

Reference  point — (a)  Base  of  pump,  0.3  foot  above  pround,  through 
February  26,  1923;  then  (b)  top  of  casino,  0.2  foot  belov:  ^ound 
through  September  17,  1923;  then  (c)  top  of  concrete  curb,  0.5  foot 
above  ground. 

Elevation  of  reference  point— (a)  1428.3;  {b)  1426.3  (c)  1429.0,  from 
M.i/V.D.  topog. 

Use — ^Domestic.  Depth —  Casing — 

Other  numbers — Harding  454,  U.S.G-.S.  "Facemire". 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1921 


1922 


1923 


May  13 

0 

Apr.   7 

FlovJing 

Feb.  25 

Flowing 

July  25 

8.9 

May  11 

t» 

June   6 

5.0 

Oct.  10 

2.0 

Oct.  27 

It 

Sep.  17 
Dec.   6 

6.8 
Flowing 
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SSJTATSfSA  Contim^ed 


Date 


1924 


Dist.R.P. 

to  vjQter 

surface, 

Feet 


Date 


1931 


Dist.R.P. 

to  v;ater 

surface, 

Feet 


Date 
1937 


Dist.R.P. 

to  v'ater 

surface, 

Feet 


Feb.  26 
Aup.  25 

1925 


Flowing 
8.6 


Mar.  12 

1.7 

May  26  a 

14.3 

Au«.  25 

21.6 

Nov.   3 

10.2 

1926 

May  13 
Oct.  27 
June  24 
Aug.  30 

1928 

Mar.  17 
June  5 
Aug.  15 

1929 


May 
Sep. 


1930 

Mar,  3 
May  21 
July  31 
Dec.  4 


20.6 

13.2 

4.5 

21.9 


4.5 
23.4 
27.5 


15.4 
30.9 


9.5 
14.2 

35.5 
17. f- 


Mpr.  4 
June  12 
Aup.  26 

1932 

Mar.  8 
May   3 

Nov.  18 

1933 

Feb.  6 

May  18 

Ausr.  4 

Nov.  10 

1934 

Feb.  6 
Dec.  4 

1935 

Feb.  26 
V.ay       4 

1936 

Feb.   7 


7.9 
28.0 

35.4 


9.6 

7.0 

21.4 


10.8 
16.4 
44.8 
22.8 


11.8 
20.0 


10.1 
9.8 


16.4 


Mey  7 
Nov.  19 

1938 

Feb.  23 
May  4 
Oct.  25 

1939 

Feb.  21 
May  31 
Nov.  18 

1940 

Feb,  15 
l!ay  15 

Aug.  23 

1941 


Jan. 

15 

L!ar. 

11 

Hay 

22 

Aug:. 

20 

Nov. 

7 

1942 

Feb. 

18 

16.2 
18.9 


7.0 
1.7 
2.9 


1.8 

1.1 

17.7 


7.9 

8.5 

21.4 


22.3 

15.7 

8.9 

22.9 

27.0 


20.3 


a  Recently  pumped. 

Measurements  from  United  States  Geoloffical  Survey, 
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ILAP  9 


3S2VJ35B 


£.V.  122 


Location — 1100  feet  '^uest  end.   1150  feet  north  of  southeast  corner  of 

Section  35. 
Reference  point — Top  of  2  inch  caf^ins',  0.9  foot  above  ground. 
Elevation  of  reference  point — 1423.8,  from  K.^-'I.D.  topog. 
Use — Test  well.  Depth — 22.5  feet.         Casing — 2  inches, 

Other  n\imbers — Test  Well  No.  15. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1940 

1941 

Sep.  12 

14.3 

Jan.  17 

8.5 

Jan.  15 

9.0 

Sep.  13 

9.4 

Mar.  21 

S.5 

Feb.  27 

8.5 

Sep,  15 

8.8 

Hay   1 

8.5 

Mar.  17 

7.5 

Sep.  19 

8.7 

June  5 

6.5 

Ar.r.  18 

5.8 

Oct.   2 

8.8 

July  25 

8.9 

May  15 

5.0 

Oct.  12 

8.7 

Sep.  18 

9.1 

June  19 

5.0 

Oct.  23 

8.5 

Oct.  24 

9.2 

July  15 

5.1 

IIov.   1 

8.5 

Nov.  27 

9.2 

Sep.  10 

7.4 

Nov.  15 

8.5 

Oct.  15 

7.4 

Dec.  15 

8.5 

Nov.  11 

7.2 

liieasurenents  frorr;  Metropolitan  V'ater  District. 


1942 


Jan.  1? 


5.9 


llAV   9 


4S4W1A 


JOHN  BCROA 


P.V.  43 


Location — 100  feet  south  and  700  feet  west  of  center  of  Section  1,  at 

southeast  corner  Ilarkam  Street  and  Inland  State  Highway,  Valverde. 
Reference  point — Top  of  casing?,  1.2  feet  above  ground. 
Elevation  of  reference  point — 1504.7,  fron  levels  by  D.I'I.R. 
Use — ^Domestic.  Depth — 93  feet.         Casing — 12  inches. 

Other  nimbers-~H8rding  422,  U.S.G.S.  69a. 
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4SdA  Continued 


Dist.R.P. 

to  water 

surface, 

Date 

Feet 

1914 

Apr.  16 

46.7 

lley   8 

46.8 

June  25 

47.8 

Aug.  13 

47.9 

Sep.  15 

48.2 

Nov.  20 

47.9 

Date 

1922 

Apr.  7 

Liny  15 

Au(?,  2 

Nov.  16 

1923 


Dist.R.P. 

to  vater 

surface, 

Feet 


42.6 
42.8 
50.6 
43.8 


Dist.R.P. 

to  water 

surface, 

Date 

Feet 

1930 

I'ar.   4 

45.2 

Hay  ^1 

45.5 

July  31 

45.4 

Dec.   4 

45.5 

1931 


1915 


M&y  23 

a 

57.9 

Oct.  30 

a 

53.5 

Oct.  31 

47.8 

Feb.  26 
June  6 
Sep.   17 

1924 


43.4 
44.2 
•C-4.2 


Mar .  4 
June  12 
Ausz;.    25 

1932 


44.3 
44.5 
45.0 


1916 

Feb.  25 
May  5 
Nov,   15 

1917 

I!ay  20 
Nov.   25 

1918 

May  4  a 
Oct.    13 

1919 

way  10  a 
May  11  a 
Oct.   12 

1920 

May  18  a 
Oct.   16 

1921 


46.4 
48.5 
47.8 


47.6 
47.1 


58.5 
45.1 


45.8 


64.8 
45.4 


Feb. 

10 

45.0 

Apr. 

22 

44.7 

May 

13 

a 

64.5 

July 

25 

a 

51.1 

Oct. 

10 

45.2 

Feb.  25 
Aus?.  26 
Oct.     4 

1925 

Mar.  12 

l,Iay  26 

Au.T,  25 

Aufr.  25 

Nov.  3 

1926 

I!  ay  13 
Oct.   27 

1927 

June  24 
Oct.    17 

1928 

Feb.  21 
June  6 
Aug.   15 

1929 

Hay  1 
Sep.      7 


a 
c 

a 


44.2 
44.6 
44.0 


43.3 
52.1 
.i5.8 
54.8 


42.9 
43.4 


43.4 
43.8 


43.9 
44.3 
44.4 


45.0 
45.2 


Mar .  8 
May  3 
Aug.  10 
Nov.    18 

1933 

Feb.  5 
J'ny  IB 
AufT,      4 

1934 

Feb.  6 
Dec.      4 

1935 

Feb.  26 

llay  7 

Aug.  6 

Nov.  4 

1935 

Feb.  7 

May  13 

Aup-.  12 

Nov .  5 


45.0 
45.2 
45.7 
46.0 


45.9 
46.0 
46.4 


46.8 
47.3 


46.3 
46.1 
46.7 
47.1 


47.4 
47.5 
■•7.8 
48.1 


4S4WIA  Continued 
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Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  vater 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

nate 

Feet 

1937 

1939 

1941 

Feb,      3 

46.8 

Feb.    14 

45.2 

Jan .    15 

45.5 

May       7 

43.7 

May     31 

45,2 

Mar.    18 

43.1 

Sep.    15 

45.0 

Aug.    23 

46.1 

May     22 

a          43.4 

Nov.    19 

45,5 

Nov.    15 

45.3 

Aus.   20 
Nov.      7 

42.8 
a          45.8 

1938 

1940 

1942 

Feb.    23 

46,6 

Feb.    15 

45.0 

May       4 

45.3 

May     10 

a          51.2 

Feb,    18 

43.0 

Oct.    22 

46.4 

Au?r.   23 

a          48 . 7 

a  Pumping. 

b  Measurement  from  Divipion  of  V'ater  Resources. 

c  Pumped  recently. 

Measurements  from  United  States  Oeolopical  Survey  except  as  noted. 


4S4l'a2A 


MAP  9 

BEA5LEY 


P.V.  26 


Location — 50  feet  south  and  100  feet  west  of  the  east  quarter  corner  of 
Section  12,  100  feet  west  of  V'ebster  Avenue,  50  feet  south  of  Morpan 
Street. 

Reference  point--Bottom  of  pluerc-ed  hole  at  east  side,  1.5  feet  above 
ground. 

Elevation  of  reference  point — 1488.9,  from  levels  by  M.''.'.D. 

Use — Not  used.  De-oth —  Casing — 6  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  v;ater 

to  ;vater 

to  water 

surface. 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

•^eet 

1934 

1935 

1935 

Apr.   28 

171.0 

Jan.      2 

170.1 

July  13 

174.9 

May     18 

171.2 

Jan.   23 

173.2 

Nov.    12 

175.8 

Dec.    20 

169.7 

Feb.    13 
Mar .      6 
Mar.    18 
Apr.    11 
Anr.    30 

172.1 

175.2 
172.9 
172.7 
171.9 

Dec.    23 

175.9 
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4S'tt.l2A  Continu.Td 


Date 


Diet. R. P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

P'ePt 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1937 


1939 


1941 


Ivlsr.  24 

173.8 

Feb.  1 

179.2 

Jan.  23  a 

183.3 

June  21 

175.4 

June  8 

186.2 

Apr.   7 

182.9 

Oct.  5 

177.4 

Sep.  28 

181.7 

May  14 
June  18 

182.8 
183.2 

1938 

1940 

July  16 
Aug.  28 

183.4 
183.6 

Jen.  5 

177.8 

Jan.  18 

181.5 

Sep,  9 

183.7 

Her.  30 

177.9 

Mar.  21 

181.6 

Oct.  9 

183.9 

July  12 

178.5 

Au<7.  8 

183.0 

Nov.  13 

183.8 

Nov.  3 

179.6 

Dec.  11 

183.5 

1942 


Jan.  14  a   18^^.2 


a  I/ieasurenent  from  DiviKion  of  V.'ater  Resources. 

Measurements  from  I'etropolitan  V<'ater  District  excert  as  noted. 


?.!AP  9 


4£4V;i2B 


WILLIAMS 


?.V.  47 


Location — 50  feot  north  and  800  feet  west  of  eart  quarter  corner  of 

Section  12,  north  side  Morgan  Street,  800  feet  east  of  Inland  Highway. 
Reference  point — Top  of  casing,  0.3  feet  above  ground. 
Elevation  of  reference  point — 1492,1,  fron  levels  by  D.W.R. 
Use — Abandoned.  Depth — 175  feet.        Casinsr — 10  inches. 

Other  numbers — Hardin;?  421. 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 
to  water 
sui'face, 
Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1921 


1922  Cont'd. 


Nov.  14 

148,8 

Apr.  24 

145.7 

Nov.  28 

148.7 

May  25 

14'^. 3 

June  28 

145.9 

1922 

July  25 

147,8 

Aupr,  28 

149,0 

Jen.  12 

148.5 

Sep,  23 

149.5 

Feb,   7 

147.8 

Oct,  25 

150.0 

!Ij,r.  20 

147.2 

Kov.  16 

150.1 

1924 


Oct,  U 


1925 


Dec. 


1941 


146,7+ 


146.7 


Filled 


Measurements  from  Division  of  V.'ater  Resources. 


t-:ap  9 
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4£aVlA 


ESV'ARD  POORT'AN 


L.N.  13 


Location — 25  feet  north  and  300  feet  v.-est  of  the  southeast  corner  of 
Section  1,  1  mile  vest  of  Lakeview,  west  side  of  Bernasconi  Road, 

■  one-half  mile  north  of  Bernasconi  Hot  Sprln^js, 

Reference  point--(a)  Top  of  casing,  1.9  feet  above  ground  through  Decem- 
ber 1,  1925;  then  (b)  top  of  casing  0,5  foot  above  ground. 

Elevation  of  reference  point — (a)  1422.7;  (b)  1421.3;  from  levels  by 
D  .W  .R . 

Use — Stock.  Depth — 104  feet.  Casing — 7  inches, 

Other  numbers --Harding  345. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1921 


1922  Cont'd. 


1925 


Oct,  29 

13.3 

June  20 

11.4 

Dec.   1 

15.4 

Nov,  10 

13.3 

July  21 

11.7 

Nov.  25 

13.3 

Aug.  21 
Sep.  20 

12.1 
12.2 

1936 

19S2 

Oct.  24 

12.3 

Auf.  14 

a 

21.7 

Nov.  15 

12.3 

Oct.  23 

a 

26.4 

Jan.  14 

IE. 5 

Dec.  21 

a 

21.7 

Jan.  25 

12,4 

1924 

Feb.  27 

11.3 

1937 

Mar.  23 

11.2 

Oct.  12 

14.7 

Apr.  21 

10.9 

Mar.  25 

ab 

May  22 

11.0 

a  Measurement  from  iiletropolitan  '\'ater  District. 

b  Well  under  water  -  overflow  from  San  Jacinto  River. 

Measurements  from  Division  of  Water  Resources  exc^rt  as  noted. 


IvIAP   9 


4S3'iJ2A 


RAYI/IOND  SMITH 


P.V.  23 


Location--400  feet  south  and  1000  feet  east  of  northwest  corner  of 

Section  2,  about  one-half  mile  north  of  La  Vinta  Boulevard. 
Reference  point — Top  well  cover,  0.5  foot  above  ground. 
Elevation  of  reference  point — 1530.5,  from  M.W.D.  tODOsr. 
Use— Irrif^stion  and  domestic.  Depth — 54  feet.    Casinr — 4  r.   5  feet  dug. 
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4S3V'2A  Continued 


Date 


Dlst.R.P, 

to  water 

surface, 

reet 


Date 


Dlst.R.P. 

to  wpter 

surface, 

■l^eet 


Date 


Dlst.R.P. 

to  Wf\ter 

surface, 

■Feet 


1936 


1938 


1940 


July  31 

52.4 

Jan.  5 

45.8 

Jan.  19 

44.0 

Oct.  29 

50.4 

Liar.  29 

46.0 

Aug,  8 

44.5 

Dec.  23 

50.3 

July  12 

45.3 

Nov.  2 

44,5 

1941 

1937 

1939 

Jan.  21  a 

44.4 

liar.  25 

50.4 

Apr.   7 

44.1 

June  21 

50.1 

Feb.   1 

43.5 

Oct,  4 

48.4 

June  7 
Sep.  27 

43.4 

43.9 

1942 
Jan.  14  n 

41.8 

a  Measurenent  from  Divipion  of  Viater  Resources. 

Lleasureinents  from  I;Ietropolltan  V.'ater  District  except  re  noted. 


i.:ap  9 


ASmZA 


la  VIKA  C0ITA^^ 


P.V.  21 


Location — 1000  feet  uest  and  900  feet  north  of  Foutheart  corner  of  Section 
3,  900  feet  north  of  Ilartii  Avenue,  about  8.75  miles  east  of  Perris 
Boulevard. 

Reference  point — Top  of  carinr  at  around. 

Elevation  of  reference  point — 1495,  from  1:.W.D.  topes'. 

Use— Not  used.  Denth —  Casinf — ]5  inches. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1936 


1938 


1940 


July  31 

152.2 

Jan.   5 

155.4 

Jan.  19 

157.5 

Oct.  29 

153.4 

Mar.  £9 

153.4 

Auff.  8 

159.7 

Dec.  23 

152.7 

July  12 
Nov.   2 

153.3 
163.5 

1941 

1937 

1939 

jF.n.  21 

a 

1S4.5 

luar.  25 

152.7 

June  21 

152.7 

Feb.  1 

155." 

1942 

Oct.   4 

153.3 

June  7 

155.9 

Sep.  ;.7 

157.8 

J-'n.  14 

a 

163.3 

a  Me^sui-ement  from  Division  of  "I'eter  Resources. 

Keasureiiients  from  Metropolltsin  v>> ter  District  oxceDt  as  noted. 
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ILAP  9 


4S3lf;5B 


ij>.  vd:a  coitany 


P.V.  SOO 


Location — 600  feet  north  and  ''OO  feet  vest  of  center  of  Section  2,  500 

feet  north  of  MarVham  Street  and  500  feet  east  of  Main  Street, 
Reference  point — Top  of  concrete  vail  west  side,  2,0  feet  above  ground, 
Elevation  of  reference  point — 

Use — Irrigation.  Depth —  Casing — 

Other  numbers — Ovjner  ,^4, 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Fec-t 


1941 


194£ 


Jan.  21 


86.2 


Jan.  14 


84.5 


Measurement  from  Division  of  VJater  Resources, 


MAP  9 


4S3/V5A 


P.V.  206 


Location — 50  feet  north  and  1000  feet  east  of  south  quarter  corner  of 
Section  5>  0.7  rile  east  of  Perri.'^  Road,  50  feet  north  of  llartin  Poad. 

Reference  point — Top  screen  cover,  1.0  foot  above  top  casinsr  and  1.0 
foot  above  ground  surface  in  drain. 

Elevation  of  reference  point — 1445.0,  fror.  K.F.D.  topof?, 

Use — ^Not  used.  Depth—  Casin'^ — 12  inches. 


Date 
1940 
Mar .14  a 


Dist.R.P, 

to  viater 

surface, 

Feet 


72.1 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1941 

1942 

Jan.  21 
Jan.  £2 

50.7 
3?.  4 

Jan.  14 

52.6 

a  Measurement  from  Metropolitan  v:eter  District. 

Measurement  from  Division  of  'I'.'ater  Resources  exce-nt  as  noted. 
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4£3'«V5B 


IIAP   9 
ED  POORFAN 


P.V.  135 


Location — In  southeast  quarter  of  southeast  quarter  of  Section  5. 

Reference  point — Top  of  casinr,  2.0  feet  above  eround. 

Elevation  of  reference  point — 1448.9,  from  levels  by  D.W.R. 

Use — Not  used.  Depth — 76  feet.  Casing — 10  inches, 

Other  numbers--V.'arin?  12,  U.S.G.S.  70,  Hardin^  419. 


Date 


1904 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


1909 


Dist.R.P, 

to  v;ater 

surface, 

Feet 


Date 


1916 


Dist.R.P. 
to  vjater 
surface. 
Feet 


Dec.  16 

32.4 

Apr.   3 
July  12 

31.8 
32.2 

July  29 

58.3 

1905 

Oct.  15 

32.6 

1917 

Jan.  14 

32.0 

1910 

Nov.  25 

67.9 

Feb.  22 

31.5 

Sep.  22 

28.4 

Feb.  4 

31.3 

1918 

Nov.   9 

29.0 

Auc.  11 

33.0 

Dec.  23 

29.3 

May   4 

69.3 

1911 

Oct.  13 

74.6 

1906 

Jan.   6 

?4.7 

1919 

Jan.  30 

29.3 

Mar.  16 

29.2 

1912 

May  10 

75.3 

May  11 

29.5 

Oct.  13  a 

Aug.  3 

29.9 

Way  28 

57.2 

Sep.  26 

30.0 

July  29 

37.1 

1921 

Dec.  20 
1907 

30.2 

Oct.  18 
1913 

38.9 

Nov.  14  b 
Nov.  28  b 

75.1 
75.0 

Feb.  13 
May  17 
Aug.  30 
Dec.  31 

1906 

Apr.  22 
June  24 
Oct.  16 
Dec.  29 


30.3 
30.3 
30.6 
30.7 


30.3 
31.2 
32.5 
31.6 


Oct.  18 

1914 

Feb.  5 
June  25 
Sep.  16 
Nov.  20 

1915 

Oct.  30 


49.5 


50.1 
52.3 
54.5 
55.2 


56.0 


1922 


Jan. 

13 

b 

73.5 

Feb. 

7 

b 

55.4 

Mar. 

20 

b 

60.6 

Apr. 

24 

b 

60. 6 

May 

25 

b 

51.7 

June 

28 

b 

32.4 

July 

25 

b 

53.0 

Aug, 

28 

b 

63.4 

Sep. 

23 

b 

63.7 

Oct. 

25 

b 

64.1 

Nov. 

15 

b 

54.4 

a  Dry  at  76.7. 

b  Measurement  from  Division  of  V.'ater  Resources. 

Measurements  from  United  States  Geolopicel  Survey  except  as  noted. 
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4S3;V5A 


¥JiP   9 
FRAia'  STP.ONG 


P.V.  57 


Location--1500  feet  north  and  50  feet  east  of  southwest  corner  of 

Section  5.  Near  intersection  of  Webster  Avenue  and  Perry  Street. 
Reference  point — Pump  base  at  j?round. 
Elevation  of  reference  point — 1478,  fror.  M.W.D.  topog. 
Use — Irrigation.  Depth —  Casino; — 12  inches. 


Date 

1940 

Mar.  22 
Aug.   8 


Dist.R.P. 

to  water 

surface, 

Feet 


165.7 
169.4 


Dfite 


1941 


Dist.R.P. 

to  vater 

surface, 

Feet 


a   167.5 


Date 
1942 
Jan.  14  a 


Dist.R.P. 

to  water 

surface, 

Feet 


169.1 


a  Measurement  from  Division  of  7'Jater  Resources. 

Measurements  from  Metropolitan  V'ater  District  excent  as  noted. 


4S3W6B 


llAP  9 
A.  F.  !IEL£OK 


P.V.  68 


Location — 700  feet  south  and  IOC  feet  viest  of  northeast  corner  of  Section 

6,  one-eighth  mile  south  of  Oleander  Street  and  100  feet  vest  of 

Perris  Boulevard. 
Reference  point  —  (a)  Top  of  'wood  blocks,  1*2  feet  above  ground  through 

January  22,  1941;  then  (b)  top  4x4  clamps,  south  side,  0.5  foot 

above  concrete  and  ground. 
Elevation  of  reference  point — (a)  1456.2;  (b)  1455.5;  from  M.W.D.  topog. 
Use — Domestic.  Depth —  Casinjj—e  inches. 


Dist.R.P. 

Dist.R.P, 

Dist.R.P. 

to  viater 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

•^■•eet 

Date 

Feet 

1938 

1939 

1941 

Jan.  5 

70.7 

Feb.   1 

58.4 

Jan.  22 

a 

73.3 

Mar.  29 

71.8 

June  7 

59.4 

July  12 

72.9 

Sep.  27 

59.4 

1942 

Nov.  2 

67.5 

1940 

Jsn.  12 

a 

59.5 

Jan.  17 

71.0 

a  Measurement  from  Division  of  VJeter  Resources. 

Measurements  from  Lletropolitan  Water  District  excent  as  noted, 
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4S3W5C 


IKGEIffiROD 


P.V.  Ill 


Location — 0.35  mile  north  and  200  feet  west  of  southeast  corner  of  Section 

6. 
Reference  point — Top  of  casin.^,  0.5  foot  above  pround. 
Elevation  of  reference  point — 1455.*?,  fron  levels  by  D.W.R. 
Use — Domestic.  Depth —  Casing — 6  inches. 

Other  numbers--Harding  234. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface. 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1922 

1940 

1942 

June  28 

92.8 

Jan.  18 

b   127.2 

Jan.  14 

125.5 

July  25 

a    93.2 

Au':^.  28 

94.0 

1941 

Sep.  23 

94.5 

Oct.  25 

93.3 

Jan.  22 

130.0 

Nov.  16 

92.3 

a  Puripinp  light. 

b  Measurement  from  Metropolitan  ''"ater  District. 

Measurements  from  Division  of  V.'ater  Resources  exce'ot  a?  noted, 


1.IAP  9 


4S3!f/7A 


JOHN  COUDURES 


P.V.  280 


Location — 50  feet  south  and  300  feet  vjest  of  east  quarter  corner  of 
Section  7,  50  feet  south  of  Morgan  Street  and  300  feet  west  of  Perris 
Boulevard. 

Reference  point — Bottom  edge  pur.p  base,  south  side  under  dischan^e,  0.12 
foot  above  pump  house  floor  and  0.2  foot  above  ground. 

Elevation  of  reference  point — 

Use — Irrip-ation.  DeT)th —  Casin,? — 


Date 

Dist.R.P. 
to  water 
surface. 
Feet 

Date 

Dist.R.P 

to  water 

surface. 

Feet 

1941 

1942 

Jan.  2^. 

139.6 

Jan.  14 

134.8 

Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurements  from  Division  of  Water  RsFOurces. 


l!AP  9 
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4S3W7B 


DODSON 


P.V.  179 


Location — In  northeast  qusrter  of  Section  7,  near  center  of  section  at 

northeast  corner  of  road  intersection. 
Reference  point — Top  of  casing  at  eround. 
Elevation  of  reference  ■D0int--1454.2,  froir.  levels  by  D.Vf.R. 


Use — Domestic. 

Other  numbers — Harding  420. 


Depth~155  feet. 


Casing — 10  inches. 


Dist.R.P. 

Dist.R.P, 

Dist.R.P. 

to  viater 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1922  Cont'd. 

Nov.  14 

a   137.5 

Jan.  12 

120.4 

July  25 

120.2 

Nov.  26 

121.2 

Feb.   7 

119.9 

Aug.  28 

121.1 

Mar.  20 

119.3 

Sep.  23 

121.8 

Anr.  24 

118.8 

Oct.  25 

122.1 

May  25 

118.8 

Nov.  15 

122.2 

June  28 

119.2 

a  Just  finished  pumping. 

Measurements  from  Division  of  V-Jater  Resources, 


HA?  9 


4S3A'9A 


COBURN  .'s  laCIHER 


P.V.  18 


Location--One-fourth  :nilo  east  and  400  feet  north  of  southwest  corner  of 
Section  9,  400  feet  north  of  Rider  Avenue,  50  feet  v:est  of  Center 
Street. 

Reference  point — Top  of  concrete  pier,  0.7  foot  above  ground. 

Elevation  of  reference  point — 1445.7,  frori  M.W.D.  topog. 


Use — Domestic. 


Depth- 


,Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


1936 


1938 


1940 


July  31 

155.2 

Jan. 

5 

147.2 

Jan.  19 

Oct.  29 

153.2 

Mar. 

£9 

143.4 

Dec.  23 

149.2 

Nov. 

2 

145.3 

1942 

137.9 


1937 


19r 


Jan.  14  a   133.2 


Mar.  25 

145.4 

Feb.   2 

141.0 

June  21 

153.0 

June  7 

143.3 

Oct.  4 

152.8 

Sep.  27 

141 . 7 

a  Measurement  from  Division  of  Water  Resources. 

Measurements  from  MetroDolitan  V^ater  District  e:':cept  as  noted. 
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4S31V10A 


IIAP   9 
FAIRVIKV  FAIQ-S 


P.V.  112 


Location— One -fourth  mile  east  and  one-eighth  nile  south  of  northwest 
corner  of  Section  10,  50  feet  east  of  Main  Street,  550  feet  south  of 
Martin  Road. 

Reference  point — Top  of  concrete  pump  base,  1  foot  above  ground. 

Elevation  of  reference  point — 

Use — Not  used.  Depth--  Casing — 14  inches, 


■  •    • 

Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1940 

1941 

1942 

Jan.  19 

156.5 

Jan,  21 

b   179.8 

Jan.  14 

b   159.0 

Aug.   8 

a   178.0 

Apr.   7 
Oct.   8 
Nov.  13 

155.7 
153.8 
152.0 

a  Veil  250  feet  northeast  pumpins'. 

b  I/!easurenent  from  Division  of  Water  Resources. 

Heasurenents  from  Metropolitan  VJater  District  er.cerit  as  noted. 


IvIAP  9 


4S3W.'10B 


P.V.  45 


Location — 300  feet  north  and  100  feet  east  of  west  quarter  corner  of 
Section  10,  one-half  mile  north  of  Rider  Street,  2  miles  east  of  Red- 
lands  Avenue. 

Reference  point--Top  of  casinfr  in  concrete  pier,  1.8  feet  above  ground. 

Elevation  of  reference  point — 1463.8,  from  levels  by  D.W.R. 


Use— Not 

used. 

Denth- 

-185  feet. 

Casing- 

-12  inches. 

Other  numbers — Harding 

426. 

- 

Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  v'ater 

to  water 

to  water 

surface, 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1922  Cont'd 

Nov.  14 

102.5 

Jan.  13 

101.8 

June  25 

103,8 

Nov.  28 

102.2 

Feb.   7 

101.7 

July  27 

102,9 

Mar.  20 

101.4 

Aug.  22 

104.5 

Apr.  24 

101.6 

Sep.  18 

104.0 

May   1 

102.6 

Oct.  20 

102.8 

May  24 

102.9 

Nov.  16 

102.2 
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4S3l''10E  Continued 

Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1924 

1936 

1937 

Oct.      7 

106.4 

July  31     a 

153.4 

Mar.   25 

ab 

Oct.    29     a 

154.2 

1925 

Dec.    23     a 

154.2 

Nov.    30 

109.5 

a  MeasureiTient  from  Metropolitan  'iyater 

District. 

b  Dry  at  about  168  feet. 

Measurerients  from  Division 

of  Vi/ater  Resources  e' 

xcept 

as  noted, 

IvIAP 

9 

4S3ya6A 

P 

.V.    5 

Location— 

-500  feet  north  a 

nd   70  feet  < 

5ast  of  southwe 

st  corner 

o: 

f  Section 

16,    1  mile  east  of  Perri 

s  Boulevard 

,    400   feet 

north  of  Orange 

Avenue. 

Viesterlj 

r  well  of  tvjo  in 

pump   house. 

Reference 

point--West  side 

of  pit  at  i 

3:round. 

Elevation 

of  reference  poi. 

nt— 1429.9, 

from  M.";^.: 

D.    topog. 

Use — Not  used. 

Depth- 

Caslne;- 

■■"■ 

Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface. 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

19S6 

1959 

1941 

July  30 

133.6 

Feb.      1 

120.4 

Jan.    17 

a 

122.6 

Oct.    29 

140.2 

June     8 

118.7 

Apr.      7 

115.0 

Dec.    22 

138.6 

Sep.    27 

118.2 

l>.:ay     14 
June  18 

112.0 
110.4 

1937 

1940 

July  16 
Sep.      9 

110.1 
110.5 

Mar.    25 

137.2 

Jan.    18 

117.2 

Oct.      8 

110.5 

June   21 

128.2 

Auf^.      9 

119.4 

Nov.    14 

110.3 

Oct.      4 

126.0 

Dec.      9 

110.0 

1938 

1942 

Jan.      5 

124.2 

Jan.    27 

109.7 

Mar.    29 

122.7 

July  12 

125.8 

Nov.      2 

122.0 

a  Measiiremcnt  from  Division  of  VJater  Resources. 

Measxirements  from  Metropol 

itan  water  ] 

District  e: 

xcept 

as   noted, 
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MAP  9 
4SOT16B         PERRIS  VALLEY  IRRIGATION  CO.  P.V.  19 

Location — 300  feet  east  and  100  ffet  south  of  north  quarter  coner  of 
Section  16,  300  feet  erst  and  100  feet  south  of  corner  Rider  Avenue 
end  Evans  Road,  20  feet  east  of  house. 

Reference  point — Top  of  casing,  1.3  feet  above  «;round. 

Elevation  of  reference  point--! 447. 7,  fron  II.'A'.D.  topo,??. 

U£e--Not  used.  Depth--230  feet.  Casing--12  inches, 


Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  water  to  water  to  water 

surface,  surface,  rurface, 

Date      Feet  Date      Feet  Date      Feet 

1936  1938  1941 


July  31 

161.5 

Jan.  5 

154.8 

Apr.   7 

147.1 

Oct.  29 

1'30.1 

Mar.  29 

150.0 

Eay.  14 

a 

149.6 

Dec.  23 

154.8 

July  12 

153.0 

June  IB 

a 

157.6 

Nov.   2 

151.7 

July  15 

150.0 

1937 

1939 

Sep.   9 
Oct.   9 

151.2 
150.5 

Mar.  25 

151.3 

Nov.  14 

a 

150.2 

June  21  a 

152.7 

Feb .  1 

149.4 

Dec.   9 

146.9 

Oct.  4  a 

131.7 

June  7 
Sep.  27 

151.5 
152.4 

1942 

1940 

Jan.  ]3 

b 

143.8 

Jan.  19 

145.5 

Aup .   B  8 

154.2 

a  Irrigation  well  pumping  75  feet  wept. 

b  Measurement  from  Division  of  VJater  Resources. 

Measurements  from  Metropolitan  Water  District  except  as  noted. 


KAP  9 

4S3W16C  Er.:iL  FIRTH  P.V.  19A 

Location — Northwest  corner  of  northenst  quarter  of  Section  16,  Open  cas- 
ing. Middle  of  three  wells. 
Reference  point — Top  of  cesing,  O.P  foot  above  ground. 
Elevation  of  reference  point — 1447.7,  from  levois  by  D.W.R. 
Use — Not  used.  Depth — ^12  feet.         Casing — 12  inches. 

Other  numbers — Hardinc  425. 


4S3'A'15C  Continued 
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Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1921 


1922  Cont'd. 


1924 


Nov.  14 

98.1 

Apr.  25 

95.8 

Oct.   7 

Nov.  28 

98.0 

May  24 

96.4 

June  26 

96.5 

1925 

1922 

July  24 

95.5 

Aug.  22 

95.7 

Nov.  30 

Jan.  12 

97.7 

Set).  18 

95.8 

Feb .   7 

97.5 

Oct.  20 

95.8 

Mar.  20 

97. S 

Nov.  16 

96.5 

103.0 


107.4 


Measurements  fror:  Division  of  V-ater  Resources. 


WiP  9 


4£3vvl6D 


P.V.  206 


Location — 500  feet  north  and  50  feet  east  of  -.'est  quarter  corner  of 

Section  16, 
Reference  point — Top  of  screen,  1.0  foot  above  top  of  casing,  0.5  foot 

above  ground. 
Elevation  of  reference  point--! 435. 5,  from  M.V'.D.  topog. 
Use--Not  used.  Depth —  Casing — 12  inches. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1940 

1941 

1942 

Mar.  14 

a   120.1 

Jan.  17 

121.4 

Jan.  13 

112.5 

a  Lleasurerient  from  lletropolitan  Wster  District, 

Measurements  from  Division  of  VJater  Resources  except  as  noted. 
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iiyip  9 


4S3V<17A 


P.V.   263 


Location--1300  feet  south  and  300  feet  eapt  of  north\.'est  corner  of 
Section  17,    one-fourth  nile  south  of  Rider  Avenue,    300  feet  east  of 
Perris  Avenue. 

Reference  point — Bottom  edge  of  pump  base  east  side  at  ground. 

Elevation  of  reference  point — 

Use — Irrigetion.  Depth —  Casins^ — 


Dist.R.P. 
to  water 
surface. 
Date  Feet 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dlst.R.P 

to  water 

surface. 

Feet 

1941 

1942 

Jan.  21 

144.5 

Jan.  15 

a   147.1 

a  Pump  Fhut  down  20  minutes  to  measure. 
Measurements  from  Division  of  VJater  Resources. 


4S3Vi'18A 


I.1AP   9 
G.  F.  BAI.DING 


P.V.   8 


i 


Location — 500  feet  north  and  1400  feet  e^st  of  southvest  corner  of 

Section  18,  100  feet  east  of  Riverside-Perris  Hifhway. 
Reference  point — (a)  Top  of  casin?,  1  foot  above  ground  throur^h  July  13, 

1938;  then  (b)  at  1^  inch  hole  in  2"  x  8"  board  cover  1.2  feet  above 

ground. 
Elevation  of  reference  point — (a)  1481.3;  (b)  1481.5;  from  levels  by 

M.W.D. 
Use — Domestic.  Depth — 2.-'7  feet.         Casing— 12  inches. 


• 

Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface. 

surface. 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1935 

1935 

1938 

June  21 

126.3 

Jan,  3 

122.8 

Jan.   6 

132.4 

July  12 

121.4 

Mar.  26 

122.4 

Mar.  30 

125.9 

Sep,  10 

122.6 

July  30 
Oct,  29 

122.9 

129.2 

July  13 

130.1 

Dec.  22 

124.2 

1941 

1937 

Jan,  9 

134.5 

Mar.  24 

124.2 

Oct.   5 

124. B 

Measurements  from  Metropolitan  V/ater  District. 


MAP  9 
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4S31;1I18B 


P.V.  48 


Location — 100  feet  north  and  100  feet  west  of  southeast  corner  of 

Section  18,  northv;est  corner  of  Orange  Avenue  and  Perris  Road. 
Reference  point--(a)  Top  of  casing,  0.4  foot  belov;  ground  through 

November  30,  1925;  then  (b)  top  of  punp  base  0.6  foot  above  floor 

and  1,0  foot  above  .ground. 
Elevation  of  reference  T)oint  —  (a)  1438.5;  (b)  1440.0;  fron  levels  by 

D.W.R. 
Use— Not  used.  Depth — 260  feet.  Casing — 12  inches. 

Other  numbers — Harding  382. 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  vater 

surface, 

Feet 


Date 


Dist.R.P. 

to  v.'ater 

surface, 

Feet 


1921 


1922 


1925 


Nov,  4 
Nov,  15 
Dec.  10 


98,2 
98.2 
99.2 


Jan. 

18 

95.8 

Feb. 

20 

94.5 

I'lar. 

24 

93.5 

Apr . 

2fi 

a 

97,4 

l.'ay 

24 

a 

98.5 

Nov. 

15 

99.5 

Nov.  30 

1942 
Jan.  15 


105,8 


133.6 


a  Pumping  130  feet  east. 
Measurements  from  Division  of 


iter  Resources. 


4£3l/a8G 


MAP  9 

PHILLIPS 


P.V.  138 


Location--OnR-fourth  mile  west  of  south  quarter  corner  of  Section  18, 

north  side  of  Orange  Avenue. 
Reference  point — Unknown. 
Elevation  of  reference  point-- 

Use —  Depth —  Casing — 

Other  numbers— Waring  24,  U.S.'J.S.  71. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface. 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1904 

1905  Cont'd. 

1905 

Dec.  15 

53.2 

May  19 

62.0 

Kar.  16 

52.3 

June  20 

62.0 

May  11 

62,4 

1905 

July  22 

62.2 

June  29 

62.4 

Aufr.  19 

62.2 

Auf?.  3 

53.2 

Jan.  13 

53.3 

Sep.  22 

52.2 

Sep.  26 

53.3 

Feb.  22 

53.0 

Nov.   9 

62.4 

Dec.  20 

63.3 

Mar.  25 

62.5 

Dec.  23 

62.4 

Anr.  19 

62.2 
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4S3V;i8C  Continued 


Dist.R.P. 

Dir,t.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1907 

1908 

1910 

Feb.  13 

63.8 

Apr.  22 

64.1 

Feb.  4 

69.8 

May  17 

67.8 

June  24 

a 

Aug.  11 

72.9 

Aug.  30 

53.9 

Oct.  15 

65.2 

Dec.  31 

64.0 

Dec.  29 

66.0 

1911 

1909 

Jan.   6 

74.7 

Apr.  3 

a 

1912 

July  12 

67.6 

Oct.  14 

69,5 

V.^y     28 

b 

a  Pumpinc 

■  • 

b  Dry  at 

76.0  feet. 

lleasurer.<?nts  from  United  States  Geoloptical  Survey. 


4S.3VJ18D 


iS-IAP  9 
ALLEN 


P.V.  216 


Location — 750  feet  west  and  50  feet  south  of  north  quarter  corner  of 

Section  18,  south  side  of  Rider  Avenue,  750  feet  west  of  India  Street. 
Reference  point — (a)  Top  of  casin/?  at  ground. 
Elevation  of  reference  point — 1470, 
Use — Irrigation.  Depth — 316  feet.         Casing — 10  inches. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1930 

1941 

1942 

140. 

Jan,  21 

167.7 

Jan.  13 

166.5 

1940 
Mar.    21 


165.0 


lieasurements  from  Metropolitan  Vi'ater  District. 


imp  9 
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4S3ffl9A 


YT^MK  ROSBECK 


P.V.  18 


Location — 2900  feet  north  anci  1850  feet  east  of  the  southwest  corner  of 
Section  19,  on  west  si^.e  of  Santa  Fe  Ry.  at  north  side  of  Citrus  Avenue 
produced. 

Reference  point--(a)  Top  of  concrete  curb  at  ground  through  March  26, 
1935;  then  (b)  top  of  wooden  platform  0.3  foot  above  ground. 

Elevation  of  reference  point— (a)  1477.9;  (b)  1478.2;  from  levels  by 

ivi.v;.D. 

Use — Domestic.  Depth — 87  feet.     Casing — 4  feet  dia.  dug. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  vjater 

surface, 

Feet 


Date 


Dist.R.P. 

to  v.'ater 

surface, 

Feet 


1935 


1939 


1941 


June  21 

86.9 

Feb. 

2 

83.8 

Feb. 

2 

81.1 

July  12 

84,2 

June 

8 

84.9 

Feb. 

12 

79.7 

Sep.  10 

85.7 

July 

5 

84.9 

Mar. 

5 

79.3 

Dec.  18 

84.4 

Sep. 

28 

83.9 

Apr. 
May 

3 
8 

79.4 
80.5 

1936 

1940 

June 

12 

79.0 

Aug. 

21 

81.0 

Mar.  26 

83.5 

Jan. 

18 

81,5 

Sep. 

18 

83.3 

July  30 

85.2 

Feb. 

27 

80.7 

Oct, 

15 

80,8 

Oct.  28 

87.2 

Apr. 
June 

22 
6 

82.7 
85.0 

Dec. 

19 

80.2 

1937 

June 
June 

12 
20 

84.6 

R4,8 

Mar.  24 

85.5 

June 

27 

84.2 

June  21 

85.8 

July 

3 

84.0 

Oct.   6 

66.5 

Aug. 
Sep. 

1 
12 

81,9 
80,4 

1938 

Sep. 
Sep. 

19 
24 

80,2 
81,1 

Jan.   6 

86.5 

Oct. 

3 

80.3 

Mar.  30 

87.3 

Oct, 

10 

80.4 

July  13 

86.4 

Nov. 

7 

79.7 

Nov.   3 

86.3 

Dec. 

5 

79,7 

Measurements 

from  y. 

etropolitari  ^ 

Vater 

District. 
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l.!AP  9 


4smzok 


BFl-I  SMITH 


P.V.  58 


Location — 100  feet  south  and  one-fourth  mile  east  of  northwest  corner  of 
Section  20,  at  south  side  of  Oranpe  Avenue,  one-fourth  mile  east  of 
Perris  Boulevard. 

Reference  point — Base  of  pump  at  crround. 

Elevation  of  reference  point — 1433.5,  from  I^W.D.  topos. 

Use — Irrigation.  Depth — 180  feet.        Cr-.sinr — 12  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  v.ater 

to  water 

surface, 

surface, 

surface, 

.  Date 

Feet 

Date 

Feet 

Date 

Feet 

,1937 

1939 

1941 

:.!ar.  25 

123.8 

Feb.  1 

131.3 

Jan.  21 

b 

135.7 

Oct.   4 

a   134.6 

Sep.  27 

137.3 

1942 

1938 

1940 

Jan.  13 

b 

129.4 

Jan.   6 

130.2 

Jan.  18 

133.1 

Mar.  29 

125.8 

Auf.   9 

138.6 

Nov.   2 

138.3 

a  Apparently  pumped  recently. 

b  Measurement  from  Division  of  Water  Resources. 

Measurements  from  Metropolitan  Vvater  District. 


4S3W20B 


MAP  9 
JOE  HATCH 


P.V.  267 


Location — 150  feet  east  and  1100  feet  north  of  southwest  corner  of 
Section  20,  150  feet  east  of  Perris  Boulevard  and  1100  feet  north  of 
Nuevo  Boulevard. 

Reference  point--bottom  edpe  of  pump  base  plate  ?t  hole  in  southeast  side 
of  pump  house  floor  and  ground. 

Elevation  of  reference  point-- 

Usp — Irrigation  and  domestic.   Depth —  Casing — 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P 

to  water 

surface, 

Feet 

1941 

1942 

Jan.  21 

140.1 

Jan.  13 

a   133.6 

Date 


Dist.R.P. 

to  water 

surface, 

Feet 


a  To  top  of  oil. 

Measurements  from  Division  of  V.ater  Resources. 
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MP  9 


4S3'A'glA. 


P.V.  4 


Location — 1300  feet  north  and  30  feet  east  of  south  quarter  corner  of 
Section  21,  1^-  miles  east  of  Ferris  Boulevard,  1300  feet  north  of 
Nuevo  Road. 

Reference  point--Top  of  8"  x  8"  pimp  blocks,  2  feet  above  top  of  cas- 
ing and  ground, 

Elevation  of  reference  point — 1425,  from  II.W.D.  topop;. 

Use — Not  used.  Depth —  Casing— 12  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1935 

1938 

1940 

July  30 

113.7 

Jan.   5 

108.7 

Jan.  18 

103.9 

Oct.  28 

114.3 

Mar.  30 

108.4 

Mar.  20 

105.7 

Dec.  22 

114.2 

July  13 
Nov.   2 

107.1 
106.2 

Aug.  9 

103.6 

1937 

1939 

1941 

Mar.  25 

114.2 

Jan.  17 

a   104.1 

June  21 

111.2 

Feb.   1 

105.8 

Oct.  4 

109.2 

Sep.  27 

104,4 

a  Measurement  from  Division  of  Vvater  Resources. 

Measurements  from  IJetropolitan  Water  District  except  as  noted. 


MAP  9 


4S3W24A 


L.  N.  MATEZR 


L.N. 


Location — 150  feet  north  and  950  feet  east  of  the  southwest  corner  of 

Section  24. 
Reference  point — ^Bottom  of  pump  base  at  ground. 
Elevation  of  reference  point — 1437.6,  from  levels  by  D.W.R. 
Use — Domestic.  Depth — 150  feet.         Casing — 7  inches. 

Other  numbers — Hard  ins  343. 
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Date 

1921 

Oct.  29 
Nov.  10 
Nov.  26 
Dec.  31 

1922 

Jan.  26 
Feb.  27 
Mar.  23 
Apr.  21 
Hey  22 
June  20 
July  21 
Aug.  21 
Sep.  20 
Oct.  24 
Nov.  15 


Dipt .R .P. 

to  water 

surface, 

Feet 


74.9 
74.7 
74.7 
74.3 


73.9 

73.4 
73.1 
72.8 
72.5 
73.1 
73.7 
75.3 
75.6 
75.8 
75.2 


4S3lfJ24A  Continued 


Dlst.R.P. 

to  water 

surface, 

Date 

Feet 

1936 

Aug.  13 

a 

103.7 

Oct.  28 

a 

102.4 

Dec.  22 

a 

98.2 

1937 


Mar.  25 

a 

95.0 

June  22 

a 

101.4 

Oct.   6 

a 

101.3 

1938 


Jp.n. 

6 

a 

97.4 

Me.r . 

30 

a 

95.0 

July 

14 

a 

105.3 

Nov. 

30 

a 

100.2 

Dlst.R.P 

to  water 

surface, 

Date 

Feet 

1939 

Mar.  22 

a 

95.7 

June  8 

a 

99.8 

Sep.  28 

a 

101.1 

1940 

Jan.  19 

a 

97.1 

1941 

Jan.  20 

99.5 

1942 

Jan.  12 

100.6 

a  Measurement  from  L'etropolitan  Water  District. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 


4S3'«24B 


MAP  9 


NUEVO  WATER  COMPANY 


L.N.  39 


Location — 1200  feet  east  and  600  feet  north  of  southwest  corner  of 
Section  24,  40  feet  southeast  of  Reservoir  Avenue,  0.18  mile  north  of 
Nuevo  Road. 

Reference  point — Bottom  of  pump  base  at  pround. 

Elevation  of  reference  point — 1432,  from  K.V.'.D.  topog. 

Use — Irri ration.  Depth — 610  feet.        Casing — 16  Inches. 

Other  numbers — Owner  No.  8, 


Dlst.R.P. 

Dlst.R.P. 

Dlst.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1933 

1937 

1938 

Aug.  15 

a    90. 

Aug.  6 

a   101.5 

Feb.  12 
Mar.  31 
July  7 
Nov.  30 

88.6 
93.7 
101. 
91.8 

4S3A'24B  Continued 
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Dist,R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1940 

1942 

Mar.  21 

88.7 

Jan.  11 

90.5 

Jan.  13 

b    91.3 

June  9 

95.2 

Sep.   7 

9?. 7 

.  1941 
Jan.  20 

b    92.3 

a  Measurement  by  owner. 

b  Messurenent  fron  Division  of  Vater  Resources. 

Measurements  from  Metropolitan  ''^ater  District  except  as  noted, 


MAP   9 


4Sa\'24C 


JTIJT^VO  V.'ATER   COlTMiY 


L.N. 


Location — 470  feet  north  and  220  feet  west  of  south  quarter  corner  of 
Section  24,  on  Stalder  Avenue  about  500  feet  north  of  Nuevo  Road  and 
700  feet  vjest  of  Lakeview  Avenue. 

Reference  point--Top  of  casins;,  O.S  foot  above  ground. 

Elevation  of  reference  point — 1442.2,  fror.  owner. 

Use — Not  used.  Depth —  Casing--12  inches, 

Other  numbers — Owner  Plant  No.  1,  Stalder  No.  2,  Kardin?  No.  L-99. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1937 

1939 

1941 

Sep.   7 

110.2 

Mar.  22 

105.0 

Feb.   7 

107.1 

Dec.   tS 

107.8 

June  9 

107.8 

Acr.  17 

105.5 

Sep.  28 

109.0 

May  14 

107.2 

1938 

June  18 

111.7 

1940 

July  15 

112.3 

Ivlar.  31 

104.7 

Au'?.  27 

111.4 

July  14 

110.5 

Jan.  11 

105.6 

Oct.   8 

109.5 

Nov.  30 

108.1 

Nov.  14 

1942 
Jan.  13 

108.3 
a   106.5 

a  Measurement  fron  Division  of  V'ater  Resources. 

Measurements  from  Metropolitan  VJater  District  except  as  noted. 
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MAP   9 


4S3lf.'26A 


NUEVO  V.'ATER  COITAKY 


L.N.  18 


Location — 0.2  mile  south  and  45  feet  west  of  northeast  corner  of  Section 
26,  one-half  mile  southwest  of  Nuevo,  west  side  of  Pozos  Street,  one- 
fourth  mile  south  of  Nuevo  Road. 

Reference  point  —  (a)  Top  of  curb  at  ground  throup;h  June  22,  1926;  then 
(b)  bottom  of  3  inch  hole  in  pur.p  castinp,  1.3  feet  below  pround. 

Elevation  of  reference  point — (a)  1428.5;  (b)  1427.2;  from  levels  oy 
D.W.R. 

Use — Irrigation.  Depth — 291  feet.  Casinc — 16  inches. 

Other  numbers--0wner  No.  2,  Hardin?  344. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1925 

1939 

Oct.  29 

a 

71.3 

June  22 

b    80.2 

Mar.  22 

87.7 

Nov.  10 

a 

71.3 

Sep.  28 

94.0 

Nov.  26 

a 

71,2 

1933 

1940 

1922 

c    88.4 

Jan.  11 

90.4 

Apr.  21 

a 

68.0 

1937 

May  22 

a 

67.7 

1941 

Sep.  20 

a 

72.4 

Dec.   7 

91.0 

Oct.  24 

a 

72.2 

1938 

Jan.  20 

a    92.5 

1925 

Jan.  27 

69. 

1942 

Dec.  1 

a 

77.1 

July  7 
Nov.  30 

100. 
92.5 

Jan.  13 

a    91.4 

a  Measurement  from  Division  of  Water  Resources. 

b  Power  company  test. 

c  Measurement  by  owner. 

Measurements  from  Metropolitan  Water  District  except  as  noted. 
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VAP   9 


4S31/\f2eA 


aiYESELF 


P.V.  2 


Looation — 2b  feet  east  and  700  feet  north  of  southwest  corner  of  Section 

28. 
Reference  point — {p.)   Top  of  casing,  0.3  foot  above  around  through  March 

20,  1940;  then  (b)  north  edge  purip  base  1.1  feet  above  ground. 
Elevation  oc"  reference  point  —  (a)  1414.3;  (b)  1415.1;  from  M.W.D.  topog. 
Use — Not  used.  Depth — 259  feet.        Casing — 10  inches. 


Date 


Diet. R. P. 
to  water 
surface, 
Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1936 


1937 


1941 


July  30 

112.4 

Mar.  24 

Oct.  28 

113.5 

Dec.  22 

111.3 

194.0 
Mar.  20 

108.2 


103.6 


Jan.   17     a       108.5 


1942 


Jan.    14     a        102.1 


a  Measurenent  from  Di'^ision  of  V  ater  Resources. 

Measurements  from  lletro-ooli '':an  Vv'ater  District  excert  as  noted. 


IIAP  9 


4S3Vf2SB 


P.V.    3B 


Location--950  feet  south  end  1100  feet  west  of  northeast  corner  of 
Section  28,  south  of  A.T.  &  S*F.  Ry.,  4000  feet  east  of  Murriella 
Road.  The  most  southerly  of  group  of  five  wells. 

Reference  point — Top  of  cesin!?,  1.4  feet  above  ground. 

Elevetion  of  reference  point — 1422.0  from  levels  by  D.'''.'.R. 

Use— Not  used.  Depth — 125  feet.       Casing~12  inches. 

Other  numbers — Harding  No.  379. 


Date 

1921 

Nov .  3 
Nov,  15 
Dec.  10 


Dist.R.P. 

to  Vi/ater 

surface, 

Feet 


97.8 
101.4 


Date 


1922 


Jan. 

18 

Feb. 

20 

i.!p.r. 

24 

Apr. 

1 

Apr. 

25 

Dist.R.P. 

to  vater 

surface, 

Feet 


93.8 
91.5 
89.7 
88.2 
91.2 


May  25  a 


95.0 


Dist.R.P 

to  water 

surface. 

Date 

Feet 

1922  Cont'd. 

June  28 

a 

99.6 

July  25 

a 

101.0 

Aug.  28 

a 

103.1 

Sep,  23 

a 

104.4 

Oct,  25 

a 

105.1 

Nov.  15 

a 

98.0 
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4E2SIV283  Continued 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  vater 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


192i4 


1937 


1940 


Oct.   5 

101.7 

1925 

Dec.   1 

105.9 

1935 

July  30 

b 

112.0 

Oct.  28 

b 

111.? 

Dec.  22 

b 

111.2 

Mar.   25     b       110.9 


June   21 
Oct.      4 

1938 


b 

b 


108.9 
107.4 


Mar,  30  b 

106.4 

July  13  b 

105.5 

Nov.  2  b 

104.5 

Jan.    18     b       102.2 
Aug.      9     b       102.0 


1939 


1941 

Jan.    17 
Apr,      3 

1942 

Jan,    13 


102.3 
102.1 


100.7 


Feb.  1  b  104.0 
June  8  b  103.3 
Sep,    27     b        102.7 


a  Pumpinr  75  feet  north. 

b  Measurement  from  Metropolitan  vjater  District. 

Measurements  from  Division  of  'Water  Resources  except  as  noted. 


I,IAP   9 


4S  3"/:  30  A 


P.V.   53 


Location — 100  feet  north  and  150  feet  vest  of  east  quarter  corner  of 
Section  30,  100  feet  west  of  intersection  of  Ferris  Boulevard  and  Jar- 
vis  Street. 

Reference  point — Top  of  dented  casing,  west  side,  1.3  feet  above  ground. 

Elevation  of  reference  point— 1444,4,  from  levels  by  D.W.R. 

Use — Not  used.  Depth--89  feet.         Casing — 12  inches. 

Other  numbers — Harding  376. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  v;ater 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1921 


1922 


1922  Cont'd. 


Nov.   3 

75.0 

Jan.  18 

75.0 

July  24 

75.2 

Nov.  15 

75.0 

Feb.  20 

75.0 

Aug.  22 

75.1 

Dec,  10 

75.0 

Mar.  24 

75.1 

Ser>.  18 

75.1 

Apr.  25 

75.1 

Oct.  20 

75.1 

May  24 

75.1 

Nov.  16 

75.1 

June  26 

75.2 

4S»'30A  Continued 
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Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  v;ater 

to  vater 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

F^et 

Date 

Feet 

1924 

1937 

1939 

Oct.   5 

74.6 

Liar.  25 

a 

76.1 

Feb.   2 

a 

74.6 

June  21 

a 

75.8 

June   9 

a 

75.1 

1925 

Oct.   6 

a 

75.4 

Sep.  28 

a 

74.9 

Nov.  30 

75.1 

1938 

1940 

1936 

Jan .   6 
Mar.  29 

a 
a 

75.0 
77.9 

Jan.  19 

a 

74.9 

Dec.  22 

a    76.0 

July  13 
Nov.   3 

a 

a 

74.4 
74,2 

1941 
Jan.  17 

1942 
Jan.  13 

74.6 
74.1 

a  Measurement  fror;  I'etropolitan  Water  District. 

Measurements  fron  Division  of  '.''nter  Resources  except  as  noted. 


4S3';31A 


I!AP  9 
LUDMAT^TYI 


P.V.  104 


Location — 1000  feet  north  ancl  500  feet  east  of  south  ou^^-rter  corner  of 

Section  31,  ZOO  f'=et  south  of  11th  Street. 
Reference  point — Top  8"  x  8"  north  side  of  hole,  2  feet  above  fround. 
Elevation  of  reference  point — 
Use — Not  used.  Depth —  Casing — 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface. 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1940 

1?41 

1942 

Jan.  17 

44.9 

Jan.  ]? 

45.2 

Jan.   8 

42.4 

Measurements  from  Division  of  V/ater  Resources. 
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IIAP  9 


4S3K313 


FRAJJK  '/m/ilF.y 


P.V.  105 


Location — BOO  feet  north  and  200  feet  west  of  southeast  corner  of  Section 
31,  200  feet  west  of  Perrls  Pouleverr',  50  feet  northwest  of  house. 

Reference  point — Base  purr.p  flpnpe  erst  si<3e  between  two  12"  r   12"' s,  2 
feet  above  ground. 

Flevation  of  reference  point — 

Ufb — Done  Stic.  Depth —  Casinp — 


Date 

Dlst.R.P. 

to  water 

evirface, 

Feet 

Date 

Dlst.R.P. 

to  water 

surface, 

Feet 

Date 

Dlst.R.P. 

to  water 

surface, 

Feet 

1940 

1941 

1942 

Jen.  17 

75.1 

Jan.  17 

76.2 

J-^.n.   P 

75.0 

lleasurements  fron  Division  of  '.'.'ater  Resources. 

IIAP  9 


4S3'a31C 


HOOK  3R0T!TI?S 


P.V.    142 


Location--Near  railroad   in  northeast  quarter  of  southeast  quarter  of 
Section  31,    near  southvest  corner  Seventh  Street  end  Perris-Hemet  High- 
way,   south  edge   town  of  Perris. 

Reference  point --Unknown. 

Elevation  of  reference  point — 

Use —  Depth —  Casing — 

Other  numbers — Vv'erine;  29. 


Di^t.R.P. 

Dirt.R.F. 

Dlst.R.P. 

to  water 

to  water 

to  water 

surface. 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1904 

1907 

1909 

Mar ,  3 

45.0 

Feb.  13 

48.7 

Apr.   2 

50.3 

l!ay  17 

48.7 

July  11 

50.7 

1905 

Aug.  31 

48.7 

Dec.  31 

49.7 

1915 

Nov.  9 

47.2 

Dec.  22 

46.7 

1908 

Nov.  14 

51.0 

1906 

Apr.  22 
June  24 

49.5 
49.7 

1915 

Jan.  29 

45.3 

Oct.  15 

50.2 

July  30 

52.2 

May  12 

46.7 

Dec.  28 

50.5 

June  28 

48.2 

Sep.  26 

48.5 

Dec.  20 

49.3 

lieasurenents  from  United  States  ^eoloffical  Survey. 
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LIAP  9 


4S3Vi'3SA 


JAI,IES  I>IALCOm 


P.V.  1 


Location — 1500  fest  south  and  600  feet  east  of  northwest  corner  of 

Section  32,  southeast  corner  4th  and  "F"  Streets, 
Reference  point--Top  of  casing,  1.7  feet  above  ground. 
Elevation  of  reference  point — 1434.7,  estinated  from  4S3W32C. 
Use — Domestic.  Depth--  Casing — 16  inches, 

Other  numbers— U.S. G.S.  72c 


Date 


Dlst.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P, 
to  water 
surface, 
Feet  " 


1929  .  . 


1935 


1939 


!Iay 
Sep. 


1 
7 


1930 

Mar .  4 
May  31 
July  31 
Dec.   4 

1931 

Mar .  4 
June  12 
Aug.  25 


67.7 
67.4 


67.9 
68,2 
58,5 
58,9 


69,1 
70.1 
59.9 


Feb.  25 

Kay  7 

Aug.  5 

Nov.  4 

1935 

Feb.  7 
July  30 
Aug.  13 
Oct.  28 
Nov .  5 
Dec,  22 

1937 


72,3 
72,5 
72.6 
72.7 


72.7 
72,9 
72.9 
72,1 
72,0 
71.7 


Feb. 

2 

a 

72.3 

Feb. 

14 

72.3 

May 

31 

72,5 

June 

9 

a 

72.7 

Aug. 

23 

72.7 

Sep. 

28 

a 

72.8 

Nov. 

15 

72.7 

1940 


Jan. 

19 

a 

72.8 

Feb. 

15 

72,9 

May 

10 

b 

75,0 

Aug. 

9 

ab 

74.0 

Aug. 

23 

73.2 

1932 

Mar.  8 
May  3 
Aug.  10 
Nov.  18 

1933 

Feb.  5 
May  18 
Aug,  4 
Nov.  10 


1934 


Feb. 
Dec. 


5 

4 


70.3 
70.4 
70.8 
71.0 


71.1 
71.4 
71.5 
71.5 


71.5 
72.2 


Feb. 

3 

71,8 

Mar . 

24- 

a 

71.8 

May 

7 

72.1 

June 

21 

a 

71.9 

Sep. 

15 

72.0 

Oct. 

6 

a 

71.9 

Nov. 

19 

71.8 

■^^1941 


1938 


Jan. 

6 

a 

71.7 

Feb. 

23 

71.8 

Mar. 

30 

a 

71.9 

May 

4 

72.0 

July 

13 

a 

72.0 

Oct. 

22 

72.1 

Nov. 

3 

a  . 

78.3 

Jan. 

15 

73.1 

Jan. 

17 

c 

73.1 

Mar. 

11 

73.1 

Apr. 

3 

a 

73.1 

May 

22 

73.0 

Aug. 

20 

73.7 

Aug. 

27 

b 

73.3 

Sep. 

9 

72.7 

Oct. 

7 

72.7 

Nov. 

7 

72.5 

Nov. 

14 

a 

72.5 

Dec. 

9 

72.4 

1942 


Jan,  '8     c 


a  Measurement  from  Metropolitan 'Waiter-District, 
b  Pumping.  ,0  :.-::.l'' •'■  '  .^''  -  ,:.C, ':,'"'" /^\.r. 

c  Measurement  from  Division  of  V-'ater  Resources. 
Measurements' Trom'TJnr^e'd'S taTes  ■"'Jebrogicar  Survey 


72.2 


exce'p't  PS  noted. 
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4S3rV32'6 


HA?   9 
CITY  OF  FERRIS 


P.V.  28 


Location--800  feet  east  and  50  feet  south  of  north  quarter  corner  of 
Section  32,  100  feet  south  of  Sp,n  Jacinto  Avenue,  500  feet  west  of 
V/ilson  Avenue. 

Reference  point — Top  of  casinp:,  4  feet  below  ground. 

F.levation  of  reference  point — 1416.4,  fron  levels  by  D.VJ.R, 

UEe--Not  used.  Depth — 255  feet.  Casing — 

Other  numbers — ^Waring  31,  Harding  371,  Owner  No.  2, 


Date 


1921 


Nov.  2 
Nov.  15 
Dec.  10 


Dist.R.P. 

to  water 

surface, 

Feet 


85.4 
84.4 
83.4 


Date 


1922 


Dist.R.F. 

to  water 

surface, 

Feet 


Apr. 

25 

a 

80.1 

May 

25 

a 

85.8 

June 

28 

a 

89.8 

July 

25 

a 

91.0 

Au^, 

28 

a 

92.5 

Sep. 

23 

a 

93.3 

Oct. 

25 

a 

93.3 

Nov. 

15 

85.2 

a  VJell  35  feet  west  pumping. 

b  Measurement  by  operator. 

Measurements  from  Division  of  Water  Resources, 


Date 

Dist.R.P 

to  water 

surface. 

Feet 

1924 

Oct.   7 

95.3 

1940 

Mar.  19 

b 

113.8 

1941 

rar.   5 

b 

115.6 

M-AP   9 


4S3W32C 


SAI^TOS  LIORO 


P.V.  lA 


Location — 1400  feet  south  and  900  feet  east  of  northwest  corner  of 
Section  32,  on  5th  Street  approximately  one  and  one-half  bloclcs  east 
of  Ferris  Boulevard. 

Reference  point — Top  of  casing,  2.5  feet  above  ground. 

Elevation  of  reference  point— 1433.2,  from  levels  by  D.W.R. 

Use —  Depth— 150  feet.         Casing~7  inches, 

Other  numbers--Harding  456,  U.S.G.S.  72,  V.'arine  30. 
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4S3l'J32C 

Continued 

Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1904 

1910 

1919 

Mar.   3 

30.2 

Feb.  3 

39.4 

May  11 

55.3 

Oct.  18 

33.3 

Aug.  10 

41,4 

Oct.  12 

55.0 

Nov.  18 

33.2 

Dec.  15 

33,3 

1911 

1920 

1905 

Jan.  5 

42.1 

May  18 
Oct.  15 

57,4 
58.3 

Jan.  13 

32,8 

1912 

Feb.  22 

31.7 

1921 

Mar.  25 

30.8 

May  28 

45,5 

Apr.  18 

30.6 

July  29 

47.2 

Feb.  10 

58.9 

May  19 

30.2 

Apr,  23 

52.1 

June  20 

30,1 

1913 

May  13 

59.5 

July  23 

30.3 

July  25 

50.1 

Aug.  22 

30,5 

Oct.  18 

50,5 

Oct.  10 

50.7 

Nov.   9 

30.9 

Nov.  30 

a 

61.0 

Dec,  22 

31.3 

1914 

Dec.  10 

a 

51.0 

1906 

Feb.   5 
Apr.  17 

50.3 
51.5 

1922 

Jan.  29 

31.7 

May  15 

51.7 

Jan.  18 

a 

61.2 

Mar.  16 

31.7 

June  25 

52.2 

Feb.  20 

a 

61.3 

June  28 

31.2 

Aug.  14 

53.0 

Mar.  24 

a 

61.4 

Aug.   3 

31.7 

Sep.  15 

53.7 

Apr.   7 

61.4 

Sep.  26 

32.3 

Apr.  25 

a 

51.4 

Dec.  20 

32.2 

1915 

May  16 
May  24 

a 

51.5 
61.5 

1907 

Oct.  31 

55.5 

June  26 
July  24 

a 
a 

61.5 
51.7 

Feb.  13 

32.0 

1915 

Aug.  22 

a 

61.8 

May  18 

52.2 

Sep.  18 

a 

61.8 

Feb.  25 

55.8 

Oct.  20 

a 

61.8 

1908 

May   5 
July  30 

54.8 
55.0 

Nov.  17 

a 

61.8 

Apr.  22 

34.9 

Nov.  15 

55,1 

1923 

June  25 

36.0 

Oct.  15 

37.4 

1917 

Feb.  25 

61.8 

Dec.  28 

37.2 

June  5 

52.2 

Mar.  20 

U  t^  •  o 

Sep.  17 

62.4 

1909 

Nov.  25 

55.9 

Dec.   6 

62.8 

Apr.   2 

37.2 

1918 

1924 

July  11 

38.3 

Oct.  14 

39.5 

May   4 

55.7 

Feb.  25 

63.1 

Oct.  12 

55.2 

Aug.  26 

63.9 
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4S5''32C  Continued 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1925 


1926 


1927 


Uar.  12 

64.9 

May  13 

66.9 

June  24 

May  26 

65.3 

Oct.  27 

68.2 

Aug.  30 

July  25 

65.8 

Nov.  3 

66.0 

58.4 


a  Measurement  from  Division  of  VJater  Resources. 

b  Either  dry  or  obstructed  at  69.5. 

Measurements  from  United  States  Geological  Survey  except  as  noted. 


MAP  9 


4S3W32D 


P,V.  IB 


Location — 1100  feet  south  and  900  feet  east  of  northwest  corner  of 

Section  32,  300  feet  north  of  VJell  3S3iA'32C. 
Reference  point — Top  of  curb,  0.9  foot  above  ground. 
Elevation  of  reference  point — 1427.1,  from  levels  by  D.W»R. 
Use — Domestic.  Depth —  Casing- 

Other  numbers— Harding  457,  U.S.G.S.  72a, 


Dist.R.P, 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface. 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1914 

1917 

1920 

Nov.  21 

41.9 

May  20 

53.2 

May  18 

55.5 

Nov.  25 

53,8 

Oct.  16 

56.6 

1915 

1918 

1921 

May  21 

50.1 

Oct,  31 

53.3 

May   4 

53.2 

Feb.  10 

57.2 

Oct.  12 

53.8 

May  13 

57.8 

1916 

July  25 

58.1 

1919 

Oct.  10 

58.7 

Feb.  25 

52.9 

Nov.  30 

b    59,2 

May   6 

51.8 

May  11 

a 

Dec.  10 

b    59.3 

Nov,  15 

53.1 

Oct.  12 

54,6 
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4S3lv22D  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  mater 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1922 

1922  C 

ont'd. 

1924 

Jan.  18 

b 

59.4 

Sep.  18 

b 

59.9 

Feb.  26 

60,9 

Feb.  20 

b 

59.5 

Oct.  20 

b 

58.7 

Aug.  26 

62,2 

Mar.  24 

b 

59.5 

Nov.  17 

b 

59.3 

Apr.   7 

59.5 

1925 

Apr.  25 

b 

59.7 

1923 

May  15 

59.5 

Mar.  12 

c 

May  24 

b 

50.0 

Feb.  25 

59.4 

June  26 

b 

59.6 

June   6 

59.4 

July  24 

b 

59.9 

Sep.  17 

59.9 

Aue;.   2 

60.2 

Dec.   5 

50.3 

Auf^.  22 

b 

59.9 

a  Pumping. 

b  Measurement  from  Division  of  Water  Resources. 

c  Dry  at  67  feet. 

Measurements  from  United  States  GteolOif»ical  Survey  except  as  noted. 


MAP  9 


432^^35  A 


P.V.   29 


Location — 1100  feet  south  and  550  feet  west  of  north  q.uai"ter  corner  of 
Section  35,  1:|-  miles  south  and  1  mile  v;est  of  Nuevo. 

Reference  point — Bottom  of  side  opening  in  piimp  frame,  south  side,  0.5 
foot  above  ground. 

Elevation  of  reference  point — 1424.5,  from  M.Vj.D.  topog. 

Use — Irrigation.  Depth —  Casing — 


Dist.R.P. 

Dlct.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1936 

1937 

1938 

Aug.  13 

97.9 

Mar.  25 

93.7 

Jan.   5 

95.9 

Oct.  28 

97.4 

June  22 

a   115,7 

Mar.  30 

a   108.4 

Dec.  23 

95.7 

Oct.  6 

100.4 

July  13 
Nov.  2 

112.9 
101.6 
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4S31V35A  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1941 

1942 

Feb.  2 

97.1 

Jan.  1'7 

b   100.9 

Jan.  13 

b   100 . 4 

June  8 

e   111.6 

Apr.   3 

99.2 

Sep.  28 

100.2 

June  18 
July  16 

106.1 
105.4 

1940 

Oct.  e 
Nov.  14 

104.5 
102.2 

Jan.  19 

97.9 

Au?.   9 

102.9 

a  Punpinf?. 

b  Measurenent  from  Division  of  Water  Resources. 

Measurements  from  Metropolitan  Water  District  except  as  noted. 


4S31V35B 


I.1AP   9 
TEITSGAL  WATER  COI-TAKY 


P.V.  29A 


Location — 1300  feet  south  and  100  feet  west  of  north  q\iarter  corner  of 
Section  35,  one  and  three -fourths  miles  southv.'est  of  Nuevo,  one-fourth 
mile  south  of  San  Jacinto  Avenue,  one  mile  east  of  Hartford  Bridge. 

Reference  point — (a)  Top  of  2  inch  pipe  into  well,  0,1  foot  above  ground 
through  May  20,  1917;  then  (b)  top  of  2  inch  pipe  into  well,  0.7  foot 
above  ground. 

Elevation  of  reference  point — (a)  142B.4;  (b)  1429.0;  from  levels  by 
D.W.R. 

Use — Abandoned.  Depth — 145  feet.  Casin.^ — 

Other  numbers— U.S. G.S.  73,  Herding  345,  Owner  "Harford". 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1901 

1903 

1904 

May 

28.9 

Feb.  28 

38.6 

Jan.  31 

43.3 

Apr.  11 

37.5 

Feb.  28 

41.9 

1902 

May  14 

38.2 

Kar,  3 

41.7 

Sep.  15 

43.3 

Mar,  29 

40.9 

July 

40.2 

Kay   1 

42.8 

Oct.  25 

41.6 

July  3 

44.8 

Dec.  15 

42.7 

Sep.  15 

45.4 

4£;3fi;;35B  Continued 


lo7 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


)ate 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  v.-ater 

surface, 

Feet 


1905 

Sep.  23 
Dec.  22 

1905 


Mar.  15 
May  12 
June  28 
Aug.  4 
Sep.  27 
Dec.  21 

1907 

Feb.  14 

May  18 

Auer.  31 

Dec.  31 

1908 

Apr.  23 
June  25 
Oct.  15 
Dec.  28 


44.7 
43.0 


42.2 

42.2 
40.2 
38.7 
41.6 
42.4 
43.5 


41.8 
40.3 
40.7 
43.1 


41.9 
42.4 
46.5 
46.7 


1S09 

Apr.  2 
July  11 
Oct.  14 

1910 

Feb.  3 
Aur?,  10 

1911 

Jan.   5 

1915 


1922 


44.6 
43.9 
45.9 


46.5 
45.9 


49.9 


Nov.   9 

72.0 

1915 

July  30 

67.0 

1917 

May  20 

57.5 

1921 

Nov.   1 

a 

93.0 

Nov.  15 

a 

93.0 

Nov.  25 

ab 

93.8 

Dec.  31 

a 

88.5 

Jan. 

1 

a 

87.2 

Jan. 

6 

a 

86.2 

Jan. 

13 

a 

86.1 

Jan. 

20 

a 

84.6 

Jan. 

26 

a 

85.1 

Feb. 

1 

a 

85.4 

Feb. 

10 

a 

85.4 

Feb. 

17 

a 

85.0 

Feb. 

27 

a 

84.6 

Mar. 

23 

a 

83.8 

Apr. 

21 

a 

83.0 

May 

22 

a 

82.2 

June 

20 

a 

82.2 

July 

21 

ab 

88.9 

Auf?. 

21 

ab 

91.5 

Sep. 

20 

ab 

92.9 

Oct. 

24 

ab 

93.9 

Nov. 

15 

a 

90.4 

Dec. 

8 

ab 

93.1 

1924 
Oct.   7  a 

1925 
Dec .   2  a 


96.1 


86.0 


a  Measurement  fron  Division  of  VJater  Resources. 

b  Pumping  400  feet  west, 

Measureraents  from  United  States  Geological  Survey  except  as  noted. 
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V.AP   9 


4S2W1A 


S.V,    135 


Location — 700  feet  east  and  600  feet   north  of  west  quarter  corner  of 

Section  1. 
Reference  point — Top  of  casino;,    1.0  foot  above  ground. 
Elevation  of  reference  point— 1435.7,    from  levels  by  II.W.D. 
Use — Test  well.  Depth — 15,3  feet.  Casing — 2  inches. 

Other  niinbers — Test  V»ell  No.    16. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P., 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Dste 

Feet 

Date 

Feet 

1939 

1940 

1941 

Oct.  2 

10.6 

Jan.  17 

9.0 

Jan.  16 

7.7 

Oct.  23 

10.2 

Mar.  21 

8.4 

Feb.  27 

6.5 

Nov.   1 

9.9 

May   1 

8.2 

Mar.  17 

a     6.0 

Nov.  15 

S.6 

June  5 

8.0 

Apr.  18 

5.4 

Dec.  15 

9.3 

July  25 

8.3 

Kay  15 

5.3 

SeT5.  18 

9.0 

June  19 

4.8 

Oct.  24 

8.6 

July  15 

4.8 

Nov.  27 

S..2 

Sep.  10 
Oct.  15 
Nov.  11 

5.2 
5.8 
6.4 

1942 


Jan.  13 


5.4 


a  Vf'ater  standing  in  ditch. 

Measurements  from  Metrotaolitan  V.'ater  District. 


MAP  9 


4S2W2A 


S.V.  123 


Location — 200  feet  east  and  1100  feet  north  of  v.est  quarter  corner  of 

Section  2. 
Reference  point — Top  of  2  inch  "Bell"  type  reducer,  0.1  foot  above  TTOund, 
Elevation  of  reference  point — 1430.0,  from  levels  by  M.V.'.D. 
Use — Test  well.  Depth — 27  feet.  Casing — 2  inches. 

Other  numbers — Test  V/ell  No.  14. 
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4S2'/j2A  Continued 


Di 

st.R.P. 

Dist.R.P. 

Dist.R.P. 

to 

v.'ater 

to  water 

to  v;ater 

surface, 

surface, 

surface, 

Date 

Feet 

Da- 

be 

Feet 

Date 

Feet 

1939 

1940 

1941 

Sep.  15 

13.5  * 

Jan, 

17 

13.0 

Jan.  16 

14.3 

Sep.  19 

13.3 

Mar. 

21 

12.9 

Feb.  27 

14.1 

Oct.   2 

13.1 

May- 

1 

12.9 

Mar.  17 

13.8 

Oct.  12 

13.2 

June 

6 

13.0 

Apr.  18 

12.6 

Oct.  23 

13.1 

July 

25 

14.0 

May  15 

12.6 

Nov.   1 

13.2 

Sep. 

18 

14.4 

June  19 

12.5 

Nov.  15 

13.2 

Oct. 

24 

14.5 

July  15 

12.7 

Dec.  15 

13.1 

Nov. 

27 

14.5 

Sep.  10 
Oct.  15 
Nov.  11 
Dec.  12 

1942 

Jan.  13 

12.8 
13.0 
13.1 
13.2 

13.2 

Measurements  from  Metropolitan  Water  District. 


MJvP 


4S2V;2B 


S.V.  124 


Location — 30  feet  east  and  1100  feet  north  of  southwest  corner  of 

Section  2. 
Reference  point — At  3/4  inch  hole  in  top  of  reducer,  1.0  foot  above 

ground. 
Elevation  of  reference  point--1431.7,  from  levels  by  M.W.D. 
Use — Test  well.  Depth — 22.2  feet.         Casins? — 2  inches. 

Other  numbers— Test  Well  No.  19. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface, 

Feet 


1939 


1940 


1940  Cont'd. 


Oct.   2 

18.0 

Jan.   9 

17,5 

Sep.  18 

19.2 

Oct.  12 

18.0 

Jan.  17 

a 

17.4 

Oct.  24 

19.4 

Oct.  23 

17.8 

Mar.  21 

17,2 

Nov.  27 

19.2 

Nov.   1 

17.8 

Hay   1 

a 

17.5 

Nov.  15 

17.8 

June   5 

18.1 

Dec.  15  a 

17.6 

July  25 

18.8 
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4£21/'.'2B  Continued 


Dist.R.P. 

Dist.R.F. 

Dist.R.P, 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1941 

1941  Cont'd. 

1942 

Jan.  15 

3.3 

July  15 

8.3 

Jan.  13 

14.0 

Feb.  27 

a 

7.2 

Sep.  10 

10.8 

Apr.  18 

a 

3.6 

Oct.  15 

12.0 

May  15 

5.5 

Nov.  11 

12.7 

June  19 

7.4 

Dec.  12 

13.4 

a  VJater  standing  in  ditch. 

Measurements  from  Lletropolitan  Water  District. 


MAP  9 


4S2W2C 


V.'ILCON  MCCUNE 


£.  V.  236 


Location — 1500  feet  south  and  200  feet  east  of  v;est  quarter  corner  of 
Section  2,  200  feet  east  of  BridiO'e  Street  at  bese  of  Casa  Lome  fault 
scarp. 

Reference  point — Top  of  ca^inT  at  ground. 

Elevation  of  reference  point — 14r'.0.7,  from  levels  by  D.V.'.R. 

Use — ^Not  used.  Depth — 161  feet.  Casing--14  inches. 

Other  numbers — Harding  291. 


Dist.R.P 

to  ivater 

surffjce, 

Date 

Feet 

1921 

Oct.  21 

5.1 

Oct.-  -29 

5.2 

Nov.   9 

5.2 

Nov.  26 

5.2 

Dec.  31 

4.7 

1922 


Jan. 

26 

Feb. 

27 

Mar. 

23 

Apr. 

21 

May 

22 

June 

20 

July 

21 

Aufr. 

21 

4.0 

3.0 
2.6 
2.4 
2.3 
2.0 
2.8 
3.0 


Date 


Dist.R.P. 

to  vjpter 

surfrace, 

Feet 


1922  Cont'd. 

Sep.  P.O 
Oct.  24 
Nov.  14 

1925 
Dec.  17 

1927 
July  15 

1939 
Sep.  12  a 


3.3 
3.4 
3.4 


6.3 


5.7 


17.1 


Dist.R.P. 

to  water 

surface, 

Date 

Feet 

1941 

Jan.  16 

a 

18. 4 

Apr.  16 

a 

17.4 

May  15 

a 

17.4 

June  19 

a 

17.8 

July  15 

a 

18.0 

Aug.  27 

a 

18.1 

Oct.  7 

a 

18.2 

Nov.  11 

a 

18.2 

D^c.  12 

a 

18.1 

1942 

Jan.  13 

a 

18.0 

a  Lleasurenent  from  Metropolitan  VJater  District. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 
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M-AP   9 


4S2V»3A 


1.10 TTE  BROTHERS 


L.N.  16 


Location — 75  feet  north  and  2550  feet  east  of  the  southwest  corner  of 
Section  3,  50  feet  north  of  intersection  of  Marvin  Road  and  1st  Street, 
2^  miles  east  of  Lake-T-iew. 

Reference  point — (a)  Top  of  pump  base  north  side,  1.4  feet  above  ground 
through  December  5,  1925;  then  (b)  top  of  casing  in  circular  concrete 
block  0.5  foot  above  ground  throu,^h  January  11,  1940;  then  (c)  top  of 
pump  base  at  ground. 

Elevation  of  reference  point--(a)  1437,7;  (b)  1435.8;  (c)  1437,3;  from 
levels  by  D.VJ.R, 

Use— Irrigation.  Depth—  Casing--14  inches. 

Other  numbers — Harding  293,  Waring  21. 


Dist.R.P, 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1925 

1939 

Oct.  21 

a 

19.6 

Deo.   5 

a    20.7 

Mar.  21 

30.6 

Oct.  29 

a 

19.7 

June  8 

30.8 

Nov.  10 

a 

19.7 

1936 

Sep.  29 

31.3 

Nov.  25 

a 

19.7 

Dec.  31 

a 

19.1 

Oct.  28 
Dec.  21 

30.2 
30.2 

1940 

1922 

1937 

Jan.  11 

a    31.3 

Jan.  25 

a 

IB. 7 

1941 

Feb.  27 

a 

18.2 

Mar.  25 

29.6 

Mar.  23 

a 

18.0 

June  22 

29.8 

Jan.  20 

a    32.5 

Apr.  21 

a 

17.8 

Oct.   8 

30.2 

Apr.  16 

31.9 

May  22 

a 

17.7 

Dec.   6 

30.4 

Kay  14 

31.8 

June  20 

a 

17.7 

June  19 

32.2 

July  £1 

a 

17.8 

1938 

July  15 

32.3 

Aug.  21 

a 

18.0 

Oct.  8 

32.6 

Sep.  20 

a 

18.2 

Apr.  13 

30.0 

Nov.  11 

35.1 

Oct.  24 

a 

18.3 

July  14 

30.4 

Dec.  9 

32.2 

Nov.  15 

a 

18.3 

Nov.  30 

30.7 

1942  , 

Jan.  12 

a    32.6 

a  Measurement  from  Division  of  Vvater  Resources. 

Measurements  from  Metropolitan  Water  District  exce-pt  as  noted. 
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MAP  9 


4S2W5A 


L.N.  7 


Location — 0.40  mile  north  and!  1540  feet  vjpst  of  the  southeast  corner  of 

Section  5. 
Reference  point — Top  of  wood  curb,  north  side,  2  feet  above  PTOund. 
Elevation  of  reference  point — 1422,  from  M.'Ai.D.  topog. 
Use — Not  used.  Depth —  Casing — 8  inches. 


Date 


Dist.R.P. 

to  vater 

surface, 

Feet 


Date 


Dist.R.P. 
to  vater 
surface, 
Feet 


Date 


Dist.R.P. 
to  water 
surface. 

Feet 


1935 


1938 


1940 


Aug.  13 

a 

23.1 

Jan.  20 

a 

20.0 

Jan.  19 

21.2 

Oct.  28 

a 

24.0 

Apr.  1? 

a 

4.5 

Dec.  22 

a 

23.7 

July  14 
Nov.  30 

e 
a 

10.5 
14.5 

1941 

1937 

1939 

Jan.  20 

b 

4.4 

June  3 

a 

6.3 

1942 

June  22 

a 

6.9 

liar.  22 

e 

18.5 

Oct.   6 

17.2 

June  9 
Sep.  29 

a 

8 

19.8 

Jan.  12 

b 

18.0 

a  Water  in  river  channel. 

b  UeasureFier.t  fror.  Divirion  of 


'i/ster  Resource?. 


Measurements  from  lie tropoli tan  Water  District  except  as  noted. 


l.!AP  9 


4S2VJ6C 


R. 


PETITFIIS 


L.N.  26 


Location — 40  feet  south  and  1000  feet  west  of  north  quarter  corner  of 
Section  5,  0.6  mile  west  of  Davis  Road,  one  and  one-fourth  miles  north 
of  Lakeview. 

Reference  point--T.-.p  of  carin.^^,  1.3  feet  above  /rround. 

Elevation  of  rarerenoe  point — 1445.5,  from  levels  by  !,!.V:,D. 

Use— Domestic  and  stock.    Depth— 32  feet.  Cnsin? — '^  inches. 
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4S2VJ6C  Continued 


Dist.R.F. 

Dist.R.P. 

Dist.R.P. 

to  v,'ater 

to  water 

to  i^:ater 

surface, 

surface, 

surface, 

Date 

Feet 

Da- 

te 

Feet 

Date 

Feet 

1937 

19: 

58  C( 

3at'd. 

1938  Cont'd. 

Jan.  5 

47.9 

Apr. 

13 

48.3 

Oct.  12 

48.9 

Mar.  26 

47.8 

Apr. 

2fi 

48.4 

Oct.  19 

49.1 

June  22 

48. 0 

July 

20 

48.8 

Oct.  26 

48.9 

July  9 

48.3 

Aug. 

3 

48.8 

Oct.  5 

48.4 

Aug. 

10 

48.9 

1941 

Nov.  IS 

48.5 

Aug. 

17 

48.8 

AU3. 

24 

49.0 

Dec.  16 

50.9 

1938 

Aug. 

31 

48.9 

Sep. 

7 

48.9 

1942 

Jan.  20 

48.7 

Sep. 

14 

48.9 

Feb.  21 

48.5 

Sep. 

22 

48. 9 

Jan.  12 

a    50.9 

Kar .  15 

48.2 

Oct. 

5 

48.9 

a  Measurement  from  Division  of  I'.'ater  Resources, 

Measurements  from  Metropolitan  V'ater  District  except  as  noted. 


4S2W7A 


MAP   9 
FRAW:  70E0RA 


L.N.  25 


Location — 100  feet  viest  of  the  east  quarter  corner  of  Section  7, 

northwest  corner  of  MaCTolia  and  Reservoir  Avenues. 
Reference  point — Top  of  casinsr,  0.5  foot  above  RTOund. 
Elevation  of  reference  point — 1445.6,  from  levels  by  D.Vi'.R. 
Use — Domestic.  Depth —  Casing — 

Other  numbers— Waring  18,  Harding  395,  U.S.G.S.  85. 


at 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface. 

surface. 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1904 

1905 

1905  Cont'd. 

Mar.  12 

29.0 

Feb.  22 

29.4 

July  22 

28.9 

Nov.  19 

30.1 

Mar.  25 

29.2 

Aug.  18 

29.1 

Dec.  16 

29.8 

Apr.  19 

29.0 

Sep.  22 

29.2 

May  19 

28.9 

Nov .   9 

29.4 

June  21 

28.8 

Dec.  23 

29. S 
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4£2V:7A  Continued 


Dist.R.P. 

to  water 

surface, 

Date 

Feet 

1906 

Jan.  30 

29.5 

May  11 

29.2 

June  29 

29.2 

Aug.   3 

29.2 

Sep.  26 

29.4 

Dec.  20 

29.7 

.  1907 

Feb.  13 
May  17 
Aug.  30 
Dec.  31 

1908 

Apr.  22 
June  24 
Oct.  15 
Dec.  29 

1909 

Apr.  3 
July  12 
Oct.  15 

1910 

Feb.  3 
Aug.  11 

1911 

Jan.   6 

1912 

L!ay  28 
July  27 
Oct.  18 

1913 

Oct.  18 


29.3 
28.7 
29.1 
29.3 


28.8 
28.8 
29.1 
29.0 


28.7 
28.7 
28.8 


28.6 
28.6 


28.7 


28.6 
29.0 
29.3 


30.0 


Dist.R.P 

to  water 

surface, 

Date 

Feet 

1914 

Feb.  5 

29.9 

Apr.  17 

29.7 

June  25 

29.9 

Aug.  13 

30.0 

Sep.  1*5 

30.4 

Nov.  20 

30.4 

1915 

May  23 
Oct.  30 

1916 

May  5 
July  30 
Nov.  16 

1917 

May  20 
Nov.  25 

1918 

Kay  4 
Oct.  13 

1919 

May  10 
Oct.  12 

1920 

May  18 
Oct.  12 

1921 

Feb.  10 

May  13 

July  25 

Oct.  10 


29.6 
28.7 


30.6 
30.7 
30.9 


31.3 
35.8 


34.5 

33.3 


33.4 

34.2 


34.7 
35.5 


34.8 
35.8 
36.9 
36.7 


Date 

1922 

Apr.  6 
May  11 
Aug.  29 

1923 

Feb.  26 
June  6 
Sep,  17 
Dec.   6 

1924 

Feb.  26 
Aug.  26 

1925 


Dist.R.P. 
to  water 
surface, 

Feet 


34.6 
34.6 
35.8 


37.7 
37.3 
38.5 
36.8 


1928 

Mar.  17 
June  6 
Aug.  15 

1929 


37.2 
39.2 


Mar.  12 

38.3 

May  26 

39.4 

Aug.  25  a 

39.5 

Nov.  3  a 

39.8 

1926 

May  13 

38. 

1927 

June  24 

40.5 

Aup,  30 

41.5 

Oct.  17 

42.9 

May 

Sep. 


1 

7 


40.4 
42.7 
43.8 


42.8 
45.0 


4SS1'j7A  Continued 
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Date 


Dlst.R.P. 
to  water 
surface, 
Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


1950 


1936 


19?9  Cont'd. 


Mar .  4 
May  21 
July  31 
Dec.   4 

1931 

Mar .   4 
June  12  b 
Aug.  25  b 

1932 


1933 

Feb.  5 
May  18 
Aug.  4 
Nov.  10 

1934 


Feb. 
Dec. 


o 
4 


1935 


46.0 
45.5 
46.5 
45.5 


45.1 
50.1 
51.9 


Mar. 

8 

45.8 

May 

3 

54.7 

Aug. 

10 

b 

51.9 

Nov. 

18 

49.3 

48.8 
51.5 
52.0 
50.7 


49.8 
65.2 


Feb. 

26 

57.0 

May 

4 

53.3 

Aug. 

6 

b 

56.1 

Nov. 

4 

55.9 

Feb. 

7 

58.1 

May 

13      c 

59.0 

Aug. 

12 

58.7 

Nov, 

2 

51.3 

1937 


May 

n 

1 

55.4 

Sep. 

15 

30.5 

Oct. 

8 

d 

60.0 

Nov. 

19 

58.2 

Dec. 

6 

a 

57.5 

1938 


Feb. 

23 

55.3 

Apr . 

13 

d 

55.7 

May 

4 

57.9 

June 

1 

d 

50.5 

June 

15 

d 

51.1 

July 

14 

d 

61.4 

July 

20 

d 

51.4 

Aug. 

10 

d 

61.4 

Aug. 

31 

d 

60.9 

Sep. 

21 

d 

50.4 

Oct. 

25? 

e 

59.5 

Nov. 

2 

cd 

59.8 

Nov. 

30 

d 

58.5 

Dec. 

28 

d 

57.8 

1939 


Jan. 

11 

d 

57.7 

Feb. 

15 

a. 

56.9 

Feb. 

21 

55.8 

Kar . 

22 

d 

55.5 

Apr. 

26 

d 

59.2 

May 

24 

d 

60.6 

May 

31 

June 

8 

AU£?. 

15 

Sep. 

28 

Nov. 

18 

1940 

Jan.  10 
Feb.  21 
Apr.  4 
May  15 
Aug.  23 

1941 


51.8 
61.1 
52.0 
50.5 
50.9 


58.5 
57.8 
57.7 
62.8 
63.2 


Jan. 

15 

59.5 

Feb. 

7 

d 

59.1 

Mar . 

11 

58.6 

Mar. 

20 

d 

58.5 

Apr. 

17 

d 

58.0 

May 

14 

d 

62.2 

May 

15 

d 

62.2 

May 

22 

63.1 

June 

19 

d 

55.8 

July 

16 

d 

55.8 

Aug. 

21 

d 

65.3 

Aug. 

20 

55.5 

Sep. 

11 

d 

65.1 

Oct. 

8 

d 

54.2 

Nov. 

7 

64.5 

Nov. 

13 

d 

52.0 

Dec. 

11 

d 

60.9 

1942 

Feb. 

18 

59.9 

a  Approximate  measure. 

b  Pumping. 

c  Windmill  pumping. 

d  Measurement  from  Metropolitan  Water  District. 

Measurements-  from  United  States  C-eolo«?ical  Survey 


except  as  noted. 
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4S2W8A 


MAP  9 
MRS.   L.    GIAI^IUNZIO 


L.N.  10 


Location — 1550  feet  south  and  1550  feet  east  of  the  northwest  corner  of 

Section  6.,  400  feet  north  of  corner  Reservoir  Avenue  and  Seventh  Street. 
Reference  point--(a)  Top  of  10  inch  casing  at  ground  through  January  10, 

1940;  then  (b)  top  of  2"  x   8"  planks  0.2  foot  above  ground. 
Elevation  of  reference  point — (a)  1441.3;  (b)  1441.5;  from  M.W.D.  topog. 
Use — Stock  and  irrissation.   Depth — 125  feet.   Casing — 10  Inches  to  2 

feet,  then  5 
inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P, 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1936 

1938 

1940 

Auff.  14 

51.8 

Apr.  13 

a    51.4 

Jan,  10 

52.9 

Oct.  23 

51.0 

July  14 

54.3 

Dec.  21 

49.8 

Nov.  30 

52.8 

1941 

1937 

1939 

Jan.  21 

b 

54.1 

Mar.  26 

48.8 

J!ar.  22 

51.3 

1942 

June  22 

53.0 

June  8 

55.6 

Oct.   6 

52.7 

Sep.  29 

54.6 

Jan.  12 

b 

54.8 

Dec.   6 

51.6 

a  Pumping  recently. 

b  Lieasurement  from  Division  of  VJater  Resources. 

Measurenents  fron  Metropolitan  V.'ater  District  except  as  noted. 


4£2V;8B 


IIAP   9 


NUE\^0  ViATZR  COMPAMY 


L.N,  42 


Location — 2000  feet  east  and  2000  feet  north  of  southwest  corner  of 

Section  8,  200  feet  north  of  Lakeview  Avenue  and  144  feet  east  of 

Orange  Street. 
Reference  point — (a)  Top  of  curb  northeast  side,  0,1  foot  above  srround, 

through  November  15,  1922;  then  (b)  bottom  of  pump  base  at  frround. 
Elevation  of  reference  point — (a)  1457.7;  (b)  1457.6;  from  levels  by 

D.W.R. 
Use — Irrif'stion.  Depth — 502  feet.         Casing' — 15  inches. 

Other  numbers' — Owner  No.  5,  Harding  297. 


4S2W8B  Continued 
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Date 


Dist.R.P. 

to  vjater 

surface, 

Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1921 


1922  Cont'd. 


1939 


Oct.  21 

47.0 

Sep.  20 

46.6 

Mar.  22 

a 

68.5 

Oct.  29 

47.0 

Oct,  24 

46,4 

June   7 

a 

75.0 

Nov.  10 

47.0 

Nov.  15 

46.3 

June   7 

ab 

122.5 

Nov.  26 

47.0 

Sep.  28 

a 

72.2 

Dec.  31 

46.7 

1937 

1940 

1922 

Aug.   1 

a 

69.3 

Dec.   5 

a 

69.2 

Jan.  11 

a 

70.4 

Jan.  26 

46.5 

Dec.  17 

a 

69.0 

Feb.  27 

46.1 

1941 

M.ar.  23 

46.0 

1938 

Apr.  21 

45.8 

Jan.  20 

71.4 

May  22 

45.9 

Mar.  31 

a 

67.4 

June  20 

46.1 

July  7 

a 

76. 

1942 

July  21 

46.5 

July  14 

a 

73.2 

Aug.  21 

46.5 

Nov.  30 

a 

70,2 

Jan.  13 

71.6 

a  Measurement  from  Hetropolitan  "'ater  District. 

b  Pumping, 

Measurements  from  Division  of  V'ater  Resources  except  es  noted 


MAP   9 


4S2VJ8C 


RIVERSIDE  COTOIIY 


L.N.  32 


Location--eOO  feet  east  and  250  feet  north  of  west  quarter  corner  of 
Section  8,  at  northeast  corner  7th  and  Reservoir  Streets,  Lakeview. 
Reference  point — Top  of  casinf?;,  2  feet  above  ground. 
Elevation  of  reference  point — 1451,2,  from  levels  by  D.W.R. 
Use — Not  used.  Depth--  Casing — 12  inches. 

Other  numbers — U.S.G.S.  85a,  Waring  19,  Harding  337. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  viater 

to  water 

to  water 

surface, 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date      Feet  ' 

1905 

1906 

1905  Cont'd. 

Nov.   9 

34.8 

Jan.  30 

34.9 

AufT.   3       34.0 

Dec,  23 

34,9 

Mar.  15 

34.5 

Seij.  25       34.9 

May  11 

34.5 

Dec.  20       34.9 

June  29 

34.5 

i7e 


4S2\V8C  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P 

to  water 

to  water 

to  \Nater 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1907 

1915 

1922  Com 

;'d. 

Feb.   3 

34.5 

May  23 

34.3 

Apr,  21 

b 

39.1 

May  17 

34.2 

Oct.  31 

a 

35.7 

May  11 

39,2 

Aug.  30 

34.7 

June  20 

b 

39.6 

Dec.  31 

34.3 

1915 

July  21 
Aup.  21 

b 
b 

40.0 
40.1 

1908 

May   5 

35.0 

AuR,   29 

40.1 

July  50 

35.7 

Sep.  20 

b 

40.2 

Apr.  22 

34.0 

Nov.  15 

35.7 

Oct.  24 

b 

40.5 

June  24 

34.2 

Nov.  15 

b 

40.0 

Oct.  16 

34.3 

1917 

Dec.  29 

34.2 

May  20 

35.1 

1923 

1909 

Nov.  25 

37.7 

Feb.  26 
June  5 

39.7 
41.4 

Apr.  3 

33.9 

1918 

Sep.  17 

42.2 

July  12 

33.8 

Dec.   5 

41,2 

Oct.  15 

34.0 

I]  81'        4 
Oc".  13 

37.7 
78. 0 

1924 

1910 

1919 

Feb.  25 

41.1 

Feb.   4 

33.7 

Aug.  25 

43.9 

Aug.  11 

33.8 

Hay  10 
Oct.  12 

37,5 
39.2 

1925 

1911 

1920 

Mar.  12 

42.8 

Jan.   6 

33.8 

May  25 

44.4 

May  18 

39.9 

Aug.  25 

45.2 

1912 

Oct.  12 

41.5 

Nov.   3 

43.8 

May  28 

33.4 

1921 

1926 

July  27 

32.0 

Oct.  18 

34.2 

Feb.  10 

39.4 

May  13 

43,1 

May  13 

40.2 

Oct.  27 

45.7 

1913 

July  25 
Oct.  10 

41.3 
41.0 

1927 

Oct.  18 

34.7 

Oct.  29 

b 

40.9 

Nov.  10 

b 

40.8 

June  24 

45.7 

1914 

Nov.  25 

b 

40.7 

Ami.  30 

45.8 

Dec.  31 

b 

40.3 

Oct.  17 

45.6 

Feb.   5 

34.7 

Apr.  17 

34.4 

1922 

1928 

June  24 

34.8 

Aug.  13 

35.2 

Jan.  25 

b 

40.0 

Mar.  17 

44.8 

Sep.  16 

35.2 

Feb.  27 

b 

39.5 

June  5 

47.4 

Nov.  20 

35.1 

Mar.  23 
Apr.  6 

b 

39.4 
39.2 

Au.cr.  15 

47.4 
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Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1929 

1932 

1934 

May   1 

47.0 

liar .  8 

51.0 

Feb.   6 

54.2 

Sep.   7 

48.8 

May   3 
Au;^.  10 

53.1 
55.3 

Dec.   4 

55.3 

1930 

Nov.  18 

53.3 

1935 

Mar.   4 

4P.1 

1933 

Feb.  25 

c 

65.9 

May  21 

49.7 

May   4 

c 

73.4 

July  31 

50.2 

Feb .   6 

52.5 

An?,     6 

59.0 

Dec.   4 

49.7 

May  18 
Aug.  4 

55.2 
55.1 

Nov.   4 

d 

1931 

Nov.  10 

54.7 

Mar .   4 

49.4 

June  12 

53.5 

Au,^..  26 

54.1 

a  Had  been  pumped, 

b  Measurement  from  Division  of  'Water  Resources. 

c  Measurem.ent  doubtful. 

d  Plug-ed. 

Measurements  from  United  States  leolopical  Survey  except  as  noted. 


•1S2W9A 


MAP  9 

W.  F.  MSSIG 


L.N.  6 


Location — 1450  feet  north  and  1700  feet  west  of  the  southeast  corner  of 
Section  9,  70  feet  south  of  Reservoir  Avenue  and  500  feet  west  of  3rd 
Street. 

Reference  point — Bottom  of  pump  base  at  ground. 

Elevation  of  reference  point — 1444.0,  from  II.W.D.  topog. 

Use--Irripation.  Depth--  Gasing--12  inches. 
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Oct. 
Dec. 


42.9 
42.9 


4SSV:9A  Contiaued 


Di 

pt.R.P. 

DiPt.R.P. 

DiFt.R.P 

to 

water 

to  weter 

to  water 

su 

rface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1955 

1938 

1941 

Au.-^.  11 

41.3 

Apr.  13 

42.5 

Jan,  21 

a 

45.7 

Oct.  23 

41.6 

July  14 

43.4 

Dec.  21 

41.5 

Nov.  30 

43.5 

1942 

1937 

1939 

Jan.  12 

a 

45.4 

Mar.  21 


43.2 


a  Lleesurenent  from  Division  of  V.'ater  Resources. 

Measurements  from  Metropolitan  VJater  District  except  as  noted. 


tlAP  9 


4S2l':iOA 


E.  T.  PETERSON 


L.N.  1 


Location — 1450  feet  south  and  200  feet  vest  of  the  northeast  corner  of 
Section  10,  270  feet  north  of  Reservoir  Avenue,  ISO  feet  west  of  Bridge 
Street. 

Reference  point — Top  of  cnsins",  O.P  foot  above  eround . 

Elevation  of  reference  point — 1444.9  fron  levels  by  D.W.R. 

Use — Not  used.  Derth —  Casin^--7  inches. 


DiFt.R.P. 

Dirt.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

D^te 

Feet 

Date 

Feet 

1935 

1937 

1939 

May  17 

35.0 

Mar.  25 

37.1 

Mar.  21 

35.0 

June  22 

35.8 

June  8 

35.1 

1936 

Oct.  5 
Dec.  5 

34.4 
34.5 

Set).  29 

35.3 

Aug.  11 

37.3 

1940 

Oct.  28 

37.5 

1938 

Dec,  21 

37.7 

Apr.  13 

34.7 

Jsn.  10 

35.4 

July  14 

34.7 

1941 

Nov.  30 

34.8 

Jan.  20 
Feb.   7 

a    39.8 
39.7 

1942 


Jan.    12 


59.5 


a  Mfasurenent  from  Division  of  V»ater  Resources. 

Lleasurements  from  Metropolitan  Vlater  District  except  us  noted. 


rjff  9 
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4S2ViaOB 


L.N.    2 


Location--9f 0  feet  south  and  200  feet  west   of   northeast   corner  of 
Section  10,    100  feet  vest  of  Brid(?e  Street,    500  feet   north  of  San 
Jacinto-Lakevievv  Hiphwav. 

Reference  point -■-Top  of  casin.<?:  in  -pit   at  ground. 

Elevation  of  reference   point — 144S.4  from  levels  by  D.V'.R. 

Use —  Depth —  Gasin<?--12   inchrr 

Other  nunbers--Hardinsr  S90, 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1921 


1922 


1925 


Oct.  21 

Oct.  29 

Nov.  10 

Nov.  25 

Dec.  51 


23.1 
2S.1 
f^u  •  X. 
22.7 


Jan. 
Feb. 
Mar . 
Apr. 
Hay 


26 
27 
23 
21 
1 
22 
June  20 
July  21 
Au^e.  21 
Sep.  20 
Oct.  24 
Nov.    14 


22.4 
21.7 

21.4 
21.0 
21.0 
20.8 
20,8 
20 -.9 
21.1 

PA. 4: 

31.4 


Dec.   5 


1935 


May  17  ab 


24.7 


a  Lleasurement  fron  Lietropolitan  Water  District, 

b  Dry  at  50  feet. 

Measurements  from  Division  of  'A'ater  Resources  except  as  note'5, 


MAP  9 


4S2W1X 


L.N.  9 


Location — 2050  feet  south  and  700  feet  east  of  the  northvjest  corner  of 
Section  10,  100  feet  south  of  Reservoir  Avenue,  400  feet  west  of  2nd 
Street. 

Reference  poi^nt — Top  of  casin.r:  1  foot  above  ground. 

Elevation  of  reference  point — 1440.6,  from  levels  by  D.W.R. 

Use--Not  used.  Depth--40.5  feet.         Casing— 7  inches. 

Other  numbers --Harding  294. 
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4£avlX  Continued 


Date 


Dlst.R.P. 

to  water 

surface, 

Feet 


Date 


Dlst.R.P. 

to  water 

surface, 

Feet 


Date 


Dlst.R.P. 

to  water 

surface. 

Feet 


1905 


1910 


1922  Cont'd. 


Nov.  9 
Dec.  23 

1906 

Jan.  50 
Mar .  16 
June  29 
Aug.  3 
Sep.  26 

1907 

Aug.  30 
Dec.  31 

1908 

Apr.  22 

June  24 

Oct.  16 

Dec.  29 

1909 

Apr.  3 
July  12 
Oct.  15 


19.2 
19.3 


19.4 
18.5 
19.2 
19.2 
19.2 


19.1 
19.1 


19.0 
19.0 
19.4 
19.1 


18.8 
18. « 
18.9 


Feb.   4 

18.8 

Aug.  11 

18.7 

1911 

Jan.  5 

18.8 

1915 

Nov.  3 

19.0 

1916 

July  30 

19.0 

1921 

Oct,  21 

a 

22.1 

Oct.  29 

a 

22.1 

Nov.  10 

a 

22.2 

Nov.  26 

a 

22.2 

Dec.  31 

a 

21.9 

1922 


Jan. 
Feb. 
Mar. 
Apr. 

I.I  ay 


26 
27 
23 
21 

22 


a 
a 

8 

a 
a 


21.9 
21.5 
21.6 
21.6 
21.7 


June  20 

a 

21.7 

July  21 

a 

21.5 

Aug.  21 

a 

21.6 

Sep.  20 

a 

21.6 

Oct.  24 

a 

21.7 

Nov.  15 

a 

21.6 

1925 

Dec.   6 

a 

23.5 

1936 


Aug.  13  b 

32.2 

Oct.  23  b 

32.4 

Dec.  21  b 

32.6 

1937 


Mar.  26 

b 

32.5 

June  22 

b 

32.6 

Oct,  8 

b 

33.0 

Dec.   6 

b 

33.2 

1938 


Aur.  13  b 

33.2 

July  14  b 

33.4 

Nov.  30  be 

a  Measurement  fron  Division  of  V.'ater  Resources. 

b  Measurement  from  Metropolitan  "'ater  District. 

c  Apparently  destroyed  when  I'^st  plowed. 

Measurements  from  United  States  Geological  Survey  except  as  noted. 
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4S2'A"17A 


I.LAF    9 
NUEVO  WATER  COJIPAMY 


L.N.    41 


Location--1200  feet  rast  and  500  feet  ?outh  of  northvest  corner  of 
Section  17,  90  feet  east  of  Hansen  Avenue  and  80  feet  south  of  Y 
Av'^nue. 

Reference   point — Botton  of   pump  b8<^e   at   ?round. 

Elevation  of  reference  point--1495,    from  ovner. 

Use--Trri2:ation.  Depth — 335  feet. 

Other  nuinbers — Oviner  No.    7. 


CaEing--lD   inches, 


Diet. R. P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  veter 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1937 

1939 

1941 

Dec.   5 

108.0 

Liar.  22 
Sev.   28 

107.0 
112,5 

Jan.  20 

a 

109.6 

1938 

1940 

1942 

Feb .   8 

106.7 

Jan.  13 

a 

110.4 

Mar.  31 

106.4 

Jan.  11 

10P.9 

Nov.  30 

109.2 

a  Measurement  from  Division  of  VJ,".ter  Resoiirces. 

Measurements  from  Metropolitan  IVater  District  except  as  noted. 


IIAF    9 


4SaV18A 


mrE^^o  y?atfr  coitany 


L.N.  20 


Location — At  center  of  Section  18,  1  mile  southwest  of  Lakevievv,  75  feet 
east  of  Lakeview  Avenue  and  48  feet  south  of  10th  Street. 

Reference  point — (a)  Flange  of  pump  dischari^e  pipe  1.0  foot  above  ground 
through  December  1,  1925;  then  (b)  bottom  of  pump  base  at  ground 
through  January  20,  1941;  then  (c)  west  side  of  nit  1.2  feet  below 
ground . 

Elevation  of  reference  point— (a)  14--9.3;  (b)  1468.3;  (c)  1467.1;  from 
levels  tj  D.Vv'.R. 

Use—Irrigation.  Depth— 400  feet.         Casing — 14  inches. 

Other  numbers — Owner  No.  6,  Harding  339. 
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4S2fW18A  Continued 


Dlst.R.P. 

Dlst.R.P. 

Dlst.R.P. 

to  water 

to  water 

to  water 

surface, 

purfsce, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1924 

1938 

Oct.  29 

64.9 

Anr.   9 

64.5 

Feb.  10 

a 

85.0 

Nov.  10 

64.7 

Oct.  11 

57.7 

Mar.  31 

a 

85.2 

Nov.  26 

64.6 

July  7 

a 

95. 

Dec.  31 

54.3 

1925 

Nov.  30 

a 

88.7 

1922 

Dec.   1 

58.3 

1939 

Jan.  26 

64.0 

1926 

Mar.  22 

a 

85.3 

Feb.  27 

63.6 

June  7 

a 

95. 

Mar,  23 

63.3 

June  22 

71.0 

Sep.  28 

a 

91.7 

Apr.  21 

63.0 

May  22 

63.1 

1927 

1940 

June  20 

53.9 

July  21 

64.4 

July  20 

72.8 

Jan.  11 

a 

88.0 

Auk.  21 

64.8 

Sep.  20 

65.0 

1937 

1941 

Oct.  24 

64.5 

Nov.  15 

54.3 

Sep.   1 
Dec.   5 

a    90. 
a    88.2 

Jan.  20 

1942 
Jan.  13 

89.0 

89.5 

a  I'easureinent  from  lletropol itan  '.''atT  District. 

Measurements   from  Division  o-f  U'ater  Rerources  excerjt  *-■?   noted. 


4S2V:i8B 


MAP   9 
NUEVO  WATER  GOLTANY 


L.N.  40 


Location — 1600  feet  east  and  500  feet  north  of  southwest  corner  of 

Section  18,  100  feet  east  of  Lakeview  Avenue  and  40  feet  south  of  11th 
Street. 

Reference  point — Top  of  steel  I-beaTi  under  puTip,  0.5  foot  below  pround. 

Elevation  of  reference  point — 1452.3,  from  levels  by  D.W.R, 

Use — Irrigation.  Depth — 400  feet.         Casin/? — 15  inches. 

Other  numbers — Ovmer  No.  3,  Harding  ?42. 
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Date 


Dist.R.P. 

to  ivater 

surface, 

Feet 


4SKIV18B  Continued 

Dist.R.?. 
to  viater 
surface 
Date      7eet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1S21 


1924 


1939 


Oct. 

29 

57.1 

Nov. 

10 

!35.6 

Nov . 

26 

66.0 

Dec. 

31 

65.4 

1922 


Jan. 

26 

Feb. 

27 

Mar. 

23 

Apr. 

21 

Mav 

22 

July 

21 

Aniz. 

21 

Sep. 

20 

Oct. 

24 

Nov. 

15 

64.5 

64.0 
63.5 
63.2 
65.5 
65.2 
59.1 
70.4 
67.8 
75.1 


Dpc.  17 


1925 


Mar.  12 


1937 


1939 


Jan. 
Nov. 


30 
30 


a 
a 


59.0 


58. 


Aug. 

31 

a 

103.2 

Aut', 

31 

ab 

160.5 

Dec. 

5 

a 

94.2 

91.3 
9rD.i 


Mar.  22 

a 

88.1 

Sep.  28 

a 

97.9 

1940 

Jan.  11 

a 

91.8 

1941 

Jan.  21 

a 

95.1 

1942 

Jan.  13 

a 

91.2 

a  Ileasurement  from  J-ietro  poll  tan  Water  District. 

b  Pump  in,;:. 

Measureirents  from  Divieion  of  vjater  Resources  except  as  noted. 


•4S2^JieC 


liA?  9 
m^VO   WATEt-i  C0??A!T1'- 


L.N.  43 


Location — 1300  feet  west  and  40C  feet  south  of  northeast  corner  of 

Section  18,  east  sirle  of  Lak'^viex^-  Avenue,  600  feet  southvest  of  9th 

Street. 
Reference  point--(a)  End  of  1  inch  pipe  at  base  of  pur.p,  2.5  feet  below 

ground  through  Aoril  9,  1924;  then  (b)  3  inch  hole  in  puTtp  colurji  east 

side  0.9  foot  below  concrete  floor  and  eround. 
Elevation  of  reference  point — (a)  1458.7;  (b)  1470.4;  from  levels  by 

D.V.'.R. 
Use — Irrigation.  Depth — 425  feet.         Gasinsr— 14  inches. 

Other  numbers — Owner  No.  4,  Hardinfj;  341. 


Dist.R.P. 

Di 

st.R.P. 

Dist.R.P. 

to  water 

to 

\»;ater 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date       Feet 

1921 

1922 

1922  Cont'd. 

Oct.  29 

52.2 

Jan.  25 

61.4 

June  20       61.9 

Nov.  10 

62.1 

Feb.  27 

61.1 

Oct.  24       52,0 

Nov.  25 

62.0 

liar.  23 

60.8 

Nov.  15       61.6 

D^c.  31 

61.7 

A-or .  21 

50.5 
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4S2'/iil8C  Continued 


Dist.R.P. 

DiFt.R.P. 

Dist.R.P. 

' 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1924 

1938 

1940 

Apr.  9 

a 

61.0 

Mar.  29 

Mar.  31 

b 
b 

BS.9 
85.8 

Jan.  11 

b    88.9 

1937 

July  6 
Nov.  30 

b 
b 

95.0 
88.8 

1941 

Sep.  1 

b 

91.3 

1939 
Sep.  28 

b 

91.4 

Jan.  20 

1942 
Jan.  13 

89.2 
90.4 

a  Measurenent  by  owner. 

b  Measurement  from  Metropolitan  V'ater  District. 

Ueasurements  from  Division  of  'A'ater  Resources  except  as  noted. 


MAP  9 


4S2Va8D 


mJFvT  'A'ATER  COl^MTf 


L.N.  44 


Location — 500  feet  north  and  BOO  feet  '-est  o^  southeast  corner  of  Section 

18,  60  feet  west  of  Eell  Avenue,  0.28  mile  north  of  11th  Street. 
Reference  point — Bottom  edee  of  pump  base,  west  side,  at  ground. 
Elevation  of  reference  point — 1505.0,  from  owner. 

Use — Irrigation.  Depth — 420  feet.  Casinc — 16  inches. 

Other  numbers — Owner  No.  9. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  v;ater 

surface, 

Feet 


1938 


1939 


1941 


Mar.  8 

128. 

Mar,  22 

128.5 

Jan.  20 

a 

131.2 

Mar.  31 

128.2 

Sep.  28 

133.1 

July  7 

135.0 

1942 

Nov.  30 

131.8 

1940 
Jan.  11 

131.5 

Jan.  12 

a 

131.0 

a  Measurement  from  Division  of  Vrnter  Resources, 

Measurements  from  Metropolitan  Water  District  except  as  noted. 


LlAP  9 


1R7 


4S2W18E 


R.  G.  POW 


L.N.  55 


Location — About  1000  feet  east  of  west  quarter  corner  of  Section  18, 
50  feet  north  of  Reservoir  Avenue,  O.IS  riile  south  of  10th  Street. 
Reference  point--Top  of  casing  2  feet  above  ground. 
Elevation  of  reference  point — 1458,  frorr.  l.i.W.D,  topog. 
Use — Not  used.  Depth--  Casing — 7  inches. 


Date 


Dist.R.P. 

to  water 

surf ece^ 

Feet 


Date 


Dist.R.P. 

to  vmter 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 


1942 


Jan.  20 


7?.  6 


Jan.  12 


73.8 


lleasurements  froin  Division  of  Water  Resources, 


4S2":i9A 


MAP  9 
M-TFVO  '•'.'A'IKR  COI-'PAI^T 


L.N.  45 


Location — 220  feet  south  and  550  feet  vjest  of  east  quarter  corner  of 

Section  19. 
Reference  points-Top  of  iron  pump  at  1  inch  hole  east  side  0.35  foot 

above  concrete  block  at  rtround. 
Elevation  of  reference  point — 

Use —  Depth —  Casing — 24  inches, 

Other  nunibers--Ov;ner  No.  lA 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1937 


1939 


1941 


Sep.   7 

33.4 

Mar.  22 
June  9 

39.2 
51.0 

Jan.  20 

a 

30.1 

1938 

Sep.  28 

34,9 

1942 

Mar.  31 

30.3 

1940 

Jan.  ,13 

a 

27.3 

Nov.  30 

41.4 

Jan.  11 

32.2 

a  Measurement  from  Division  of  Water  Resources. 

Measurements  from  Metropolitan  VJater  District  except  as  noted. 
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4SaV20A 


HAP   9 
JOE  VOBORA 


L.N.  54 


Location — 1800  feet  east  and  800  feet  south  of  northwest  corner  of  Section 

20,  530  feet  east  of  Hansen  Avenue,  0.3  mile  north  of  V'ater  Avenue. 
Refei'ence  point — Top  of  casinp,  south  side,  1  foot  above  sround. 
Elevation  of  reference  point — 
Use — Domestic.  Deuth — 192  feet.  Casint?--8  inches. 


Dist.R.P 

to  water 

surface, 

Date 

Feet 

1941 

Jan.  20 

17S.9 

Date 


Dist.R.P. 

to  water 

Furface, 

Feet 


Date 


Measurement  fi'om  Division  of  Water  Rer-ources, 


Dist.R.P. 

to  'water 

surface, 

Feet 


4S2VJ36A 


IIAP  9 


H/iRRISON 


P.  15 


Location — 500  feet  north  and  600  feet  west  of  southeast  corner  of  Section 

36,  300  feet  north  of  Esplanade. 
Reference  point — (a)  Gut  in  1  inch  board  on  top  of  pit,  1.3  feet  ebove 

ground  through  November  7,  19^.2;  then  (b)  top  strip  iron  on  concrete 

base  north  side  of  well  1  foot  above  ground. 
Elevation  of  reference  point — (a)  lcOl.5;  (b)  1501.2;  from  levels  by 

D.W.R. 
Use  -Domestic.  Depth — 98  feet.  Capinc — 12  inches. 

Other  numbers — Harding  247,  VJarinp;  80. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1915 

1922 

1922  Cont'd. 

Nov. 

a    12. 

Jqn.   4 

11.2 

June  19 

8.5 

Jan,  25 

10.3 

July  10 

9.0 

1921 

Feb.  15 

9.2 

Aus,   4 

9.4 

liar.  15 

8.5 

Au?.  30 

9.8 

Oct.  14 

12.5 

Apr.   3 

&.'>. 

£ev.   19 

10.1 

Oct.  22 

12.5 

kvv.    19 

P.l 

Oct.  17 

10.2 

Nov.  8 

12.5 

Kay  10 

8.0 

Nov.   7 

10.0 

Dec.  12 

12.4 

l!-.y  30 

P. 2 
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4S2W36A  Continued 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

f5urface. 

Feet 

Date 

Dist.R.P. 
to  water 
surface. 

Feet 

1940 

1941 

1942 

Dec.   9 

b    27.2 

Jan.  20 
Apr.  15 
Mar  15 
June  19 
July  15 
SeD.   9 

b 
b 
b 
b 
b 
b 

27.1 
26,2 
26.0 
25.9 
25.9 
25.9 

Jan.  16 

b    25.1 

a  Measurement  from  United  States  GeolopiCBl  Survey. 

b  Measurement  fror.  Metropolitan  Water  District. 

Measurements  from  Division  of  '/'ater  Resources  excent  as  noted, 


4S1W6A 


MAP  9 
GARB  ONI 


S.V.  302 


Location — 1000  feet  west  and  1500  feet  south  of  northefist  corner  of 
Section  3,  350  feet  southwest  of  State  Highway  79,  1.9  mile  southeast 
from  Bridge  Road, 
Reference  point — Top  of  board  cover,  O.S  foot  above  concrete  base  and 

ground 
Elevation  of  reference  point- 
Use —  De-Qth —  Canine: — 10  inches. 


Dist.R.P. 

to  water 

surface, 

Date 

Feet 

1942 

Jan.  13 

78.8 

Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurement  from  Metropolitan  Vv'ater  District. 


MAP  9 


4S1W7A 


S.V.  144 


Location — 500  feet  west  and  1100  feet  north  of  southeast  corner  of 

Section  7. 
Reference  point — Top  of  ccsin??  2.2  feet  above  /ground. 
Elevation  of  reference  looint — 1455.3,  from  levels  by  M.W.D. 
Use — Test  well.  Depth — 13.7  feet.         Casing- — 2  inches. 

Other  numbers — Test  7,ell  No.  29. 
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4S1W7A  Continued 


Dist.R.P 

to  water 

surface, 

Date 

Feet 

1939 

Oct*  23 

8.6 

Nov.   1 

7.8 

Nov.  15 

7.7 

Dec.  15 

7.4 

Date 

1940 

Jan.  17 
liar.  21 
May  1 
June  6 
July  25 
Sep.  18 
Oct.  24 
Nov.  27 


Dist.R.P. 

to  water 

surface, 

Feet 


V.l 
5.6 
6.6 
7.0 
8.2 
9.6 
10.0 
9.5 


Date 


1941 


Measxirenents  fron  Iletropolitan  Vv'ater  District. 


Jan. 

16 

Apr. 

18 

May 

15 

June 

19 

July 

15 

19- 

42 

Jan. 

13 

Dist.R.P. 

to  water 

surface, 

Feet 


8.8 
3.9 
5.5 
6.4 
7.2 


7.6 


MAP  9 


4S1W7B 


?.V.  145 


Location— 50  feet  north  of  Fouth  quarter  corner  of  Section  7. 
Reference  point--Top  of  2  inch  couTilinr,  0.9  foot  above  sround. 
Elevation  of  reference  point — 1449,1,  from  M.IV.D.  topof. 
Use — Test  well.  Depth — 15,5  feet.         Casinp' — 2  inches. 

Other  numbers — Test  Well  No.  50. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date      Feet 

1939 

1940  Cont'd. 

1941  Cont'd. 

Oct.  23 

8.6 

Sep.  18 

11.2 

July  15       5.4 

Nov.  1 

8.5 

Oct.  24 

11.4 

Sep.  10       6.£ 

Nov.  15 

8.4 

Nov.  27 

10.4 

Oct.  15       7.0 

Dec,  15 

7.9 

1941 

Nov.  11       5,6 

1940 

Jan.  15 

8.1 

1942 

Jan.  17 

6.4 

Feb.  27 

5.7 

Jan.  13       5.6 

Mar.  21 

4.4 

Mar.  17 

a 

1.6 

May   1 

4.7 

Apr.  18 

2.3 

June  6 

5.9 

May  15 

3.6 

July  25 

9.3 

June  19 

3.8 

a  Snail  flow  in  irrifrrtion  ditch  10  ^eet  east. 
Measurements  from  Metropolitan  V^ater  District. 
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F-AP  9 


4S1W7C 


S.V.  149 


Location — 1000  feet  east  and  1050  feet  south  of  north  quarter  corner  of 

Section  7. 
Reference  point — Top  of  2  inch  coupling,  1.7  feet  above  ground. 
Elevation  of  reference  point — 1452.7,  from  levels  by  M.W.D. 
Use — Test.  Depth — 17.6  feet.  Casin^-^2  inches, 

Other  numbers — Test  Well  No.  33. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Dist.R.P. 
to  water 
surface. 
Date      Feet 


1939 


1940  Cont'd. 


1941  Cont'd. 


Nov.   6 

10.3 

Oct.  24 

9.3 

Nov.  11 

8.5 

Nov.  15 

9.8 

Nov.  27 

9.2 

Dec.  12 

8.5 

Dec.  15 

9.8 

1941 

1942 

1940 

Jan.  21 

9.2 

Jan.  14 

8.6 

Jan.  17 

9.5 

Apr.  18 

8.8 

Mar.  21 

9.5 

May  15 

8.4 

May   1 

9.2 

June  19 

8.0 

June   5 

9.0 

July  15 

7.8 

July  25 

9.1 

Sep.  10 

8.5 

Set),  le 

9.1 

Oct.  15 

8.9 

Measurements  from  Metropolitan  Water  District, 


MAP  9 


4S1W7D 


S.V.  150 


Location--500  feet  erst  and  550  feet  south  of  northwest  corner  of 

Section  7. 
Reference  point — Top  of  2  inch  coupling,  1.3  feet  above  ground. 
Elevation  of  reference  point — 1445.1,  from  levels  by  M.W.D. 
Use— Test.  Depth — 15.2  feet.         Casins- — 2  inches, 

Other  numbers — Test  Well  No.  34. 
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4S1V7D  Continued 


Dist.R.P. 

Di! 

rt.P.P. 

Di 

Ft.R.P. 

to  water 

to 

woter 

to 

vater 

surface, 

SU] 

I'fece, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1940 

1941 

Nov.   6 

8.6 

lie.T.    21 

a 

7.1 

Jan.  21 

6.5 

Nov.  15 

8.4 

May   1 

6.6 

June  19 

4.2 

Dec.  15 

a     7.8 

June  6 

6.7 

July  15 

5.3 

July  25 

7.4 

Sep.  10 

7.3 

Sep.  18 

S.P 

Oct.  15 

8.4 

Oct.  24 

8.7 

Nov.  11 

9.0 

Nov.  27 

a 

8.0 

1942 

Jan.  14 

9.7 

e  Flow  in  river. 

Measurements  from  Ketropol  itan  Viater  District. 


4S1W15A 


MAP  9 

E.  H.  hi:gord 


S.V.  37 


Locetion — 50  feet  north  and  1420  feet  west  of  the  south  quarter  corner  of 

Section  15,  on  north  sir'e  of  Record  Avenue,  one-fourth  mile  west  of 

Riverside-Sf.n  Jacinto  high\»'ay. 
Reference  point — (a)  Top  of  plug  in  T  north  side  of  well  1  foot  above 

ground  tlirough  January  26,  1925;  then  (b)  top  of  2g-  inch  pipe  1.3  feet 

above  ground. 
Elevation  of  reference  point — (a)  lfOO.2;  (b)  1500.5;  from  levels  by 

M,';:.D. 
Use — ^Not  used.  Depth— 31.5  feet.         Casing— -7  inches. 

Other  numbers — Harding  224. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  v;ater 

to  vater 

surface, 

surface, 

surface 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

192? 

1922  Cont'd. 

Nov.  18 

a  F]owin!7 

Jan,  24 

a 

•+32.7 

June  30 

a   +32.8 

Dec.  16 

a   +27.7' 

F^b.  24 

a 

+35.6 

July  22 

a   +30.1 

Mar.  2? 

a 

+37.5 

Sep.  11 

ab  +27.0 

Apr.  17 

a 

+38.4 

Oct.   7 

ab  +27.9 

Kay  15 

a 

+35.5 

Nov.  13 

a   +31.7 

June  6 

a 

+33.9 
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4S1V.15A  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.] 

to  water 

to  water 

to  wate: 

surface, 

surface, 

surface 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1926 

1938 

1941 

Jan.  86 

a   +23.5 

Jan.  19 

10.3 

Jan.  16 

9.P 

July  25 

1.0 

Apr.  15 

6.1 

19.36 

Nov.  30 

9.9 

May  15 
June  19 

7.8 

July  11 

13.2 

1939 

July  15 

B.2 

Aug.  12 

13. B 

Sep.  10 

7.7 

Oct.  22 

14.1 

Mar.  21 

8.4 

Oct.   7 

7.9 

Dec,  19 

13.3 

July  20 

1.3 

Nov.  11 

7.2 

1937 


1940 


194S 


Feb.   2 

12.7 

Mar,  29 

9.7 

June  22 

9.3 

Oct.   7 

11.7 

Jan.  10 


9.2 


Jan.  13 


a  Measurement  from  Division  of  Water  Resources. 

b  Pumuinp  300  feet  southeast. 

Keasurdments  from  Metropolitan  'Vater  District  except  as  noted, 


7.2 


4S1W15B 


MAP  9 
0.  P.  TH0L'!F£0I' 


:.V.   40 


Location — 100  feet  north  and  100  feet  past  of  the  south  q.uarter  corner 
of  Section  15,  100  feet  east  of  Riverside-San  Jacinto  highway  and  100 
feet  north  of  Record  Avenue. 

Reference  point — Top  of  2  inch  nipple,  2.0  feet  above  ground  in  swale. 

Elevation  of  reference  point — 

Use —  Depth —  Casing — 2  inches. 

Other  numbers — ^IVaring  92. 


Date 

Dist.R.P 

to  water 

surface. 

Feet 

1915 

Nov . 

a  Flovvin^r 

Date 


1937 


Dist.R.P. 

to  water 

surface. 

Feet 


Mar.  13 
Mar.  29 
June  22 
Oct.   5  b 


Flowing 


Dist.R.P. 

to  vjater 

surface. 

Date 

Feet 

1938 

Jan.  19 

Flowing 

Apr.  11 

'» 

July  26 

f» 

Nov.  29 

tt 
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4S1V.'15B  Continued 


Dist.R.P. 

DiFt.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Fe<=>t 

1939 

1941 

194S 

Mar.  21 

Flowing 

Jen.  21 

Flowing 

Jan.  12 

Flowing 

1940 

Jan.  10 

Flov.'lng 

a  Measurement  from  United  State?  Geolof icsl  Survey. 

b  No  flow. 

Measurements  from  Metropolitan  V.'ater  District. 


IIA?  9 


4S1W15C 


E.  H.  R-PCOPD 


S.V.  42 


Location — 1500  feet  north  and  8^?0  feet  ^?st   of  the  southvest  corner  of 
Section  15,  1500  feet  north  of  Record  Av°nue,  0.3  nil  e  west  of  River- 
side-San Jacinto  hirhvcay. 

Reference  point — End  of  5"  x  3/4"  horizontal  nipple,  1,5  feet  obove 
ground . 

Elevation  of  reference  point-- 

Use — Not  used.  Depth —  Casinr' — 2  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1937 

1939 

1942 

Oct.   7 

3.0 

Mar.  21 
July  20 

Flowing 
6.4 

Jan.  13 

Flowing 

1938 

1940 

Jan.  19 

Flowing 

Apr.  13 

n 

Jan.  10 

Flowing 

July  26 

Not  Flowing 

Nov.  30 

Flowing 

Measurements  from  Uetropolitfan  V'ater  District, 
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rj\p  9 


4S1W15D 


N^LLK  T'KAIIDA 


S.V.  48 


.Location--1550  feet  north  and  970  feet  west  of  the  southeast  corner  of 

Section  15,  150  feet  north  of  road  to  Soboba  Hot  Springs  and  0.45  mile 

east  of  junction  with  Riverside-San  Jacinto  hierhivay. 
Reference  point — (a)  Tcp  of  suction  pipe  under  hand  pump  2.0  feet  above 

ground  through  July  19,  1939;  then  (b)  top  of  2  inch  wood  cover  at 

ground . 
Elevation  of  reference  point — (a)  1522.1;  (b)  1520,15  from  levels  by 

M.W.D. 
Use — ^Domestic.  Depth — 22.4  feet.   Casina; — 3  feet  dia.  due^. 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1936 


1939  Cont'd. 


1941 


June  28 

21.8 

Aug.  28 

17,9 

Jan. 

14 

17.5 

Aug.  13 

a 

Sep.  25 

17.5 

Feb. 

19 

15.0 

Oct.  22 

a 

Oct .   2 

17.8 

Mar. 

21 

12.8 

Dec.  19 

a 

Oct.  23 

17.4 

Apr. 

16 

10.3 

Oct.  30 

19.3 

May 

13 

10.3 

1937 

Nov.   5 

17.5 

June 

24 

15.5 

Dec.   4 

15.5 

July 

16 

12.8 

Har.  29 

18.6 

Aug. 

20 

13.5 

June  22 

15.8 

1940 

Sep. 

16 

13.0 

Oct.   7 

19.8 

Oct. 

24 

12.9 

Jan.   2 

15.3 

Nov. 

18 

12.2 

1938 

■^eb.  27 
I!ar.  19 

13.6 
13.8 

Dec. 

16 

11.7 

Jan.  19 

17.8 

Apr.  15 

14.3 

1942 

Apr.  11 

14.8 

May  13 

15.8 

July  26 

16.2 

June  19 

18.9 

Feb. 

17 

11.2 

Nov.  29 

16.9 

July  10 
Aug.  13 

20.1 
20.8 

1939 

Sep.  18 
Oct.  15 

£0.6 
20.9 

Mar,  21 

15.5 

Nov .  19 

19.4 

June  20 

17.0 

July  19 

18.5 

Aug.  16 

17.5 

Aue.  21 

18.0 

a  Dry  at 

fcj(Ci  • 

4. 

Measurements 

from  Iletrop 

olitan  V.'ater 

District. 
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I'A?   9 


4S1W16A 


Al.!BROSr.  AND  CLARA  YARBROUTII 


S.V.  50 


Location — 180  feet  north  and  350  feet  v.-est  of  the  south  quarter  corner 
of  Section  16,  180  feet  north  of  Record  /-venue  find  about  1.1  miles 
wert  of  Riverside-ten  Jacinto  hi-jhvay. 

Reference  point--Top  of  casin*?,  1.3  feet  above  (rround. 

Elevation  of  reference  point — 1480.5,  from  levels  by  D.W.R. 

Use — Not  used.  Depth —  Casinf? — 2  inches. 

Other  numbers — Harding  225. 


Bate 
1921 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 
1937 


Dist.R.P. 

to  water 

surftice, 

Feet 


Date 

1939 


Dist.R.P. 

to  water 

?urfHce, 

Feet 


Nov.  18 
Dec.  16 

1922 


Flowing 
+34.5 


Jan. 

24 

+39.7 

Feb. 

24 

+  42.4 

Apr. 

17 

+  44.9 

May 

17 

+42.2 

June 

6 

+40.0 

July 

22  a 

+29.1 

Sep. 

11  b 

+32.6 

Oct. 

7 

+33.9 

Nov. 

13 

+77.5 

June  22  cd 

1938 

Jan.  19  cd 

Apr.  13  cd 

July  25  cd 

Nov.  30  cd 


Mar.  21  cd 

July  20  ce 

1940 

Jan.  10  cd 


a  Other  v-ells  f  lov  inf  200  feet  avay. 

b  Other  wells  not  f loving  200  feet  away. 

c  Lleasurement  from  'Metropolitan  Vi^ater  District. 

d  Barely  flowing. 

e  No  flow. 

Measurements  from  Division  of  ViJater  Resource?  except  as  noted. 


MAP  9 


4&lV;i6B 


S.V.  141 


Location — 100  feet  east  of  center  of  Section  15. 
Reference  point — Top  of  2  inch  couplin"?,  0.5  foot  above  OTOund. 
Elevation  of  reference  point — 1475.7,  from  levels  by  !:.'/'. D. 
Use — Test.  Depth — 10.3  feet.         Casinp- 

Other  numbers — Test  Veil  No.  26, 


-2  inches* 
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4-SrA'loB  Continued 


DiEt.E.P, 

Dist.R.P. 

Dist.R.P. 

to  water 

to  vater 

to  vjater 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1940  Cont'd. 

1941  C 

ont'd. 

Oct.  23 

4.4 

Jul^'-  25 

4.9 

May  15 

2,2 

Nov.   1 

4,5 

Sep.  18 

5.1 

June  19 

2,7 

Nov.  15 

4.4 

Oct.  24 

5,5 

July  15 

3.4 

Dec.  15 

4.1 

Nov.  27 

5,4 

Sep.  10 
Oct.  15 

4.6 
5.0 

1940 

1941 

Nov.  11 

5.0 

Jan.  17 

3.2 

Jan.  16 

5.4 

1942 

Mar.  21 

2.6 

Feb.  27 

4,3 

May   1 

2.8 

Mar.  17 

2.4 

Jan.  13 

4.5 

June  6 

3.7 

Apr.  18 

1.9 

Measurements  from  Metropolitan  V'ater  District, 


MA?   9 


4S1W15C 


S.V.    142 


Location--300   feet  west  of  east   quarter   corner  of  Section  15. 
Reference  point — Top  of  2   inch  coupling,    O.o  foot  above  ground. 
Elevation  of  reference   point — 1467.6,    fron  levels   by  M.W.D. 
Use — Test.  Depth— 10.4  feet.  Casing — 2   inches. 

Other  nurabers— Test  VJell  No.    27. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  v.atsr 

to  vjater 

to  vjater 

surface. 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1940  Cont'd. 

1941  Cont'd. 

Oct.  23 

5.2 

July  25 

9.8 

May  15 

4,0 

Nov.   1 

6.4 

Sep.  18 

a 

June  19 

5.2 

Nov.  15 

6.3 

Oct.  24 

a 

July  15 

5.5 

Dec.  15 

7.3 

Nov.  27 

a 

Sep.  10 
Oct.  15 

8.5 
9.4 

1940 

1941 

Nov .  1 1 

9.6 

Jan.  17 
Mar.  21 
May  1 
June   6 


7.0 
6.5 
7.1 
8.1 


Jan. 

15 

a 

Feb. 

27 

a 

Mar . 

]7 

7.0 

Apr. 

18 

3.8 

a  VJet  sand  at  ten  feet. 

Measurements  fron  Metropo] itan  Water  District. 


1942 


Jan.  13 


9.5 
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llAP   9 


4S1W15D 


C.  V;.  RECOKD 


S.V.    29 


Location--150  feet  north  end  540  feet  vest  of   the   southeast  corner  of 
Section  15,    150  feet  north  of  Record  and  0.6  mile  vest  of   the  River- 
slde-San  Jacinto  highway. 

Reference  point — Top  of  casing,    1.1  feet  above  mround. 

Elevation  of  reference   point--1491,4,    from  level?  by  M.W.D. 

Use — ^Donestic.  Depth--97  feet.  Capin<T — 3  inches. 


Date 


Dist.R.P. 
to  water 
surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1935 


1937 


1938 


July  11 

a 

7.6 

Feb.  2 

2.1 

Jan.  19 

Flowing 

Aus.  12 

b 

10.6 

liar.  29 

Flov;in?^ 

AvT.   13 

n 

Oct,  22 

6.9 

June  22 

1.3 

July  26 

c 

Dec.  19 

3.S 

Oct.   5 

5.0 

a  Recently  pur.ped  one  hour. 

b  Pumping  occasionally. 

c  Well  plugged. 

Measurements  from  Ketropolitan  VJater  District. 


MAP  9 


4£lV;i7A 


S.V.  127 


Location — At  west  quarter  corner  Section.  17,  0.5  mile  vjest  on  Head  Road, 
from  Intersection  with  Ramona  Boulevprd  (Central  Avenue). 

Reference  point — One-half  inch  hole  in  ton  of  reducer,  0.9  foot  above 
g'round . 

Elevation  of  reference  point--l455.4,  from  levels  by  H.'A'.D. 

Use— Test.  Dppth--ll  feet.  Casing — 2  inches. 

Other  numbers — Test  Well  No.  10. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date      Feet 

Date      Feet 

1939 

1939  Cont'd. 

1939  Cont'd. 

Sep.  11 

6.9 

Oct.   2        5,2 

Nov.   1       5.8 

Sep.  13 

6.8 

Oct.  12        5.4 

Nov.  15       5.7 

Sep.  15 

6.8 

Oct.  23        5.3 

Dec.  15        5.0 
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4SrA'17A  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to 

vcater 

to  v:ater 

surface, 

surface, 

surface, 

Date 

reet 

Date 

Feet 

Date 

Feet 

1940 

1941 

1941  Cont'd. 

Jan.  17 

5,0 

Jan.  16 

6.4 

Oct.  15  b 

6.3 

liar.  21 

5.0 

Feb.  27 

a 

3.2 

Nov.  11 

5.0 

May   1 

5.5 

Mar.  17 

a 

1.6 

Dec.  12 

6.2 

June  6 

5.9 

Apr.  18 

a 

S.l 

July  25 

6.5 

May  15 

4.4 

1942 

Sep.  18 

7.3 

June  19 

4.3 

Oct.  24 

7.5 

July  15 

5.3 

Jan.  13 

5.8 

Nov.  87 

7.8 

Sep.  10 

5.9 

a  Water  flowing  in  ditch  five  feet  north. 
b  VTatsr  standing  in  ditch  five  feet  north. 
Measurements  fron  Metropolitan  V'ater  District, 


¥JP   9 


4Sr;«'17B 


128 


Location — 1700  feet  east  and  20  feet  south  of  west  quarter  corner  of 
Section  17,  0.£  nile  west  on  Mead  Road  fror,i  intersection  with  Ramona 
Boulevard  (Central  Avenue). 

Reference  point — Top  of  £  inch  casing,  0.8  foot  above  ground. 

Elevation  of  reference  point — 1457.5,  from  levels  by  II.'f'.D. 

Use — Test.  Depth — 11  feet,  Casing— 2  inches. 

Other  numbers— Test  Well  No.  20. 


Dist.R.P. 

Dist.R.P. 

Dii 

3t.R.P. 

to  water 

to  water 

to 

water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

] 

Feet 

1939 

1940  Cont'd. 

1941  Cont'd 

• 

Oct.   2 

5.9 

June  6 

5.7 

May  15 

4.3 

Oct.  12 

5.7 

July  25 

6.5 

June  19 

5.0 

Oct.  23 

5.6 

Sep.  18 

7.4 

July  15 

b 

5.8 

Nov.   1 

5 . 6 

Oct.  24 

7.6 

Sep.  10 

6.4 

Nov.  15 

5.5 

Nov.  27 

7.1 

Oct.  15 

b 

6.5 

Dec.  15 

5.3 

1941 

Nov.  11 
Dec.  12 

b 

6.2 
5.9 

1940 

Jan.  16 

6.3 

1942 

Jan.  17 

4.2 

Feb.  27 

a 

3.3 

Mar.  21 

4.2 

Mar.  17 

a 

1.4 

Jan.  13 

5.3 

May   1 

4.6 

Apr.  18 

a 

2.3 

a  Water  flowing  in  ditch  five  feet  north. 
b  Water  standing  in  ditch  five  feet  north. 
Measurements  from  Metropolitan  Water  District, 
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llAP   9 


4£lV;i7G 


S.V.  129 


Location — 2650  feet  west  end  20  feet  south  of  ep.st  quarter  corner  of 

Section  17. 
Reference  point — Top  of  2  inch  cafin*?,  0.4  foot  above  eround. 
Elevation  of  reference  point — 1458,3,  from  levels  by  M.W.D. 
Use— Test.  Depth— 10  feet,  CBsinsr--2  inches, 

Other  numbers— Test  "ell  No,  21. 


Dlst.R.?. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1940 

1941 

Oct.   2 

4.9 

Jan.  17 

3.5 

Jan.  IS 

2.8 

Oct,  12 

5.0 

Mar.  21 

3.1 

Feb.  27 

a 

0.8 

Oct.  23 

5.1 

Hay   1 

3.5 

Mar.  17 

a 

0.4 

Nov.   1 

5.1 

June  5 

3.6 

Apr,  18 

a 

0.7 

Nov,  15 

4.8 

July  25 

?.9 

May  15 

2.1 

Dec.  15 

4.5 

Sep.  18 

5.5 

June  19 

3.0 

Oct.  24 

5.4 

July  15 

3.2 

Nov.  27 

4.7 

Sep.  10 
Oct,  15 
Nov.  11 
Dec.  12 

a 

3.5 
3.1 
2.9 
3.2 

1942 


Jan.  i: 


2.4 


a  V.'ater  flowin{?  in  ditch. 

lieasurenents  froin  Lletropolitan  Water  District. 


11AP  9 


4S1W17D 


S.V.  130 


Location — 350  feet  west  and  1400  feet  south  of  east  quarter  corner  of 

Section  17. 
Reference  point — Three-fourths  inch  hole  in  top  of  reducer,  0.9  foot 

above  around. 
Elevation  of  reference  point— 1464.4,  fron  levels  by  M."'.D. 
Use— Test.  Denth— 11.9  feet.        Casins--2  inches. 

Other  nunbers — Test  Well  No.  9. 


4S1W17D  Continued 


201 


Date 


Dist.R.P. 

to  vater 

surface, 

Feet 


Date 


Dist.R.?. 

to  vTater 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1939 


1940 


1941 


Sep. 

11 

6.7 

Jan.  17 

4.9 

Jan.  16 

4.9 

Sep. 

13 

6.7 

Kar.  21 

3.8 

Feb.  27 

ab 

1.7 

Sep. 

15 

5.7 

May   1 

4.2 

Mar.  17 

b 

1.1 

Oct. 

2 

6.3 

June  6 

4.9 

Apr.  18 

a 

1.8 

Oct. 

12 

6.2 

July  25 

'5,8 

May  15 

3.5 

Oct. 

23 

5.2 

Sep.  18 

6.8 

June  19 

4.4 

Nov. 

1 

6,1 

Oct.  24 

6,9 

July  15 

5,0 

Nov. 

15 

5.0 

Nov.  27 

5.5 

Sep.  10 

5.7 

Dec. 

15 

5.7 

Oct.  15 
Nov.  11 
Dec.  12 

5.2 
4.7 
4.1 

1942 


Jan.  13 


3.4 


a  Water  flovjin?;  in  ditch  seven  feet  viest. 

b  Water  standing  around  well. 

Measurements  fron  Ketronolitan  'A'ater  District, 


LIAP  9 


4S1W17E 


S.V.  140 


Location--150  feet  vjest  of  east  q.uarter  corner  of  Section  17. 
Reference  point — Top  of  2  inch  coupling,  0.7  foot  above  ground. 
Elevation  of  refereice  point — 1464.4,  from  levels  by  M.W.D. 
Use — Test.  Depth--10.4  feet.         Casing — 2  inches, 

Other  numbers — Test  Well  No.  25. 


Dist.R.P, 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1940 

1940  Cont'd. 

Oct.  23 

a 

4.7 

Jan.  17 

3,1 

July  25  a 

4.2 

Nov.   1 

a 

4.5 

Mar.  21 

a 

2.5 

Sep*  18  a 

5,0 

Nov.  15 

4,3 

May   1 

a 

2.9 

Oct,  24  e 

4.8 

Dec.  15 

4,0 

June   5 

a 

3.7 

Nov. ,27  a 

4.5 
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Date 


1S41 


Dist.R.P. 
to  water 
surface, 
Feet 


Jan. 

16 

2.7 

Feb. 

27 

a 

1.3 

Mar . 

17 

a 

0.8 

Apr. 

18 

a 

1.2 

May 

15 

2.2 

4S1VJ17E  Continued 

Dist.R.P. 
to  vater 
surface, 
Date      Feet 

1941  Cont'd. 


June 

19 

a 

3.0 

July 

15 

a 

3.4 

Sep. 

10 

a 

3.7 

Oct. 

15 

a 

3.6 

Nov, 

11 

a 

3.2 

Dist.R.F 

to  water 

surface, 

Date 

Feet 

1942 

Jan.  13 

2.4 

a  '..'ater  flo'vinf  in  ditch  25  feet  north. 
Measurements  from  Metropolitan  V.'ater  District. 


MAP  9 


4£1W18A 


S.V.  126 


Location — Center  of  Section  18,  1.11  mile  west  on  Mead  Road  from  inter- 
section with  Raraona  Boulevard  (Central  Avenue), 
Reference  point — Top  of  2  inch  coupling,  0.7  foot  above  ground. 
Elevation  of  reference  point — 1450.9,  from  levels  by  M.V.',D. 
Use — Test.  Depth — 19  feet.  Casins' — 2  inches. 

Other  numbers — Test  ''veil  No.  12. 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P, 
to  water 
surface, 
■  Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1939 


1940 


1941 


Sep. 

12 

14.8 

Jan.  17  a 

9.4 

Jrin, 

16 

10.1 

Sep, 

13 

13.1 

liar.  21 

9.2 

Feb. 

27 

10.1 

Sep, 

15 

11.7 

May   1 

9.4 

Mar. 

17  b 

9.8 

Oct. 

2 

10.7 

June   6 

9.5 

Apr. 

18  a 

9.2 

Oct. 

12 

10.7 

July  25 

10.0 

May 

15 

8.8 

Oct. 

23  a 

10.7 

Sep.  18 

10.6 

June 

19 

8.7 

Nov. 

1  a 

10.6 

Oct.  24 

10.7 

July 

15 

8.8 

Nov. 

15 

10.3 

Nov.  27 

10.7 

Sep, 

10 

9.2 

Dec. 

15 

9.8 

Oct. 
Nov. 
Dec, 

15 
11 

12 

9.4 
9.4 
9.3 

1942 


Jan.  13 


8.9 


a  Vi'ater  standing  in  ditch  five  feet  north. 
b  V/ater  flowing  in  ditch  five  feet  north. 
Measurements  from  Metropolitan  Vv'ster  District. 
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4S11V18B 


CASA  LOMA  RANCH   (RUTH  "pico) 


P.  1 


Location--450  feet  south  and  1?50  feet  eest  of  the  west  quarter  corner 

of  Section  18. 
Reference  point--Center  2"  x  12"  curb  on  south  side,  1  foot  above  ground. 
Elevation  of  reference  point — 1451.0,  from  I'.W.D,  topo/?. 
Use — Stock  water.  Depth — 5.5  feet.        Casing — 5'  x  5'  Aug, 


Dist.R.P, 

Dist.R.P. 

Di 

st.R.P. 

to  water 

to  water 

to 

water 

surface, 

surface, 

su 

rface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1935 

1937 

1939 

Apr.  23 

1.0 

Mar.  25 

.9 

Mar,  21 

b 

1,0 

May  17 

1.2 

June  22 

1,7 

July  20 

a 

1.8 

June  4 

3.5 

Oct.  8 

2.2 

June  27 

4.9 

1940 

July  23 

5.4 

1938 

Aug.  23 

5.3 

I!ar.  21 

1.2 

Oct.   1 

4.2 

Jan,  20 

a 

1.8 

Nov.   5 

3.7 

Apr.  13 

a 

1.2 

1941 

Dec.  5 

3.1 

July  25 

a 

1.2 

Nov.  30 

b 

1.0 

Jan.  20 

1.9 

1935 

Aug.  13 

2.7 

Oct.  23 

2.8 

Dec.  21 

1.9 

a  Pumping. 

b  Well  overflowing. 

Measurements  from  Metropolitan  Water  District, 


MAP  9 


4S1W18C 


S.V.  125 


Location--550  feet  east  and  20  feet  south  of  west  quarter  corner  of 

Section  18. 
Reference  point — Three-fourths  inch  hole  in  top  of  reducer,  0.5  foot 

above  ground. 
Elevation  of  reference  point — 1455.5,  from  levels  by  M.VJ.D. 
Use — Test.  Depth — 22.2.  Casing — 2  inches. 

Other  numbers — Test  Well  No.  13, 
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4S1W18G  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  v-flter 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1940 

1941 

Oct.  2 

15.5 

Jan.  17 

15.0 

Har,  17 

14.8 

Oct.  12 

15.5 

Mar.  21 

14.6 

Hay  15 

14.7 

Oct.  23 

15.5 

Nov.  27 

15.9 

June  19 

14.3 

Nov.   1 

15.5 

July  15 

14.5 

Nov.  15 

15.4 

Sep.  10 

14.9 

Dec.  15 

15.3 

Oct.  15 

14.9 

Nov.  11 
Dec.  12 

1942 

Jan.  13 

14.6 
14.3 

14.1 

Measurements  from  L!etropolitan  V'ater  District. 


4S1V,'19A 


HAP  9 

JOE  AGUIRRE 


S.V.  70 


Location — 75  feet  south  and  110  feet  west  of  the  north  quarter  corner  of 

Section  19,  one-half  mile  south  and  one-half  mile  east  of  corner  of 

Mead  Road  and  Pico  Road. 
Reference  point — (a)  Top  of  wooden  plug  in  well,  2.4  feet  above  ground, 

throuff'h  November  12,  1922;  then  (b)  top  of  cgsinp,  0.3  foot  above 

ground . 
Elevation  of  reference  point — (a)  14S0.9;  (b)  1458.8;  from  levels  by 

D.W.R. 
Use — Stock.  Depth —  Casing — 5  inches. 

Other  numbers — Harding  285. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

^eet 

1921 

1922 

1922  Cont'd. 

Oct.  20 

a 

Flowing 

Jan,  24 

a 

+5.3 

July  22 

a    +8.9 

Dec.  16 

a 

+  5.1 

Apr.   7 

a 

+2.2 

Auff.  15 

a    +8.4 

liay  15 

a 

+9.5 

Sep.   9 

n    +7.9 

June  6 

a 

+B.8 

Oct.   7 

a    +7.4 

June  30 

a 

+9.8 

Nov.  13 

a    +7.5 

g05 


4Sr/vl9A  Continued 


Dist.R.P, 

Diet.R.P. 

Dist.R.P. 

to  vjater 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1955 

1237 

1939 

May  17 

o.v 

Mar.  26 

1.2 

Mar.  21 

b     2.6 

July  3 

2.3 

June  22 

1.8 

Oct.   6 

b 

3.1 

1940 

1936 

1938 

Mar.  21 

1.4 

Aug.  13 

t     2.6 

Oct.  23 

6.6 

Jan..  20 

b 

Dec.  21 

2.2 

Apr.  13 
July  26 
Nov.  30 

b 
b 

3.5 
1.9 

a  Measurement  from  Division  of  ".'ater  Resources. 

b  Windmill  pumpin-^;. 

Measuremr-nts  from  Lie tro-poli tan  V'ater  District  except  es   noted. 


MAF 


.-p  Q 


4S1W20A 


S.V.  151 


Location — 1300  feet  north  of  south  q^uarter  corner  of  Section  20,  2000 
feet  north  of  end  of  Sanderson  Avenue,  one  and  one-fourth  mile  north 
of  Cottonwood  Avenue* 

Reference  point — Top  of  2  inch  coupling,  1.7  feet  above  ground. 

Elevation  of  reference  point — 1476.8,  from  levels  by  I'.Vf.D. 

Use — Test.  Depth — 13.9  feet.         Casing — 2  inches, 

Other  numbers --Test  VJell  No.  35. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1939 


1940  Cont'd. 


1941  Cont*d. 


Nov.   6 

10.8 

Sep.  18 

11.2 

June  19 

6.9 

Nov.  15 

10.5 

Oct.  24 

11^2 

July  15 

7»7 

Dec.  15 

10.3 

Nov.  27 

llkl 

Sep.  10 
Oct.  15 

8.8 
9.1 

1940 

1941 

Nov.  11 

9.1 

Jan.  17 

9i7 

Jan.  15 

9.7 

1942 

Mar.  21 

8.4 

Feb.  27 

7.1 

May   1 

8i5 

Mar.  17 

3.6 

Jan.  14 

8.6 

June  5 

9.2 

Apr.  18 

5.0 

July  25 

10.2 

May  15 

5.9 

Measurements  from  Metropolitan  'Jater  District, 


8»6 


MAP  9 


4S1W21A 


S.V.  131 


Location — 600  feet  east  and  450  feet  south  of  northwest  corner  of  Section 

21. 
Reference  point— Top  of  casinjr,  0.7  foot  above  pround. 
Elevation  of  reference  point— 1473.6,  from  levels  by  IJ.VJ.D, 
Use — Test.  Depth — 11. o  feet.         Casinp — 2  inches. 

Other  numbers— Test  Well  No.  22. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1940 

1941 

Oct.   2 

7.0 

Jan.  17 

5.0 

Jan. 

16 

4.7 

Oct.  12 

6.5 

Mar.  21 

4.8 

Feb. 

27 

4.4 

Oct.  23 

6.1 

June  5 

4.6 

liar. 

17 

a     4.0 

Nov.   1 

5.9 

July  25 

4.7 

Apr. 

18 

3.7 

Nov.  15 

5.5 

Sep.  18 

4.8 

May 

15 

3.5 

Dec.  15 

5.2 

Oct.  24 

4.8 

June 

19 

3.6 

Nov.  27 

4.7 

July 
Sep. 
Oct. 
Nov. 
Dec. 

15 
10 
15 

11 
12 

3.5 
5.7 
5.4 
5.2 
5.0 

1942 


Jan.  13 


4.8 


a  WatSr  flowing  in  ditch  10  feet  v:est. 
Measurements  from  Metropolitan  Viiater  District. 


MAP  9 


4sr;;2iB 


S.V.  132 


Location— 2300  feet  west  and  200  feet  south  of  east  quarter  corner  of 
Section  21,  L.5  mile  southeast  along  Ranona  Boulevard  (Centrol  Avenue) 
from  Mead  Road. 

Reference  point--ToT)  of  carine,  0.9  foot  above  pround. 

Elevation  of  reference  point— 1491.2,  from  levels  by  M.W.D. 

Use— Test.  Depth--20.4  feet,         CsRini? — 2  inches. 

Other  numbers — Test  Well  No,  6. 


4Sl''>'gl3  Continued 
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Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Fe^t 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1939 


1940 


1941 


Sep.  13 

14.1 

Jan.  17 

8.2 

Jan.  16 

9.0 

Sep.  15 

13.2 

Mar.  21 

7.9 

Feb.  27 

7.6 

Oct.  le 

9.5 

May   1 

7.S 

Mar.  17 

6.1 

Oct.  £3 

9.4 

June  5 

7.7 

Apr.  18 

5.5 

Nov.   1 

9.3 

July  25 

9.0 

May  15 

5.3 

Nov.  15 

9.3 

Sep.  18 

9.7 

June  19 

5.3 

Dec.  15 

9.0 

Oct.  24 

9.7 

July  15 

5.5 

Nov.  27 

9.3 

Sep.  10 

•  Oct.  15 

Nov,  11 

Dec.  12 

7.5 
7.6 
7.1 
6.4 

1942 


Jan.  13 


5.8 


Measurements  from  Metropolitan  Water  District. 


MAP  9 


4S1VJS1C 


S.V.  134 


Location — 1300  feet  west  and  20  feet  south  of  northeast  corner  of 

Section  21. 
Reference  point — Top  of  reducer,  0.9  foot  above  ground. 
Elevation  of  reference  point — 1489.0,  from  levels  by  II.VJ.D. 
Use — Test.  Depth — 17  feet.  Gasina: — 2  inches. 

Other  numbers — Test  V.'ell  No.  5, 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date       Feet 

Date       Feet 

1939 

1939  Cont'd. 

1939  Cont'd. 

Sep.  11 

9.7 

Oct.  2       9.2 

Nov.   1        9.0 

Sep.  13 

9.S 

Oct.  12        9.1 

Nov.  15       8.9 

Sep.  15 

9.5 

Oct.  23        9.1 

Dec.  15        8.3 

£08 


Date 

1940 

Jan.  17 
Mar.  21 
June  6 
July  25 
Sep.  18 
Oct.  24 
Nov.  27 


Dlst.R.P. 

to  water 

surface, 

Feet 


8.1 


8.1 
9.1 
9.7 
9.9 
9.8 


4S1W21C  Continued 

Dlst.R.P. 
to  water 
surface, 
Date      Feet 

1941 


Jan.  16 
Feb.  27 
Mar.  17 
Apr.  18 
May  15 
June  19 
July  15 
Sep.  10 


8.9 
8.2 
5.8 
5.3 
5.7 
•3.2 
5.7 
7.5 


Dlst.R.P 

to 

water 

surface, 

Date 

Feet 

1941  Cont'd, 

> 

Oct.  15 

7.7 

Nov.  11 

7.4 

Dec.  12 

7.2 

1942 

Jan.  13 

6.9 

Measurements  from  Metropolitan  V-'ater  Diptrict, 


MAP  9 


4S1W21D 


S.V.  138 


Location — 25  feet  west  and  650  feet  north  of  south  quarter  corner  of 

Section  21. 
Reference  point — Top  of  2  inch  coupling  0.5  foot  above  ground. 
Elevation  of  reference  point — 1497,2,  from  levels  by  M.V'.D. 
Use — Test.  Depth — 18.7}   feet.         Casin? — 8  inches. 

Other  numbers — Test  Well  No.  23. 


Dlst.R.P. 

Dlst.R.P. 

Dlst.R.P. 

to  water 

to  water 

to  water 

surface. 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1940 

1941 

Oct.  18 

11.6 

Jan.  17 

9.8 

Jan.  16 

9.6 

Oct.  23 

10.8 

Mar.  21 

9.5 

Feb.  27 

9.5 

Oct.  26 

10.5 

May   1 

9.3 

Her.  17 

8.9 

Nov.   1 

10.3 

June  6 

9.2 

Apr.  18 

8.4 

Nov.  15 

9.9 

July  25 

9.2 

May  15 

6.6 

Dec.  15 

9.7 

Sep.  18 

9.8 

June  19 

3.8 

Oct.  24 

10.1 

July  15 

7.0 

Nov.  27 

9.7 

Sep.  10 
Oct.  15 
Nov.  11 
Dec.  12 

7.8 
8.2 
8.1 
7.8 

1942 


Jan.  14 


7.4 


Measurements  from  Metropolitan  Water  District. 


?09 


L'iA?   9 


4S1W21E 


MRS.  IIARK  WOEDEN 


S,V.  23 


Location — 465  feet  south  and  150  feet  west  of  the  east  quarter  corner  of 
Section  21,  on  northeast  side  of  Idyllwild  Road  (North  Central  Avenue), 
1500  feet  southeast  of  an,?le  in  west  end.   Three  feet  northeast  of 
VJell  4S1W21F. 

Reference  point — Top  of  caslns,  1.'^   feet  above  ground. 

Elevation  of  reference  point--1501.0,  from  levels  by  M.W.D. 

Use — Not  used.  De-pth — 159  feet.  Casinf? — 2  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1936 

1938 

1940 

June  10 

11.8 

Jan.  19 

0.2 

Jan.  10 

Flowing 

Aug.  12 

13.4 

Act.  13 

0.5 

Oct.  22 

11.1 

July  26 

4.6 

1941 

Dec.  19 

7.4 

Nov.  30 

0.05 

Jan.  16 

0.4 

1937 

1939 

1942 

Feb.   2 

5.5 

Mar.  21 

Flovv'ing 

Mar.  29 

2.5 

July  20 

7.7 

Jan.  13 

Flowing 

June  22 

5.0 

Oct.   6 

7.4 

Measurements  from  IJetropolitan  Water  District. 


l.IAP  9 


4S1W22A 


MRS .  ?'!ARI-:  WORDEN 


S.V.  22 


Location--1110  feet  north  and  1015  feet  east  of  the  southwest  corner  of 

Section  22,  0.4  mile  northwest  along  Idyllwild  Road  from  Highway  79. 
Reference  point — Top  of  casing  1,3  feet  above  rrround. 
Elevation  of  reference  point — 1510.4,  from  levels  by  M.W.D. 
Use — Not  used.  Depth--122  feet.  Casing— 7  inches. 


Dist.R.P, 

Dist.R.P. 

Dist.R.P, 

to  water 

to  water 

to  water 

surface. 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1935 

1937 

1938 

June  10 

17.8 

Feb .   2 

10.5 

Jan.  19 

3.5 

Aug.  12 

19.1 

Mar,  29 

7.1 

AT>r.  13 

5.5 

Oct.  22 

16.3 

June  22 

10.6 

July  26 

9.5 

Dec.  19 

12.4 

Oct.   7 

10.9 

Nov.  30 

2.8 

210 


DiPt.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  veter 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1940 

1941 

Mar.  21 

1.4 

Jan.  10 

1.1 

Jan.  15 

3.3 

July  20 

13.5 

Juie  19 
July  15 
Sep.  10 

10.4 

n.2 

5.0 

Ueasurements  from  Metropolitan  V^'rter  Diftrict. 


MAP  9 


4S1W22B 


S.V.  136 


Location — 75  feet  west  find  £0  feet  south  of  north  quarter  corner  of 

Section  22. 
Reference  point — One  inch  hole  in  top  of  reducer  0.4  foot  above  ground. 
Elevation  of  reference  point — 1505.0,  frori  levels  by  II.W.D. 
Use — Test.  Depth — 16.6  feet.         Casing — 2  inches. 

Other  numbers — Test  Vifell  No.  3, 


Dist.R.P. 

Diet.R.F. 

Dist.R.P. 

to  water 

to  v.'ater 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1940 

1941 

Oct.  13 

12.6 

Jan. 

17 

11.9 

Jan.  15 

12.2 

Oct.  16 

12.6 

Har. 

21 

10.9 

Feb.  27 

11.4 

Nov.   1 

12.5 

May 

1 

10.8 

Mar,  17 

9.9 

Nov.  15 

12.5 

June 

5 

11.3 

Apr.  18 

9.0 

Dec.  15 

12.2 

July 

25 

12.0 

May  15 

8.5 

Sep. 

le 

12.7 

June  19 

8.4 

Oct. 

24 

13.0 

July  15 

8.6 

Nov. 

27 

12.9 

Sep.  10 
Oct.  15 
Nov.  11 
Dec.  12 

1942 

Jpn.  13 

9.0 
9.3 
9.2 
9.0 

3.7 

Measurements  from  Metropolitan  '"ater  District, 


Ill 


JiAP  9 


4S1W22C 


S.V.  2G7 


Location — 50  feet  vjest  and  1600  feet  south  of  north  quarter  corner  of 

Section  2£. 
Reference  point — Top  2"  x   10"  cribbing,  north  side,  at  ground. 
Elevation  of  reference  point — 
Use — ^Domestic.  Depth —  Casin*? — 4'  x  4'. 


Dist.R.P. 
to  water 
surface, 
Date       Feet 


Dist.R.P. 

Dist.R.P 

to  water 

to  water 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

1941 

1942 

Jan.  15 

9.5 

Jan.  1? 

7.8 

Measurements  from  lletropolitan  Water  District, 


MAP  9 


4S1W23A 


EOPKIIE 


S.V.  2 


Location — 535  feet  nort':  and  910  feet  west  of  the  southeast  corner  of 

Section  23,  about  £25  feet  southwest  of  4S1VJ23D. 
Reference  point — Top  of  casins*,  2.0  feet  above  o;round. 
Elevation  of  reference  point — 1551.2,  from  levels  by  H.W.D. 
Use — Stock.  Depth — 473  feet.         Casing — 12  inches, 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  \vater 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1936 

1938 

1940 

May  23 

31\9 

Jan.  19 

3.6 

Jan.  10 

Flowing 

Aug.  13 

38  rO 

Apr.  13 

Flov.'ing 

Oct.  22 

35.7 

July  25 

2.9 

1941 

Dec.  19 

26.5 

Nov.  29 

Flov/inc;; 

Jan.  14 

4.8 

1937 

1939 

1942 

Feb.   2 

23.5 

Mar.  21 

Flowing 

Mar,  29 

12.2 

July  20 

10.1 

Jan.   9 

Flowing 

June  22 

1.8 

Oct.   7 

14.6 

Measurements  from  Metropolitan  Water  District. 


ri2 


4S1W23B 


ILAP   9 
J.   H.   SCtiROZDIR 


S.V.  4A 


Location — 1090  feet  north  and  640  feet  east  of  the  south  quarter  corner 

of  Section  23. 
Reference  point — Top  of  casing  0.7  foot  above  ground. 
Elevation  of  reference  point — 1545.4,  fron  levels  by  II.W.D. 
Use — Not  used.  Depth — 101  feet,  Casins' — 2  inches. 


Dist.R.P, 

Dist.rt.P. 

Dist.R.P. 

to  water 

to  vater 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1935 

1938 

1940 

June  28 

31. e 

Jan.  19 

15.4 

Jan,  10 

12.0 

Aug.  13 

34.0 

Apr.  13 

11.7 

Oct.  22 

35.4 

July  25 

14.5 

1941 

Dec.  19 

31.8 

Nov,  29 

13,4 

Jan,  14 

15.4 

1937 

1939 

1942 

Feb.  2 

29.4 

Mer.  21 

9.5 

liar.  29 

24.5 

July  20 

IP.  4 

Jan.  9 

6.0 

June  22 

19.6 

Oct.   7 

24.3 

Measurements  from  Llotropolitan  V'ster  District, 


!.KP  9 


4S1W23C 


S.V.  104A 


Location — 1300  feet  east  and  700  feet  south  of  northwest  corner  of  Sec- 
tion 23. 
Reference  point — Top  of  15  inch  stand-pipe,  2.4  feet  above  ground. 
Elevation  of  reference  point — 
Use —  Depthi —  CKSinj? — 3  feet  diameter. 


Date 

Dist.R.P. 

to  water 

surface, 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1938 

1942 

July  26 

12.0 

Jan.  9 

12.0 

Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Measurements  from  Division  of  ".Vater  Resources. 
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4S1W25A 


l\AP   9 
J.   K.   SCmOSDER 


S.V.  55 


Location — 1320  feet  north  and  450  feet  east  of  the  vest  qyarter  corner 

of  Section  25. 
Reference  point — Top  of  casing  at  srounc? . 
Elevation  of  reference  point — 1556,  from  M.VJ.D.  topog. 
Use — Not  used.  Depth — 237.5  feet.       Casino — 12  inches. 


Dist.R.P. 

Dipt. R. P. 

Dist.R.P. 

to  water 

to  water 

to  vater 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1936 

1938 

1941 

July  8 

51.7 

Jan.  18 

23.0 

Jan. 

15 

24.3 

Aug.  13 

53,6 

Mar.  31 

14,6 

Mar. 

18 

17.3 

Oct.  22 

51.0 

July  27 

21.4 

Apr. 

16 

9.9 

Dec.  19 

46.1 

Kov.  28 

19.3   • 

May 
June 

15 
19 

6.4 
11.8 

1937 

1939 

July 
Aug, 

15 
27 

15.1 

16.8 

Feb.   2 

44.2 

liar.  20 

17.4 

Oct, 

7 

15.2 

Mar,  29 

32.6 

July  S5 

29,8 

Nov, 

11 

11.3 

June  22 

24.0 

Dec. 

12 

11.0 

July  9 

25.2 

1940 

Oct.   7 

30.5 

1942 

Jan.  10 

IP. 4 

T^eb.  28 

16.7 

Jan. 

7 

10.5 

Auff.    14 

37.0 

Measurements  from  Ketropo] iten  Water  District. 


4SUV26A 


llAP   9 
TELIPLE 


S.V.  228 


Location--About  1700  feet  north  and  1100  feet  east  of  southwest  corner 

of  Section  25. 
Reference  point — (a)  Plug  in  eltow  of  suction  pipe  0.5  foot  above  ground 

through  November  6,  1922;  then  (b)  top  of  flange  on  4  inch  casing  5,2 

feet  below  ground. 
Elevation  of  reference  point — (a)  1552.4;  (b)  1545.7;  from  levels  by 

D.Vi'.R. 


Use- 
Other  numbers — Harding  235. 


Depth-- 


Caslng--4  inches. 


:i4 


Date 

1921 

Oct.  13 

Oct.  19 

Oct.  31 

Nov.  7 

Nov.  22 

Dec.  9 

Dec.  29 

1922 

Jan.  19 

Feb.  3 

Feb.  24 

Mar.  14 

Mar.  ?1 


Dist.R.P. 

to  water 

surface, 

Feet 


5.0 
4.6 
3.5 
4.2 
3.2 
4.2 
0.0 


■t3.0 
+  3.8 
+5.0 
+4.9 
+  5.1 


4&1W26A  Continued 


Di 

st.P.P 

to 

we  ter 

su: 

rfnce, 

Date 

Feet 

1922  Cont'd 

■ 

Apr.  18 

+  5.7 

Kay   8 

0.6 

Hay  23 

+0.6 

June  12 

0.'' 

July  1 

0.3 

July  20 

3.1 

Aug.  14 

5.3 

Sep.   5 

4.7 

Sep.  29 

7.2 

Oct.  19 

1.'' 

Nov.   5 

+  2.2 

1940 


June  27  a 


27.6 


Date 


1941 


Dist.R.P. 

to  water 

surface, 

Feet 


Jon.  14 

a 

14.0 

Apr.  16 

a 

4.0 

Hay  15 

a 

5.6 

July  15 

a 

13.4 

Sep.  9 

a 

13.9 

Oct.   7 

f> 

9.4 

Nov.  11 

a 

4.6 

Dec,  12 

a 

4.0 

1942 

Jan.  9 

a 

3.4 

a  Keasure'nent  fror  lietropolitpn  '"ater  District. 

lleasurements  from  Division  of  V.'ater  Re<:'Ourc<=s  except  "s  noted. 


IIAP  9 


4SlV.'2oB 


255 


Location — 1300  feet  east  and  400  feet  south  of  northwest  corner  of  Sec- 
tion 26,  6100  feet  north  of  town  of  San  Jr^cinto,  50  feet  west  of  San 
Jacinto  Street. 

Reference  point — Top  of  2  inch  pipe  0.9  foot  above  around. 

Elevation  of  reference  point — 

Use--Not  used.  Depth—  Casino— 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

T^^eet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1941 

1942 

Jan.  14 

10.9 

Jan.  9 

2.9 

Ileesurements  froiu  lletrorolitLin  Vnter  District. 


8lD 


VAT   9 


4S1WE5C 


E.  0.  TJJGALIS 


S.V.  13 


Location — 80  feet  south  and  1270  feet  east  of  the  northwest  corner  of 
Section  25,  on  west  side  of  San  Jacinto  Street,  one  and  one-fourth 
miles  north  of  Main  Street,  San  Jacinto. 

Reference  point — Top  of  casing  in  3'  x  3'  concrete  block,  1.2  feet 
aboire  ground. 

Elevation  of  reference  point — 1542.7,  from  levels  by  I1.W.D. 

Use — Not  used.  Depth — 1B3  feet.  Casing — 7  inches. 

Other  numbers — Harding  236, 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  vater 

surface, 

?eet 


Date 


Dist.R.P. 

to  water 

surface, 

■?eet 


1921 


1922 


1936 


Oct. 

13 

1,8 

Oct. 

19 

1.4 

Oct. 

31 

0.8 

Nov. 

7 

0.8 

Nov, 

22 

0.3 

Dec. 

9 

Fl 

owing 

Dec. 

29 

II 

Jan. 

19 

Flov.;inp 

Feb. 

3 

+4.2 

Feb. 

24 

+  4,7 

Mar. 

14 

+  5.2 

Mar . 

31 

+5.6 

Apr. 

13 

+5.8 

Iviay 

8 

+0.1 

May 

23 

+  3.5 

June 

12 

0.0 

July 

\ 

+0,5 

July 

20 

1.1 

kUfT,, 

14 

5.3 

Sep. 

5 

3.3 

Sep. 

29 

3.0 

Oct. 

19 

+1.3 

Nov. 

6 

+5.0 

!!ay 

23 

a 

31.2 

Axi^.. 

13 

a 

35.3 

Oct. 

22 

a 

32.4 

Dec. 

19 

a 

27.8 

1937 


Feb.   2 

a 

25.6 

IMt,   29 

a 

18.8 

June  22 

a 

17.9 

Oct.   7 

a 

18.7 

1938 

Jan.  19 

ab 

a  Measurement  from  Metropolitan  VJatcr  District, 

b  Sealed. 

Measurements   from  Division  of  VJater  Resources  except  as  noted. 


VAT   9 


4S1W27A 


J.  H.   FFKUT 


S.V.    55 


Location — 1880  feet   north  and  1750  feet  v;(=st  of   southeast   corner  of 
Section  27,    on  northeast   side   of  Ramona  Boulevard   (Central  Avenue), 
0.85  mile   northwest  of  Main  Street. 

Reference   point — Top  of   curb,    north-vvest   corner,    0.5  foot  above  ground. 

Elevetion  of  reference  point — 1537.8,    from  levels  by  D."'.R. 

Use —  Depth — 400+_feot.  Gasin<? — 7   inches, 

Other   nuribers--Kurdinr  242. 
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Date 


Dlst.R.P. 

to  water 

surface, 

Feet 


4£1WB7A  Continued 

Dist.R.?. 
to  water 
surface, 
Date      Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1921 


1936 


1940 


Oct.  14 
Nov.  10 
Dec.  15 

1922 


a     1.8 

a     0.6 
a  Flowinst 


Jan. 

24 

a 

45.6 

Feb. 

22 

a 

+  6.1 

Mar. 

22 

a 

+  7.2 

Apr. 

17 

a 

+  6.6 

May 

15 

a 

+3.1 

June 

6 

a 

+  1.0 

June 

30 

a 

1.2 

July 

22 

a 

1.9 

Aug. 

15 

a 

3.8 

Sep. 

9 

a 

4.2 

Oct. 

7 

a 

1.9 

Nov . 

13 

ab 

Aup;.  14 
Oct.  23 
Dec.  19 

1937 

Feb.  2 
Mar.  29 
June  22 
July  9 
Oct.   7 

1938 

Jan.  18 
Mar.  31 
July  27 
Nov.  28 

1939 


16.2 

11.7 

7.7 


5.9 
1.0 
2.3 
4.0 
1.1 


12.1 

9.2 

17.0 

11.0 


Jan.  10 
Feb.  28 

1941 

Jen.  15 
Har.  18 
Apr.  15 
May  15 
June  19 
July  15 
Auff.  27 
Oct.  7 
Nov.  11 
Dec.  12 

1942 
Jan.   9 


8.7 
7.8 


10.5 

7.8 

5.5 

6.0 

13.0 

13.3 

12.3 

9.2 

5.8 

5.0 


4.8 


Kar.  20 


a  Measurement  from  Division  of  Water  Resources. 

b  Flowing  -  seal  broken. 

uleasurements  from  Lletropolitan  Water  District  except  as  noted. 


MAP  9 


4S1W27B 


R.  F.  KINi^r 


S.V.  74 


Location — 220  feet  north  and  700  feet  east  of  south  quarter  corner  of 

Section  27,  northeast  side  of  De  Anza  (South  Central  Avenue),  400  feet 

southeast  of  Grand  Avenue. 
Reference  point — (a)  Top  of  valve  seat,  2.1  feet  above  rround  through 

December  18,  1925;  then  (b)  top  of  2  inch  cssinp  1.0  foot  above  ground. 
Elevation  of  reference  point — (a)  1539.6;  (b)  1538.5;  from  levels  by 

D.W.R. 
Use — Not  used.  Depth — 18  feet.  Casing — 2  inches. 

Other  numbers — I-Iardin?  448. 
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4£F;"7E<  Continued 


Dist.R.P. 

Dist.R.P, 

Dist.R.P. 

to  viater 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1924 

1939 

Nov.  18 

3.4 

Dec,  10 

-0.9 

Mar.  21 

b 

10.5 

Dec.  15 

+0.2 

1925 

1940 

1922 

Dec.  18 

-4.7. 

Jan.  10 

b 

6.3 

Jan.  19 

+4.1 

Feb.  22 

+5.5 

1935 

1941 

Mar.  22 

+6.0 

Apr.  17 

+  4.8 

Oct.  23 

be 

Jan.  15 

b 

9.8 

May  15 

+2.9 

June  6 

-0.6 

1938 

1942 

June  ?0 

a    -5.2 

July  22 

-1.7 

Apr.  12 

b 

14.4 

Jan.   9 

b 

2.0 

Aug.  15 

-5.5 

July  26 

b 

17.9 

Sen.   9 

-5.3 

Nov.  29 

b 

9.1 

Oct.  7 

-2.5 

s  Irrigation  well  EOO  feet  northespt  pun-pinp'^. 

b  Measurement  from  Metropolitan  I'.'ater  iJistrict. 

c  Dry  at  18  feet. 

Measurements  from  Division  of  VJeter  Resources  except  as  noted. 


Mi\P  9 


4S1W28A 


S.V.  133 


Location — 15  feet  vest  and  300  feet  north  of  center  of  Section  28,  0.64 

mile  south  on  Lyons  Avenue  from  De  Anza  Drive. 
Refer'i^nce  point — Top  of  casing  0.6  foot  above  ground. 
Elevation  of  reference  point — 1501.5,  from  levels  by  M.W.D. 
Use—Test.  Depth— 15.8  feet.         Casinfr — 2  inches. 

Other  numbers — Test  V/ell  No.  8. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface , 

surface, 

surface, 

Date 

Feet 

Date       Fef't 

Date       Feet 

1939 

1939  Cont'd. 

1939  Cont'd. 

Sep.  13 

9.5 

Oct.  13        P. 7 

Nov.  15        8.8 

Sep.  15 

9.5 

Oct.  23        8.8 
Nov.   1        8^7 

Dec.  15        8.6 
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4Sl"'2aA  Continued 


Dist.R.P. 

Dl 

.-t.R.P. 

Dii 

st.R.P. 

to  water 

to 

water 

to 

water 

surface, 

PVl 

rface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1940 

1941 

1941  Cont'd, 

• 

Jan.  17 

8.4 

Jan.  15 

B.5 

Oct.  15 

7.0 

Mar.  21 

6.0 

Feb.  27 

8.1 

Nov.  11 

5.9 

Kay   1 

7.7 

liar.  17 

6.1 

Dec.  12 

5.6 

June  6 

e.4 

Apr.  16 

5.5 

July  25 

8.4 

May  15 

5.9 

1942 

Sep.  18 

9.1 

June  19 

5.3 

Oct.  24 

9.0 

July  15 

6.5 

Jan.  14 

6.4 

Nov.  27 

8.5 

Sep.  10 

7.0 

Measurements  from  Metropolitan  Water  District. 


MAP  9 


4Slv^'L83 


S.V.  139 


Location — At  southwest  quarter  co-^ner  of  Seotion  28,  57  feet  north  of 

Cottonvjood  Avenue,  15  feet  west  of  Lyon  Avenue. 
Reference  point — Top  of  2   inch  coupling,  0.5  foot  above  ground. 
Elevation  of  reference  point — 1514.5,  from  levels  by  I'.'/J.D. 
Use— Test.  Depth— 2 "^.5  feet.         Cepinc — 2  inches, 

Other  numbers — Test  Well  Ko.  24. 


Date 


DiFt.R.r. 

to  water 

surface, 

Feet 


Date 


r.ist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

5?urface, 

Feet 


1939 


1940  Cont'd. 


1941  Cont'd. 


Oct.  18 

22.1 

June   6 

21.2 

Hay  15 

20.1 

Oct.  23 

22.1 

July  25 

21.7 

June  19 

19.8 

Oct.  26 

22.1 

Sep.  18 

22.4 

July  15 

19.8 

Nov.   1 

22.1 

Oct.  24 

22.5 

Sep.  10 

19.8 

Nov.  15 

22.0 

Nov.  27 

22.4 

Oct.  15 

19.9 

Dec.  15 

21.8 

Nov.  11 

19.8 

1941 

Dec.  12 

19.5 

1940 

Jan.  16 

22.1 

1942 

Jan.  17 

21.6 

Feb.  27 

21. B 

Mar.  21 

21.1 

Mar.  17 

P1.5 

Jan.  14 

19.3 

May   1 

21.1 

Apr.  18 

20.7 

Lleasurenents  from  Lletropolitan  Water  District, 


!;!iy?  9 
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4SlW2eB 


139 


Location — At  southwest  quarter  corner  of  Section  28,  57  feet  north  of 

Cottonwood  Avenue,  15  feet  ^vest  of  Lyon  Avenue. 
Reference  point — Top  of  2  inch  couDline;:,  0.5  foot  above  ground. 
Elevation  of  reference  point--1514,5,  from  levels  by  M.'l'.D. 
Use — Test.  Depth — 25.5  feet.         Casiner — 2  inches. 

Other  nur.bers — Test  "'ell  No.  24. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.r 

to  water 

surface, 

Feet 


Date 


Dist.R.F. 

to  water 

surface, 

Feet 


1939 


1940  Cont'd. 


1941  Cont'd. 


Oct.  18 

22.1 

June  6 

21.2 

May  15 

20.1 

Oct.  23 

22,1 

July  85 

21.7 

June  19 

19.8 

Oct.  25 

22.1 

Sep.  18 

22,4 

July  15 

19.8 

Nov.   1 

22.1 

Oct.  24 

22. 5 

Sep.  10 

19.8 

Nov.  15 

22.0 

Nov.  27 

22.4 

Oct.  15 

19.9 

Dec.  15 

21.8 

Nov.  11 

19.8 

1941 

Dec.  12 

19.5 

1940 

Jan.  16 

£2.1 

1942 

Jan.  17 

21.6 

Feb.  27 

21.8 

Mar.  21 

21.1 

Mar.  17 

21.5 

Jan.  14 

19.3 

May   1 

21.1 

Aot.  18 

20 . 7 

Measurements  from  Metropolitan  Water  District. 


FiAP 


4SBf28C 


S.V.  148 


Location — 30  feet  west  and  1050  feet  north  of  south  quarter  corner 

of  Section  28.  On  west  side  Lyon  Avenue,  0,93  mile  south  from  De  Ansa. 
Reference  point — Top  of  2  inch  coupling,  0.9  foot  above  ground. 
Elevation  of  reference  point — 1507.8,  fror:  levels  lij   LI.W.D. 
Use — Test.  Depth— 13.7  feet.         Casing — 2  inches. 

Other  numbers— Test  'ffell   No.  32. 


2i:o 


|i 


•  • 

Dist.R.P. 

to  water 

surfece, 

Date 

Feet 

1939 

Oct.  2,6 

13.0 

Nov.  1. 

13.1 

Nov.  15 

13.0 

Dec.  15 

12.7 

4Srw28C  Continued 

Dist.R.P, 
to  wRter 
purface, 
Date  Feet 

1940 

Jan.  17  12.5 

Mar.  21  12.3 

May   1  12,?. 

June  6  12.5 

July  25  12.9 

Sep.  18  12.9 

Oct.  24  12.9 

Nov.  27  12.5 


Date 

1941 

Jen,  15 
Feb.  27 
Mar.  17 
Apr.  18 
May  15 
June  19 
July  15 
Sep.  10 
Oct.  15 
Nov.  11 
Dec.  12 


Dist.R.P. 

to  water 

surfece, 

Feet 


12.5 
12.4 
12.1 
11.7 
11.4 
10.9 
11.0 
10.8 
10.7 
10.5 
10.3 


1942 


Jan.  14 


10.2 


Measurements  from  Metropolitan  Vi&ter  District. 


i/IAP 


4sr;;29A 


p.  5 


Location — 20  feet  north  and  100  feet  west  of  the  south  quarter  corner  of 
Section  29,  northwest  corner  of  Cottonwood  Street  and  Sanderson  Avenue. 
Reference  point--Top  of  casing,  0.5  foot  above  .^rround. 
Elevation  of  reference  point — 1508. B,  from  levels  by  D.W.R. 


Use — ^Domestic. 

Other  niiinbers — Harding  252. 


Depth — 120  feet. 


CasincT — 5  inches. 


li 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  vjater 

to  water 

to  water 

surface, 

surface. 

r.urface, 

Date 

Feet 

Date 

F'jet 

Date 

Feet 

1921 

1922 

1922  Cont'd. 

Oct.  15 

a 

20.7 

Jan.   3 

a 

17.9 

Ma.y  30 

a 

16.4 

Oct.  19 

a 

20.5 

Jan.  25 

a 

16.8 

July  10 

a 

18.0 

Nov.  8 

a 

20.2 

Feb.  15 

a 

15.5 

Auff.  8 

a 

18.7 

Nov.  25 

a 

20.0 

Mar.  15 

a 

15.0 

Auor.  30 

8 

19.3 

Dec.  12 

a 

19.6 

Apr.  3 

a 

14.9 

Sep.  19 

a 

19.6 

Apr.  19 

a 

15.0 

Oct.  17 

a 

19.4 

- 

Hay  10 

a 

16.1 

Nov.   7 

a 

18.5 
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4SriU29A  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P, 

to  water 

to  xvater 

to  vmter 

surface, 

surface, 

surface, 

Date 

Feet 

Dste 

Feet 

Date 

Feet 

1935 

1938 

1941 

Apr.  23 

34.4 

Jan.  18 

37.0 

Jan.  20 

37.9 

Apr.  12 

35.9 

Apr.  15 

37.5 

1935 

Nov.  28 

38.0 

May  15 
June  19 

37.1 
37.2 

Aug.  13 

37.8 

1939 

July  15 

37.5 

Oct.  ?3 

38.8 

Sep.  10 

38.2 

Dec.  ,?1 

37.8 

Mar.  21 

77.4 

Oct.   7 

38.4 

July  19 

37.8 

Nov,  11 

38.0 

1937 

1940 

Dec.  12 

37.8 

Mar.  26 

36.3 

1942 

June  23 

37.6 

Jan.  12 

37.5 

Oct.   8 

38.3 

Jan.  14 

37,3 

a  lleesureT.ent  from  Division  of  "/ater  Resources, 

Measurements  from  Metropolitan  Water  District  ercp-nt   as  noted, 


4SlVt29B 


I'JRS.  LTAJIS 


P.  6 


Location — 100  feet  north  and  150  feet  ivest  of  center  of  Section  29, 

northwest  corner  Sanderson  Avenue  and  Scott  Street. 
Reference  point — Top  of  casing  at  ground. 

Elevation  of  reference  point — 1502,0,  frori  levels  by  D.W.R. 
Use — Stock,  Depth —  Casing — 12  inches, 

Other  numbers — Harding  253. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date       Feet 

1921 

1922 

1922  Cont'd. 

Oct.  15 

15.0 

'Jan.   3 

9.1 

June  19      14,0 

Oct.  26 

14.4 

Jan.  25 

8.0 

Jiily  in      14,0 

Nov.  8 

14.0 

Feb.  15 

7.0 

Aug.   4       14.4 

Nov.  25 

13.0 

Mar.  15 

6.2 

Au*?.  30       14.7 

Dec.  12 

11.2 

Apr .   3 

5.7 

Sep.  19       15.0 

Apr.  IS 

6.8 

Oct.  17       13.7 

May  10 

10.8 

Nov.   7       10.7 

May  30 

11.7 
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4S1V.29B  Continuf^d 


Dist.R.P. 

to  water 

surface, 

Date 

Feet 

1924 

Oct.  8 

13.6 

1936 

Oct.  23 

a 

33.8 

Dec.  21 

a 

31.2 

1937 


Mar.  25 

a 

29.4 

June  23 

a 

38.1 

July  9 

a 

37.0 

Oct,   5 

ab 

38.6 

Dist.R.P. 

to  water 

surface, 

Date 

Feet 

193" 

Jan.  18 

a 

50.9 

Mar,  51 

e 

30.6 

July  27 

a 

34.7 

Nov.  28 

a 

56.4 

1939 

Kar.  20  n 
July  19  ah 


35.2 
43.2 


Dist.R.P 

to  water 

surface, 

Date 

Feet 

1940 

Jan,  12 

a 

30.1 

Feb.  28 

a 

30.6 

Aup.  14 

a 

57.7 

1941 


Jan. 

15 

a 

32.2 

!.!ar . 

18 

a 

31.3 

kXlP, 

27 

a 

36.2 

1942 

Jan.  14  a 
Feb.  10  a 


a  Measurement  from  Metropolitan  Viater  District. 

b  Pumpinf;;, 

laeasurenents  from  Division  of  Water  Resources  except  as  noted. 


51.3 
34.0 


llAP   9 


4E1W30A 


JOE  AGUIiffiZ 


P.  4 


Location — 150  feet  north  and  200  feet  east  of  the  west  quarter  corner  of 

Section  30,  northeast  corner  of  Scott  Street  and  V.'arren  Road, 
Reference  point — Top  of  casin/;?  1.6  feet  above  ground. 
Elevation  of  reference  point — 1492,2,  fron  levels  by  D.W.R. 
Use — Not  used.  Depth — 39  feet.  Casin? — 7  inches. 

Other  nunbers — Hardinc  255,  Warinr  85, 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  w  ter 

to  water 

to  water 

s'lrface, 

surface, 

surface. 

Date 

Feet 

Date 

Fe^t 

Date 

Feet 

1915 

1921 

1922 

Nov, 

a     6.0 

Oct.  15 

14.7 

Jan,  25 

11,1 

Oct.  26 

14.7 

Apr.  19 

8.8 

Nov.  9 

14,6 

ray  10 

8.8 

Nov.  25 

14,5 

V:^y     30 

8.9 

- 

Dec.  12 

14.2 

June  19 

9.2 

'3S1V30A  Continued 


323 


Date 


Dist.R.F. 

to  water 

surface, 

Feet 


Date 


Dist.R.:^. 

to  vjater 

surface, 

Feet 


Date 


Dist.R.P. 

to  v/ater 

surface, 

Feet 


1922  Cont'd. 


1935 


July  10 

9.7 

Oct.   8 

Aug .   4 

10.2 

Aug.  30 

10.5 

1925 

Set).  19 

10.9 

Oct.  17 

10.9 

Dec,   5 

Nov.   7 

10.6 

15.5 


15.7 


Kay  15  b 

1936 
Au'?.  13  be 


35.8 


a  Measurement  from  United  States  CrPolofrical  Survey. 

b  Measurement  from  Iletronolitan  Water  District. 

c  Dry  at  20.1  feet. 

Measurements  from  Division  of  "'ater  Resources  except  as  noted, 


T,L'\F  9 


4S1V>'31A 


P.  57 


Location — 420  feet  north  and  60  feet  xvest  of  east  q.uarter  corner  of 
Section  31,  at  northwest  corner  of  Cawston  Avenue  and  7th  Street. 

Reference  point— Lover  edpe  of  seven  and  five-eifhths  inch  discharge 
pipe,  1,3  feet  above  sround . 

Elevation  of  reference  point — 1505.3,  from  1:1. "I'.D.  estimate, 


Use --Not  used. 


Depth-- 


Casin/? — 12  inches. 


Date 

1937 

July  9 
July  28 
Oct.   8 

1938 

Jan.  18 
Mar.  31 
July  27 
Nov.  28 


Dist.R.P. 

to  water 

surface, 

Feet 


42.5 
43.8 
43.2 


35.6 
35.3 
41.4 
39.2 


Date 


1939 


Dist.R.P. 

to  lA'ater 

surface, 

Feet 


Mar.  20 
July  25 

1940 

Jan.  12 
Feb.  28 
Aut?.  14  a 


38.5 
45.4 


36.8 
35.1 


Dist.R.P 

to  -water 

surface, 

Date 

Feet 

1941 

Jan.  15 

38.0 

Mar.  18 

36.9 

Apr.  15 

35.4 

May  15 

37.8 

June  19 

42 . 5 

July  15 

42.7 

Aug.  2? 

42.1 

Oct.   7 

44.2 

Nov.  11 

38.5 

Dec.  12 

37.2 

1942 


Jan.  14 


35.2 


a  Below  46.5  feet. 

Measurements  from  Metrouolitan  '"ater  District. 


2k.A 


MAP   9 


4S1W32A 


H.   E.    ■^IIPBY 


P.   10 


-?00  feet  north  and  1300  feet  e?st  of  southvest  corner  of  Sec- 


'2,    100  feet  north  of  Esplanade  Avenue,    one-fourth  mile  west  of 


Location- 
tion 
Sanderson  Avenue. 

Reference  point — (f^)  Top  of  cesin'?.,  1.0  foot  above  isrround  through  Decem- 
ber 5,  1925;  then  (b)  base  of  hand  pumr),  0.5  foot  above  ground. 

Elevation  of  reference  point--(a)  1514.3;  (b)  1513,8;  fron  levels  by 
D.Vi'.R. 

Use— Domestic.  Depth — 165  feet.  Casing--?  Inches, 

Other  numbers — Hardinc  246. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1921 


1922  Cont'd. 


1941 


Oct.  14 
Oct.  26 
Nov.  8 
Nov.  25 

1922 

Jan.  4 
Jan.  25 
Feb.  15 
Mar .  1 5 
Apr.  3 
May  29 
June  19 
July  10 


18.0 
15.8 
16.8 
17.0 


15.2 
13.5 
12.6 
12.3 
14.0 
13.1 
14,2 
15.7 


Aug.  4 
Sep.  19 
Oct.  17 

1924 
Oct.  8 

1925 
Dec,   5 

1940 
Jan.  12  a 


16.3 
14.6 
14.6 


17.6 


P0.9 


3P.3 


Jan.  20 

a 

38.3 

Apr.  15 

a 

37.4 

May  15 

a 

41.8 

June  19 

a 

40.1 

July  15 

a 

38.6 

Sen.   9 

a 

38.1 

Oct,   7 

a 

37.8 

Nov.  11 

a 

37.4 

Dec.  12 

a 

37.5 

1942 

Jan.  15 

a 

37.0 

a  Measurement  from  Metropolitan  V'ater  District. 

Measurements  from  Division  of  V.'ater  Resources  except  es  noted, 


llAP  9 


4S1W32B 


IIANG  EROTH]<R£ 


P.  43 


Location — 25  feet  west  and  300  feet  north  of  southeast  corner  of  Section 
32,  25  feet  west  of  Kirby  Road,  300  feet  north  of  Esplanade  Avenue, 
northwest  of  Hemet. 

Reference  point--Top  of  pump  base  rt  ground. 

Elevation  of  reference  point — 1527.5,  interpolated  by  K.W.D. 

Use— Irrigation.  Decth— 500  feet.    Casing— 12  or  14  inches. 
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4S1W32B  Continued 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Peet 

Date 

Dist.R.P. 
to  water 
surface. 

Feet 

1935 

1938 

1940 

July  8 
1937 

a    72.4 

Jan.  18 
July  27 

Nov.  28 

b 

53.5 

103.7 

54.5 

Jan.  12 
1942 

51.0 

Feb.   5 
Mar.  £6 

48.6 
47.5 

1939 

Mar.  20 
Dec.   4 

a 

57.1 
59. 

Jan.  14 

53.2 

a  Power  company  test. 

b  Pumping. 

Measurements  from  Metropolitan  Water  District. 


MAP  9 


4Sr,v33A 


P.  7 


Location — lOU  feet  south  and  450  feet  east  of  the  northwest  corner  of 

Section  33.  Near  intersection  of  ICirby  and  Lakevrew  Avenue, 
Reference  point--Top  of  casing,  2.5  feet  above  pround. 
Elevation  of  reference  point — 1522.5,  interpolated  by  M.W.D. 
Use — Not  used.  Derth —  Casing — 12  inches. 


Dist.R.P, 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface. 

surface. 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1935 

1938 

1940 

Aug.  13 

53.9 

Jan,  18 

49,3 

Jan.  12 

49.1 

Oct,  23 

54,3 

Apr.  12 

46,5 

Dec,  21 

49,0 

July  27 

50.5 

1941 

1937 

1939 

Jan,  20 

51.1 

Mar.  25 

45.9 

Mar.  21 

47.5 

1942 

June  23 

49,5 

July  19 

51.2 

Oct.   5 

53.5 

Jan.  14 

49,9 

Measurements  from  Metropolitan  Water  District. 
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4S1W33B  ALI.Yl.l  P.  ?4 

Location — 750  feet  north  and  600  fe-^t  vert  of  sotitheast  corner  of  Sec- 
tion 33,  1100  feet  northwest  of  intersection  of  Palm  and  Esplanade 
Ave  nue  s . 

Reference  point — Top  of  concrete  curb  at  southeast  side  at  around. 

Elevp.tion  of  reference  point — 15^7.8,  fron  levels  by  D.W.R. 

Use — Irrigation.  Depth — IIP.  feet.         CaEinp — 12  inches. 

Other  aumbers--Harding  257,  Waring  109. 


Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  water  to  v.-ater  to  water 

surface,  surface,  surface. 

Date      Feet          Date  Feet  Date      Feet 

1921                     1936  1940 

Nov.  3  51.7  Jan.  12      50.9 

Dec.  21  49.9 


Oct, 

26 

a 

25.3 

Nov. 

10 

a 

24.9 

Nov. 

25 

a 

24.7 

Dec. 

12 

a 

24.4 

1941 


1937 


Jan. 

3 

a 

23.8 

Jan. 

25 

a 

23.2 

Feb. 

15 

a 

22.5 

Mar. 

15 

a 

21.5 

Apr. 

3 

a 

21.0 

May 

10 

a 

21.5 

May 

30 

a 

22.0 

July 

10 

a 

22.9 

AU2. 

4' 

a 

23.2 

Sep. 

19 

a 

24.1 

Oct. 

16 

a 

23.8 

Jan.  ?0  51.6 

1922  Mar.  29       48.9       Apr.  15  49.9 

June  23      49.6       June  19  50.5 

July  15  50.8 

1938  Ser.  9  51.6 

Oct.   7  51.7 
Jrin.  20       51.2 
Apr.  12       49.3         1942 
July  27       51.8 

Nov.  29       51.9        Jan.  14  49.8 

1939 

Liar.  21      49.6 

July  19 51_;8 

a  Measurement  from  Division  of  Water  Resources, 

Measurements  fron  Metropolitan  Water  District  except  as  note*^. 


WP  0 
4S1V.33C  W.  G.  I.IANN  P.  36 

Location — 100  feet  south  and  100  fort  v.-est  of  north  -juerter  corner  of 

S'^ction  33.  At  southwest  corner  of  Gottonrood  (Lakeview)  Avenue  and 

Lyon  Av.3nue. 
Refernce  point— (a)  Top  of  2  Inch  block  on  cr-sinfi:  1.1  feet  above  ground 

through  Novnmber  13,  1922;  th^n  (b)  top  of  casin^:  0.9  foot  above  ground, 
Elevntion  of  reference  point--(B)  1515.1;  (b)  1514.9;  fror.  levels  by 

D.VJ.R. 
Use— Domestic.  Depth--150  feet.  Casing— 5  inches. 

Other  numb6rs--Harding  451,  Warin.^  101. 
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4S1"J33C  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  w&ter 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1915 

1922  Cont 

;'d. 

1939 

Nov.    a 

12. 

Sep.   9 

8.5 

Mar.  21 

b    23.3 

Oct.   7 

8.7 

July  19 

be   27.4 

1921 

Nov.  15 

7.7 

1940 

Nov.  18 

9.2 

1936 

Dec.  15 

8.6 

Dec.  21 

t> 

26,2 

Jan.  12 

b    22.9 

1922 

1937 

1941 

Jan.  19 

6.2 

Jan.  20 

b    23.4 

Feb.  22 

4.4 

Mar.  29 

b 

24.4 

Apr.  15 

be   22.1 

Mar.  22 

3.8 

June  23 

b 

32.2 

May  15 

b    21.7 

Apr.  17 

3.8 

May  15 

4.9 

1938 

1942 

June  6 

5  •  5 

June  30 

6.5 

Jan.  18 

b 

25.3 

Jan.  14 

b    20.9 

July  22 

7.2 

July  27 

be   28.9 

Aug.  15 

7.8 

Nov.  29 

b 

24.4 

a  Measurement  from  United  States  Geological  Survey, 

b  Measurement  from  Metropolitan  '^ater  District. 

c  Pumping. 

Measurements  from  Division  of  Water  Resources  except  as  noted, 

MAP  9 


4S1W33D 


P.  69 


Location — 100  feet  east  and  200  feet  north  of  center  of  Section  33, 

100  feet  east  of  Lyon  Avenue,  £00  feet  north  of  7th  Street. 
Reference  point — Top  of  casing,  1.5  feet  above  J^round. 
Elevation  of  reference  point — 1533.5,  from  M.VJ.D.  topoq. 
Use— Not  used.  Depth— 242  feet.  Casing— 7  inches, 


Dist.R.P, 

Dist.R.P, 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surfece, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1941 

1942 

July  19 

63.7 

Jan.  20 

58.7 

Jan.  14 

56.9 

1940 

Jan.  12 

57.7 

Measurements  from  l!etropolitan  Water  District, 
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L'J^  9 
4£1V;33E  INTRICAN  P.  74 

Location— 700  feet  south  nnd   30  feet  west  of  center  of  Section  33,  30 
feet  VvGst  of  Lyon  Avenue,  700  feet  Eoutb  of  Seventh  Street. 

Reference  polnt--(a)  Top  of  12"  x  12"  pur.ip  support,  1.0  foot  above  cround 
through  November  7,  192?;  then  (b)  top  of  well  pit  at  pround. 

Elevation  of  reference  point — (a)  1534.3;  (b)  1533.3;  fror  levels  by 
D.W.R. 

Use — Irrigation.  Depth — 181  feet.  Casinp — 12  inches. 

Other  numbers — Harding  256. 


Dist.R.P.  DiFt.P-.P.  Dist.R.P. 

to  water  to  water  to  water 

surface,  surface,  surface, 

Date      Feet  Date      Feet  Date      Feet 

1921  1922  1940 


Oct. 

15 

38.2 

Jan,   3 

35.3 

Jan.  5 

Oct. 

26 

37.5 

Jon.  25 

34.4 

Nov. 

10 

37.4 

Feb.  15 

33,5 

1942 

Nov. 

25 

37.1 

!!ar.  15 

32.4 

Dec. 

12 

^y  •  <i 

Apr.   3 
May  10 
June  19 
July  10 
Aug .   4 
Aup.  30 
Sep.  19 
Oct.  16 
liov.   7 

32.1 
36.0 
37.2 
38.0 
37.7 
37.7 
37.8 
38.0 
37.1 

Jan.  14 

57,2 


55,0 


a  Measurement  from  Metropolitan  V»ater  District. 

Measurements  fror.  Division  of  Water  Resources  except  as  noted. 


LiAP  9 
4S1W34A  S,V,   239 

Location — 0.29  mile  east  and  260  feet  south  of  center  of  Section  34,    260 
feet  south  of  Seventh  Street,    0.29  mile  east  of  State  Street,    San 
Jacinto. 

Reference  point — Top  of  caslnff,    1,2  feet  above  sround. 

Elevation  of  reference  point — 1542.7,    from  levels  by  D.^Z/.R. 

Use— Not  used.  Depth--146  feet.  Casinfr— 10  inches. 

Other  numbers — Hardin^'  446, 


2K9 


4SrvV34A  Continued 


Dist.R.P, 

Dist.R.P. 

Dist.R.P. 

to  stater 

to  water 

to  viatev 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1922  Cont'd. 

Nov.  18 

3.3 

Jan.  3 

1.9 

Sep.  19 

5.3 

Dec.  12 

3.0 

Jan.  25 

1.3 

Oct.  17 

2.5 

Feb.  15 

1.2 

Nov.   7  a 

2.0 

May  30 

1.4 

June  19 

1.5 

1942 

July  10 

2.0 

Aug .   4 

1.5 

Jan.   9 

6.9 

Auf?.  30 

4.5 

a  Flowing  out   into  pool  for  cattle. 
Measurements  from  Division  of  Vii'ater  Resources, 


4S1W35A 


MAP   9 
FRUIW^ME  WATER  C0:TA>TY 


S.V.  32 


Location — 900  feet  west  and  lOO  feet  south  of  east  quarter  corner  of 

Section  35,  110  feet  south  of  7th  Street,  878  feet  east  of  Hewitt 

Street,  San  Jacinto. 
Reference  point — (a)  Top  of  west  3"  x  12"  of  pump  seat  2.3  feet  above 

ground  through  November  5,  1922;  then  (b)  top  of  casing  0,3  foot 

above  ground. 
Elevation  of  reference  rioint — (a)  1585.1;  (b)  1584.1;  from  levels  by 

D.W.R. 
Use — Irrigation.  Depth — 400  feet.  Casing — 10  inches. 

Other  numbers — ^Kardine  202. 


Date 


1921 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


1922 


Dist.R.P, 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


19.22  Cont'd. 


Oct.  12 

22.5 

Jan.  19 

12.7 

July  1 

9.5 

Oct.  19 

22.4 

Feb.   3 

10.1 

July  20 

12,2 

Oct.  31 

21.6 

Feb.  23 

e.5 

Aug.  14 

14.0 

Nov.   7 

21.8 

Mar.  14 

7.9 

Oct.  19 

17.8 

Nov.  22 

21.1 

Mar.  31 

7.2 

Nov .   5 

17.4 

Dec.  30 

17.2 

Apr.  18 

3. 8 

Hay   8 

7.8 

1942 

Hay  23 

8.4 

June  12 

^.8 

Jan.   7  a 

20.8 

a  Measurement  from  Metropolitan  Water  District. 

Measurements  from  Division  of  V.'ater  Resources  except  as  noted. 
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4S1W35B 


llAP   9 
H.  V«ILLIA1!S 


S.V.  62 


Location — 1350  feet  north  and  1240  feet  west  of  east  quarter  corner  of 
Section  35.  On  north  side  of  !!ein  Street,  350  feet  east  of  Hewitt 
Street. 

Reference  point — (a)  Top  of  pit,  east  side,  0.7  foot  above  srround  through 
November  5,  1922;  then  (b)  top  cf  2"  x  12"  0.16  foot  a^ove  ton  concrete 
through  January  10,  1940;  then  (c)  top  of  3"  x  12"  cross  piece,  1.7 
feet  above  concrete  curb. 

Elevation  of  reference  point~(a)  1576.8;  (b)  1577.0;  (c)  1578.5;  from 
levels  by  D.V.R. 

Use — Not  used.  Depth — 400  feet.      Casin<? — 6  foot  diameter 

Other  number? --Harding  200,  concrete  lined  pit. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  wEter 

to  water 

surface, 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922  Com 

:'d. 

1940 

Oct.  11 

15.0 

June  12 

4.6 

Jan.  10 

a 

25.7 

Oct.  19 

15.3 

July  1 

6.2 

Oct.  31 

14.4 

Au(?.  14 

11.5 

1941 

Nov.   7 

14.4 

Sep.  29 

13.2 

Nov.  22 

12.8 

Oct.  19 

9.5 

Jan.  14 

a 

31.6 

Deo.  30 

6.5 

Nov.   6 

7.0 

Apr.  16 
June  19 

a 
a 

24.1 
22.6 

1922 

193S 

July  15 
Sep.  9 

a 
a 

25.0 
27.2 

Jan.  19 

4.5 

May   4 

a 

23.8 

Oct.  7 

a 

25.9 

Feb.  3 

3.2 

July  25 

at 

) 

Nov.  11 

a 

23.5 

Feb.  23 

3.5 

Dec.  12 

a 

23.9 

Mar,  14 

Mar.  31 

Apr,  17 

Ma}r_  e 


3.0 
2.4 
4.5 
4.2 


1939 
liar.  21 


23.9 


1942 


Jan.   7  a 


22.9 


R  Measurer.ent  from  Ketropolitan  Water  District. 

b  Dry  at  25.7  feet. 

Measurements  from  Division  of  V/ater  Resources  except  as  noted. 
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4S1W35D 


MAP  9 

C.  A.  HOD.TS 


S.V.  103 


Location — SOO  feet  east  and  1400  feet  north  of  south  quarter  corner  of 

Section  35^  145  feet  south  of  Eighth  Street  and  80  feet  west  of  Kevitt 

Street,  San  Jacinto. 
Reference  point — (a)  Base  of  old  hand  punp  at  top  of  casinp  £.5  feet 

above  ground  through  June  19,  1941;  then  (b)  top  of  4"  x  4"  clamp  2.5 

feet  above  ground. 
Elevation  of  reference  point — (a)  1578.3;  (b)  1578,5;  from  levels  by 

D.W.R. 
Use — Domestic.  Depth —  Casing — 4  inches. 

Other  numbers — ^^•''aring  No.  125. 


Dist.R.P. 

to  water 

surface, 

Date 

Feet 

1904 

Mar.  14 

3.0 

Oct.  19 

7.6 

Nov.  19 

7.8 

Dec.  16 

e.o 

1905 


Jan. 

14 

8.1 

Feb. 

22 

6.7 

Mar. 

26 

4.2 

Apr. 

18 

2.3 

May- 

19 

Flowing 

June 

21 

It 

July 

22 

ti 

Aug. 

18 

3.7 

Sep. 

2 

2.5 

Nov. 

10 

2.7 

Dec. 

22 

3.1 

1906 


Jan. 

30 

2.7 

Mar . 

17 

2.7 

May 

11 

Flowing 

Aug. 

3 

(1 

Sep. 

26 

» 

Dec. 

20 

»» 

Dist.R.P, 

to  water 

surface. 

Date 

Fe?t 

1909 

Apr.  3 

Flowini^: 

July  11 

t» 

Oct.  14 

f» 

1910 


Feb,   3 

Flowing 

Aug.  11 

a 

1.0 

1911 

Jan.   5 

a 

1.0 

1912 

May  28 

a 

3.0 

1913 

Oct.  18 

10.7 

1914 

Feb.   5 

6.2 

Apr.  17 

•  4.7 

June  25 

5.7 

Nov.  21 

5,7 

1907 


1915 


Date 

1916 

May  5 
Nov.  15 

1917 

May  20 
Nov.  85 

1918 

I.'ay  4 
Oct.  12 

1919 

May  11 
Oct.  12 

1920 

May  18 
Oct.  13 

1921 

Feb,  10 
May  13 
July  25 
Nov.  29 


Dist.R.P. 

to  water 

surface, 

Feet 


Flowing 
b     2.0 


Flowing 


7.1 


8.7 
13.2 


22,3 
11.1 


7.8 
10.6 

18.5 


Feb.  13 
May  la 
Aug.  30 
Dec.  31 


Flowing 


May  21 
Oct.  31 


Flowing 
4.8 


£31: 


4S1W:^5D  Continued 


Dist.R.P. 

Dift.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

Furfece, 

surface, 

Date 

rest 

Date 

Feet 

Date 

Feet 

1938 

1939 

1941 

Apr.  12 

e 

30.0 

Mar.  21 

e 

26.0 

Jan.  14 

e 

32.5 

July  26 

e 

30.9 

July  20 

e 

31.2 

Apr.  16 

e 

24.5 

Nov.  29 

e 

29.1 

1940 

Hay  15 
Jxine  19 
Nov.  11 

e 
e 
e 

21.6 
22.2 
21.6 

Jan.  10 

e 

27.5 

Dec.  12 

e 

21.1 

1942 


Jan. 


20.4 


8  Approximate  measurement, 

b  Flov.ing. 

c Sealed. 

d  Would  flow;   copped, 

e  Measurement  from  ^Metropolitan  Water  District. 

Measurements  from  United  States  Geological  Survey  except  es  noted. 


4SlVvf35E 


MAP   9 

L.  E.  :n.TLLEKn: 


S.   V.    105 


Location — 900  feet  south  and  50  feet  v-'ert  of  northeast  corner  of  Section 

35,    40  feet  west  of  Bath  Avenue  and  5S5  feet  north  of  Main  Street. 
Reference  point--Top  of  2  inch  pipe  1.8  feet  above  around. 
Elevation  of  reference  point — 


Use — Not  used. 


Denth— 


Cnrin? — 2  inches. 


Dist.R.P, 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1938 

1939 

1941 

Apr.  13 

27.7 

Mar.  21 

23.8 

Jan.  14 

33.7 

July  26 

27,8 

July  20 

32.5 

Nov.  29 

27.3 

1940 

1942 

Jan,   7 

20,9 

Jan.  10 

2?.  5 

lieasurements  from  Letropo]  itan  V^ater  District, 
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MAP  9 


4SW35F 


S.V.  158 


Location — 1200  feet  east,  350  fe?t  sovith  of  west  quarter  corner  of 
Section  55,  190  feet  west  of  San  Jpclnto  Avenue,  350  feet  south  of 
7th  Street. 

Reference  point — Top  of  casing,  1.0  foot  below  grround. 

Elevation  of  reference  point--155£.S,  from  levels  by  D.W.R. 

Use — Not  used.  Depth —  Casing — 12  inches. 

Other  nur.bers — Harding  222,  Waring  120, 


Date 


Dist.R.P, 
to  water 
surface, 
Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


1915 


1922 


1940 


Nov,    a 

Flows 

Jan. 
Feb. 

19 
3 

2,6 

1.3 

Jan.   5 

b 

18.4 

1921 

Feb. 
Mar. 

23 
31 

+0.2 
+1.0 

1941 

Oct.  12 

e.e 

Apr, 

18 

+  1.0 

Jan.  14 

b 

23.0 

Oct.  19 

8.1 

June 

12 

+0.9 

Oct.  31 

7.3 

^Hly 

1 

+0.9 

Nov.   8 

6.9 

July 

20 

+  0.7 

Nov.  23 

5.1 

Aug. 

14 

0.4 

Dec..  9 

5.5 

Sep. 

5 

2.5 

Dec.  29 

4.1 

Sep. 
Oct. 

Nov. 

29 

19 

5 

3.5 
3.0 

1.7 

a  Measurement  from  United  States  Geolo??ical  Survey. 

b  Measurement  from  Metropolitan  Water  District. 

Measurement  from  Division  of  vjater  Resources  except  as  noted. 


lyj'  9 


4S1W36A 


HOWARD  ROSE  COMPANY 


S.V.  88 


Location — 600  feet  north  and  500  feet  east  of  south  quarter  corner  of 

Section  36,  150  feet  south  of  Eighth  Street  on  southwest  side  of 

Mountain  Avenue,  50  feet  from  edee  of  road. 
Reference  point — (a)  Square  hole  in  cover  welded  on  ton  of  casing,  0.1 

foot  above  ground  through  March  17,  1941;  then  (b)  top  of  casing  at 

ground. 
Elevation  of  reference  point--(a)  1608.1;  (b)  1508.0;  from  M.W.D.  topog. 
Use — Not  used.  Depth — 739  feet.  Casing — 14  inches. 


i34 


Date 


1937 


Feb. 

5 

Liar. 

4 

Apr. 

6 

July 

1 

Oct, 

1 

Oct. 

7 

Dec. 

30 

1938 


Dist.R.P. 

to  water 

surface, 

Fee  t 


75.3 
70.7 
52.5 
44.6 
63.6 
59.2 
49.9 


Jan.  11 

49.4 

Feb.  12 

48,8  . 

Mar.  9 

46.0 

Way  16 

29.1 

June  13 

33.0 

Aup.   1 

44.0 

Oct.  10 

49.1 

Nov.  14 

45.9 

Nov.  29 

44.0 

Dec.  12 

45.0 

Measuremeats 

from  'Me 

4£1V:36A  Continueii 

Dlst.R.P. 
.  to  water 
surface, 
Date  ^     Feet  ' 

--.-  1939 


'Jdn.'  9 

Feb,  5 

Aug.  28 

Sep.  4 

Oct.  2 

Oct.  12 

Nov.  5 
Dec'  4 

1940 


Jan. 

2 

Feb. 

'5 

Mar. 

5 

Apr. 

1 

Hay 

o 

July 

15 

Nov. 

12 

Dpc. 

17 

42.3 
41.5 
55.2 
53.9 
48.9 
47.7 
49. S 
45.4 


45.2 
43.6 
42.9 
51.1 

44.5 
58.2 
55.0 

54:0 


DiPt,P.P 

to  water 

surface, 

Date 

Feet 

.  1941 

Jap.  13 

52.0 

Feb.  19 

49.7 

Mar.  17 

41.5 

Apr.  16 

29.2 

May  12 

24.9. 

Dec.  12 

35.2 

1942 

Jan.  7 

34.4 

from  Kef ropolitan  '.■ater  District. 


4S1W36B 


MAP  9 

FRUITVALE  IvIUTOAI-  WATER  COI'TAIJY 


S,V.  101 


Location — 2500  feet  west  f>nd  '2100  feet  -north  of  southeast  corner  of  Sec- 
tion 36.   ■ 

Reference  point — (a)  Top  of  brick  curb  at.  around  throuch  July  15,  1927; 
then  (b)  top  of  clprips,  l.O'-foot  above  rround  end  concrete  slab  around 
brick  curb.    '  .  .  •  ' 

Elevation -of  reference  point--(a)  1302.5;  (b)  1603,5;  from  levels  by 
M,W.D.  ■■"■ 

Use — ^Domestic.  Depth —  Casinar — 18  inches 

Other  numbers — Hardin?  205,  below  18  feet. 


4S1V:35B  Continued 
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Date 


1921 


Dist.R.P. 

to  water 

siiTface, 

Feet 


Oct. 

12 

a 

30.2 

Oct. 

19 

a 

29.8 

Oct. 

31 

a 

29,3 

Nov. 

7 

a 

29.3 

Nov. 

22 

a 

28.8 

Dec. 

9 

a 

28.8 

Dec. 

30 

a 

22.8 

1922 


Jan. 

19 

a 

16.2 

Feb. 

3 

a 

13.8 

Feb. 

23 

a 

10.1 

Mar. 

14 

a 

8.6 

Mar. 

31 

a 

7.8 

Apr. 

18 

e 

7.4 

May- 

8 

a 

8.1 

May 

23 

a 

7.8 

June 

12 

a 

7.5 

July 

1 

a 

8.9 

July 

20 

a 

11.0 

Aug. 

14 

a 

12.2 

Sep. 

5 

a 

14.3 

Sep. 

29 

a 

15.9 

Oct. 

19 

a 

15.1 

Nov. 

6 

a 

16.5 

1924 


Dec.  10  a 


31.4 


Date 

1926 
Jan.  26  a 

1927 
July  13  ab 

1938 

Apr.  11 
Apr.  29 
May  15 
May  30  c 
June  13 
June  27   c 
July  28 
Aug .  1  c 
Sep.  12 
Nov.  14 
Nov.  29 
Dec.  12 

1939 

Jan.  9 

Feb.  6 

Mar.  21 

May  8 

July  19 

Au<?.  7 

Aug;.  14 

Ausr.  21 

Aufi;.  28 

Sep.  4 


Dist.R.P. 
to  water 
surface. 
Feet 

Dist.R.P 
to  water 
surface, 
Date       Feet 

1939  Cont'd. 

42.0 

Sep.  11       43.8 
Oct.   2  c    42.5 
Nov.   6       42.3 

Dec.   4       41.0 

18.0 


30.7 
25.4 

23.8 
22.8 
25.5 
28.8 
32.4 
33.3 
38.5 
38.7 
38.0 
38,4 


37.0 

36.5 
36,5 
32.3 
41.4 
42,7 
43.2 
43.3 
44.1 
44.2 


1940 


Jan. 

2 

Feb. 

5 

Mar . 

5 

Apr. 

1 

May 

6 

June 

19 

July 

15 

Aug. 

19 

Sep. 

16 

Oct. 

14 

Nov. 

12 

Dec. 

17 

1941 

Jan.  13 
Feb.  19 
Mar.  17 
Apr.  16 
May  12 
June  16 
July  15 
Oct.  7 
Nov.  11 
Dec.  12 


40.2 
38.9 
37.6 
40.8 
39.4 
45.5 
48.0 
51.0 
53.1 
52.3 
50.4 
48.8 


47.1 
45.2 
38.6 
25.4 
20.5 
19.5 
25.0 
32.1 
30.1 
30.4 


a  Measurement  from  Division  of  Water  Resources. 

b  Measurenent  doubtful. 

c  VJindmill  pumping. 

Measxirements  from  Metronolltan  VJater  District  excent  as  noted. 
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MAP   9 


4S1E31A 


UNITED  STATES   TN3IAN  SERVICE 


S.V.  75 


Location — 400  feet  north  and  200  feet  west  of  southeast  corner  of  Section 

31,  about  100  feet  east  of  Soboba  Indian  Hospital. 
Reference  point — Bottom  of  cast  iron  pump  bane,  on  top  of  concrete  blocks, 

or  top  of  casing,  about  1.5  feet  above  ground. 
Elevation  of  reference  point — 1375.0,  from  levels  by  M.W.D. 
Use — ^Domestic.  Depth— 110  feet.         CasinRr~12  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P, 

to  water 

to  viater 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1937 

1938  Cont'd. 

1941 

Nov.   5 

26.7 

Oct.  10 

26.2 

Jan.  13 

24.1 

Dec.  8 

26.4 

Nov.   7 

26.4 

Acr.  16 

15.2 

Nov.  21 

25.7 

Msy  15 

15.7 

1938 

Dec.   5 

26.0 

June  19 

16.7 

Dec.  27 

25.2 

July  15 

17.7 

Jan,  11 

25.8 

Sep.  10 

21.4 

Mar.  25 

20.3 

1939 

Dec.  16 

21.3 

May  16 

18.7 

May  30 

21.8 

Jan.  9 

25.0 

1942 

July  11 

20.6 

Jan,  23 

24.6 

Aug.  1 

25.4 

Mar.  20 

20.8 

Jan.  7 

19.6 

Aug.  15 

22.6 

Apr.  10 

20.6 

Sep.  12 

24.5 

Liny  15 

20.0 

Measupenents  from  Metropolitan  Water  District. 


4S1E31B 


MAP  9 
MR.  JESTER 


S.V.  94 


Location — 900  feet  north  and  100  feet  east  of  west  quarter  corner  of 
Section  31,  on  river  bank  1000  feet  southeast  of  Soboba-San  Jacinto 
hlghv;ay. 

Reference  point — Top  of  caslnf  at  ground. 

Elevation  of  reference  point — 1506.9,  from  levels  by  M.W.D, 

Use— Not  used,  De^th— 400  feet.  Caslns?— 12  inches. 


4S1E31E  Continued 
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Date 


Dist.R.P. 

to  water 

surf see, 

Feet 


Date 


Dist.R.?. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1937 


1939 


1941 


Nov. 

9 

45.0 

Jan. 

9 

35.5 

Jan.  13 

45.0 

Nov. 

23 

45.1 

Jan.. 

23 

36.5 

Feb.  19 

45.0 

Dec. 

3 

44.8 

Feb. 

6 

35.2 

Mar.  18 

32.5 

Dec, 

21 

44.1 

Feb. 

27 

35.8 

Apr.  15 

18.6 

Mar. 

20 

36.1 

May  19 

13.8 

1938 

Apr. 

10 

32.7 

July  16 

22.5 

May 

15 

30.3 

Aug.  20 

25.9 

Jan. 

11 

43.4 

Au?. 

14 

43.8 

Sep.  10 

28.0 

Jan. 

28 

43.4 

Aug. 

21 

44.5 

Dec.  15 

29.0 

Feb. 

18 

43.0 

Aug. 

28 

44.0 

Mar. 

25 

25.6 

Sep. 

4 

43.9 

1942 

Apr. 

12 

26.7 

Sep. 

11 

43.9 

Apr. 

29 

21.3 

Sep. 

18 

44.5 

Jan.   7 

28.8 

May 

15 

18.7 

Sep. 

25 

43.0 

May 

30 

19.5 

Oct. 

2 

41.9 

June 

13 

22.3 

Nov. 

6 

42.2 

June 

27 

27.3 

Dec. 

12 

40.5 

July 

11 

29.5 

July 

26 

31.7 

1940 

Aug. 

1 

33.6 

Aug. 

15 

35.9 

Jan. 

2 

40.1 

Sep. 

12 

39.9 

Feb. 

5 

39.5 

Sep. 

26 

41.9 

Mar. 

5 

36.8 

Oct. 

10 

39.4 

Apr. 

1 

40.8 

Oct. 

24 

39.6 

May 

5 

37.5 

Nov. 

7 

38.5 

June 

19 

45.8 

Nov. 

21 

37.9 

July 

16 

48.5 

Nov. 

28 

57.6 

Aug. 

16 

51.4 

Dec. 

37.7 

Sep. 

18 

52.5 

Dec. 

27 

37.2 

Oct. 
Nov. 

16 
19 

52.5 
49.8 

Measurements 

from  Metro 

politan  V.'ater 

District. 
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MAP   9 

4S1E31C  GIBSON  S.V.   P15 

Location--In  northwest  quarter  of  Section  31,    north  si(1e  of  river  In  line 

of  7th  Street,    produced. 
Reference  point — Top  of  curb,    north  side,    0.9  foot  above  pround. 
Elevation  of  reference   :)oint — 1610.4,    from  levels  by  D.W.R. 
Use — Irrigation.  Depth— ?.90  feet.  Casing — 

Other  numbers — Harding  £09. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  -water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

19E2 

1924 

Oct.  28 

30.9 

Jan.  19 

4.5 

Dec.  10 

32.3 

Nov.  7 

30.8 

Feb.   3 

2.1 

Nov.  22 

30.7 

liar.  51 

3.4 

1926 

Dec.  30 

22.3 

Jan.  26 

42.8 

Measurements  from  Division  of  Water  Resources, 


'39 


5S3W1A 


KAP   10 
CARL  ■T.IJTTKER 


F.V.  96 


Location — 0.19  mile  north  and  0.19  mile  east  of  southwest  corner  of 

Section  1. 
Reference  point--Top  planks  over  well  at  wjndnill  colunn,  0.7,8   foot 

above  top  of  concrete  curt  at  east  side  of  well,  0.8  foot  above 

ground . 
Elevation  of  reference  point — 
Use — Domestic  and  stock.     'Depth —  Gasinc' — 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1940 

1941 

1942 

Jan.  18 

20.6 

Jan.  14 

20.8 

Jan.  8 

20.0 

Measurements  from  Division  of  V.'ater  Resources. 


5S3l'v2A 


KAP  10 
F.  ?^  HILLS 


P.V.  94 


Location--75  feet  wsst  and  175  feet  north  of  southeast  corner  of  Section 

2. 
Reference  point--Top  concrete  curb  at  pump  colunn,  0.33  foot  above  top 

of  concrete  well  platform. 
Elevation  of  reference  point — 

Use — Domestic.  Depth — 99  feet.  Casing — 30  inches 

concrete  to  30' . 


Date 

Dist.R.P. 

to  water 

surface, 

Feet 

Date 

Dist.R.P. 

to  v^ater 

surface, 

Feet 

Date 

Dist.R.P, 
to  water 
surface. 
Feet 

1940 

1941 

1942 

Jan.  18 

27.0 

Jan.  14 

25.7 

Jan.   8 

22.4 

Measurements  from  Division  of  Vifater  Resources. 
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5S3W2B 


MAP   10 
ED  PORTER 


P.  V.  100 


Location — 0,51  mile  east  end  340  feet  north  of  southwest  corner  of  Sec- 
tion 2. 

Reference  point --Bottom  of  piunp  base  flanre  0.18  foot  above  top  of  casinsr, 
0.60  foot  above  top  of  concrete  platform,  1.0  foot  above  ^ound. 

Elevation  of  reference  point — 

Use — ^Domestic.  Denth— 104  feet.  Casing — 10  Inches. 


Dlst.R.P. 

Dlst.R.P, 

Dlst.R.P. 

to  water 

to  water 

to  water 

surface, 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1940 

1941 

1942 

Jan.  18 

85.8 

Jan.  15 

86.3 

Jan.  8 

84.8 

Jan.  le 

85.7 

Measurements  from  Division  of  Water  RRsources. 


5S3VJ2C 


MAP  10 


HOLIE  FARr.S  WATER  COJ-TANY 


P.  V.  257 


Location — 55  feet  east  and  .68  nilR  south  of  northwest  corner  of  Section 
2,  55  feet  east  of  Antelope  Road,  0.58  mile  south  of  Ellis  Avenue. 

Reference  point--Bottom  ede-e  pump  base  at  southwest  side  level  with  con- 
crete foundation  0.3  foot  above  dirt  floor  in  pur.p  house,  0.5  foot 
above  /around. 

Elevation  of  reference  point — 

Use — Irrigation.  Depth — 300  feet.  Caslns — 

Other  numbers — Owner  No.  5,  New  w.'ell. 


Date 

Dlst.R.P. 

to  water 

surface, 

Feet 

1941 

Jan.  15 

124.0 

Date 
1942 

Jan.  8 


Dlst.R.P. 

to  water 

surface, 

Feet 


129.5 


Date 


Dlst.R.P. 

to  water 

surface. 

Feet 


Measurements  from  Division  of  Water  Resources. 


?41 


5S3VJ3A 


MAP   10 
HOME  FARI.1S  WATER  GO?TANY 


P.  V.  122 


Location — 50  feet  north  and  50  feet  vest  of  the  south  g.uarter  corner 

of  Section  3. 
Reference  point — Bottom  edge  of  pump  base  at  south  side,  level  with  top 

of  concrete  base  and  ground. 
Elevation  of  reference  point — 

Use — Irrigation.  Depth —  Casing — 

Other  numbers — Owner  No.  7. 


Date 

Dist.R.P. 
to  water 
surface. 
Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1940 

1941 

1942 

Jan.  23 

110.2 

Jan.  16 

112.7 

Jan.  9 

131.5 

Measurements  from  Division  of  V/ater  Resources. 


5S3I/J3B 


MAP   10 
TEvESCAL  WATER  COl-ipANY 


P.V.  163 


Location--225  feet  east  of  center  of  Section  3. 

Reference  point--Top  of  concrete  foundation  at  ground  and  1,55  feet 

above  top  of  casing. 
Elevation  of  reference  point — 142S.7,  from  levels  by  D.W.R. 
Use — Not  used.  Depth — 335  feet.  Casing — 

Other  numbers — Harding  348,  0^«Jner' s  Plant  7. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1922  Cont'd. 

Nov.   1 

85.2 

Jan.  26 

84.7 

July  21 

82.4 

Nov.  16 

85.3 

Feb.  27 

84.0 

Au-?.  21 

82.8 

Nov.  26 

85.3 

Mar.  23 

83.5 

Sep.  20 

83.1 

Dec.  31 

85.2 

Apr.  21 

82.9 

Oct.  24 

83.5 

May  22 

32.7 

Nov.  15 

83.5 

June  20 

82.5 

242 


SSaVffi  Continued 

Dist.R.P.  Dist.R.P.                                    Dist.R.P. 

to  water  to  water                                       to  water 

surface,  surface,                                       surface, 

Date               Feet  Date               Feet                        Date               Feet 

1924  1941                                                 1942 

Oct.      7               89.0  Jan.   15             107.9                 Jan.     8             107.2 

1925 
Dec.      3  91.7 


Jan. 

15 

107.9 

Apr. 

7 

a 

106.0 

May- 

14 

a 

105.7 

June 

18 

a 

107.7 

July 

15 

a 

108.0 

Sep. 

9 

a 

108.7 

Oct. 

8 

a 

109.4 

a  Measurement  from  Metropolitan  Water  District. 

Measurer^ents  from  Division  of  Vv'ater  Repources  except  as  noted. 


MAP  10 
5S3V/5A  STATE  OF  CALIFORMIA  P.V.  101 

Location — 1500  feet  north  and  60  feet  east  of  southvert  corner  of  Section 

5. 
Reference  point--Top  of  westerly  end  of  south  4"  t:   6"  supporting  pump 

1  foot  above  ground. 
Elevation  of  reference  point — 1415.8,  from  !.!.W.D.  topop. 
Use— .VJindmill.  Depth —  Casing — 


Other  numbers — 'Afaring  36. 


Dist.R.P.                Dist.R.P.  Dist.R.P. 

to  water                to  water  to  water 

surface,                 surface,  surface, 

Date      Feet          Date      Feet  Date       Feet 

1940                    1941  1942 

Jan.  1? 25.2 Jan.  17 27.6 Jan.   7 22.7 

Measurements  from  Division  of  I'Jater  Resources. 


MAP  10 

5S3Vif5B  P.V.  200 

Location — 1300  feet  e.?st  and  40  feet  south  of  north  quarter  corner  of 

Section  5,  one-half  mile  east  of  railroad  track. 
Reference  point — Pur.p  base,  south  side,  0.5  foot  above  .Around. 
Elevation  of  reference  point — 1413.5,  from  M.V-'.D.  topog. 
Use — Irrigation.  Depth —  Casing — 18  inches, 


5S3lv5E  Continued 


9Ao 


Date 

Dist.R.P, 

to  vjater 

surface. 

Feet 

Date 

Dist.R.P. 

to  -mater 

surface, 

Feet 

Date 

Dist.R.P. 
to  vjater 
surface, 

Feet 

1940 

1941 

1942 

Mar.  19 
Aug .   9 

98.1 
103.0 

Jan,  15 
Apr.   7 
July  16 

a   102.0 
100.2 
104.7 

Jan.   7 

a    99.9 

a  Keasurenent  from  Di-^ision  of  Water  Resources 
Lleasurements  from  Metropolitan  Water  District  except  ac 


noted. 


^m&A 


liAP  10 
STROEL 


P.V.  130 


Location — 2500  feet  west  and  1900  feet  south  of  northeast  corner  of 

Section  5. 
Reference  point — Top  of  clamp,  1.3  feet  above  ground. 
Ele-vation  of  reference  point  — 
Use— Domestic.  Depth--53  feet.         Casing— 4'  x  5'  dug. 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


1940 


Jan.  23  a 


48.7 


Date 


1941 


"an.  17 


Dist.R.P. 

to  water 

surface, 

Feet 

Date 
1942 

Dist.R.P 

to  water 

surface, 

Feet 

48.3 

Jan.  8 

45.1 

a  Windi'.iill  punping  slowly. 

Measurement  from  Di-aision  of  V'ater  Resources. 


5£3'/J6P 


I-IAP  10 


BM  EDDIITG 


P.V.  131 


Location — 1200  feet  north  and  IGOO  feet  east  of  south-v;est  corner  of 

Section  5,  100  feet  southwest  of  road  "T",  75  feet  northwest  of  house. 

Reference  point — Top  of  8  x  8  iron  plate  on  top  of  wooden  5  x  6's 
covering  pit,  1  foot  above  ground. 

Elevation  of  reference  point — 

Use — Dor.estic.  De-oth —  Casing — 5  foot  pit, 


^44 


5S;5V6B  Continued 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1940 

1941 

1948 

Jan.  23 

35.1 

-  Jan.  17 

■M.7 

Jan.   7 

85.5 

Measurements  from  Division  of  Water  Resourcec!. 


5S3W6C 


MAP   10 
SCKilDT 


P.V.  145 


Location — 1?00  feet  north  and  200  feet  vjest  of  routh  qusrter  corner  of 

Section  6. 
Reference  point — (a)  At  ground  through  November,  1915;  then  (b)  cut  in 

top  of  platforTi,  1.1  foot  above  sround. 
Elevation  of  reference  point — (a)  1433.4;  (b)  1434.5;  from  levels  by 

D.W.R. 
Use —  Depth — 40  feet  dug.        Casing — 

Other  numbers --Waring  35,  flarding  359, 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  w£.ter 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date       Feet 

1915 

1922 

1922  Cont'd. 

Nov. 

a    31. 

Jan.  18 

27.8 

Aug.  22       25.3 

Feb.  20 

27.4 

Sep,  18      25.1 

1921 

Mar.  24 

27.1 

Oct.  20      25.1 

Apr,  25 

26.6 

Nov.  17      26.0 

Nov.   2 

29.0 

May  24 

26.2 

Nov.  15 

29.1 

June  25 

25.8 

Dec.  10 

29.2 

July  24 

25.0 

a  Measurement  from  United  States  Geolor^icnl  Survey. 
Measurements  from  Division  of  Water  Resources  except  ps  noted. 


24f 


MAP  10 


5Sa'«'6D 


P.V.  173 


Location — 1800  feet  north  and  250  feet  west  of  southeast  corner  of 

Section  6,  250  feet  %«jest  of  road. 
Reference  point — Top  of  casing,  0.9  foot  above  ground. 
Elevation  of  reference  point — 1416.8,  from  levels  by  D.W.R, 
Use — Not  used.  Depth — 41  feet.  Casino — 

Other  numbers — Harding  366. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1922 

Nov.   2 

25.3 

Jan.  18 

24.2 

July  24 

22.2 

Nov.  15 

25.4 

Feb.  PO 

23.1 

Aug.  22 

22.4 

Dec.  10 

25.4 

Mar.  24 

22.7 

Set).  18 

22.5 

Apr,  25 

?2.8 

Oct.  20 

22.7 

May  £4 

22.5 

Nov.  17 

23.0 

June  26 

22.2 

Measurements  from  Division  of  Water  Resources. 


MAP  10 


5S3W7A 


P.V.  256 


Location — 35  feet  south  and  500  feet  west  of  east  q,uarter  corner  of 

Section  7. 
Reference  point — Top  of  casinf;  east  side,  at  top  of  band  around  casing, 

2,0  feet  above  ground. 
Elevation  of  reference  point — 
Use — Not  used.  Depth —  Casing — 10  Inches. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 


1942 


Jan.  17  a 


15.5 


Jan. 


12.0 


a  Water  ponded  in  river  channel. 

Measurements  from  Division  of  VJater  Resources. 
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MAP  10 


5S3W7B 


P.V.  303 


Location — 1100  feet  west  and  40  feet  south  of  center  of  Section  7, 
Reference  point — Top  plankinp  around  pit  at  north  side  0.1  foot  above 

ground  at  well,  0,5  foot  above  average  ground. 
Elevation  of  reference  point — 
Use — Not  used.  Depth —  Casing — ^Dug. 


Date 


Dist.R.F. 

to  water 

surface, 

Feet 


Date 


Dist.R.r. 

to  water 

surface, 

Feet 


Date 


Dist.R.?, 

to  water 

surface, 

Feet 


1941 


1942 


Jan.  17 


20.0 


Jan. 


14.7 


Lleasurenents  from  Division  of  Vv'ater  Resources, 


MAP  10 


5S3W8A 


P.V.  103 


Location — 0.32  mile  north  and  200  feet  west  of  southe<3St  corner  of  Sec- 
tion 8.  Well  is  east  of  southerly  of  two  pits  300  feet  apart. 
Reference  point--Top  of  casing  0.7  foot  above  ground. 
Elevation  of  reference  point — 1412.4. 
Use — Stock.  Depth —  Casing — 12  inches. 


Date 


Dist.R. P. 

to  water 

surface. 

Feet 


Date 


Dist.R. P. 

to  water 

surface. 

Feet 


Date 


Dl?t.R.P. 

to  water 

surface, 

Feet 


1940 


1941 


1942 


Jan.  17  a 

91.5 

Jan.  15  a 

92.5 

Mer.  19 

94.7 

Apr.  3 

60.6 

Aug.  9 

99.8 

I.I  ay  14 

91.7 

June  18 

98.0 

July  16 

98,1 

Oct,  8 

98.9 

Nov.  14 

97.5 

Dec.   9 

97.7 

Jan. 


93,6 


a  Measurement  from  Division  at   Wpter  Hesources. 

Measurements  from  Metropolitan  VJater  District  ercept  as  noted. 
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MAP  10 


5S31V8B 


DR.  TiWS?. 


P.V.  151 


Location- -Approximately  one-fourth  nile  north  and  one-eighth  mile  west 

of  south  quarter  corner  of  Section  8. 
Reference  point — Top  of  casinsr  at  ground. 
Elevation  of  reference  point — 1413,  estimated  from  topog. 
Use — Abandoned.  Depth —  Casing — 

Other  niimbers— rVJaring  42,  U.S.G.S.  75. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1904 

1908 

1914 

Mar.  3 

15.0 

Apr.  23 

17,9 

Feb.  5 

31.2 

Oct.  18 

21.8 

June  25 

16.7 

May  15 

31.4 

Nov.  18 

19.0 

Oct.  15 

17.7 

June  25 

31,8 

Dec.  15 

18,7 

Dec.  28 

18.0 

Aug.  14 
Sep.  15 

32.2 

32.5 

1905 

1909 

Nov.  21 

33.1 

Jan.  13 

18.4 

Apr.  2 

17.9 

1915 

Feb.  22 

10.7 

July  11 

18.5 

Mar.  25 

9.5 

Oct.  14 

18.5 

May  21 

31.8 

May  19 

11.9 

Oct.  31 

32.2 

June  20 

13.3 

1910 

July  23 

13.2 

1916 

Aug.  19 

13.3 

Feb,   3 

18.2 

Sep.  23 

15.5 

Aug.  10 

19.5 

May   6 

10.5 

Nov.  10 

15,7 

July  30 

13.5 

Dec.  22 

15.8 

1911 

Nov.  15 

14.6 

1905 

Jan.   5 

20.7 

1917 

Jan.  29 

15.7 

1912 

Nov.  25 

20.4 

Mar.  16 

15.6 

May  12 

15.2 

May  29 

a    27.7 

1918 

June  28 

15.4 

July  30 

25,1 

Sep.  27 

15.2 

Oct.  18 

26.3 

Oct.  12 

b 

1907 


1913 


Feb.  14 

15.7 

Oct. 

18 

May  28 

15.7 

Dec.  31 

16.3 

30.3 


a  Pumped   slowly. 

b  Filled. 

Measurements  from  United  States  Geological  Survey. 


£48 


IWF  10 


5S3W8C 


P.V.  156 


Location — 1200  feet  north  and  300  feet  v;est  of  southeast  corner  of 

Section  8,  300  feet  west  of  roed. 
Reference  point — Top  of  casinsr,  0.7  foot  abovR  srround. 
Elevation  of  reference  point — 1412.4,  from  levels  by  D.V'.R. 
Upe — Not  used.  Depth — 206  feet.         Casin^--12  inches, 

Other  numbers — Hardinp-  355, 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1922  Cont'd. 

Nov.  1 

71.9 

Jan.  18 

70.3 

July  24 

58.3 

Nov.  15 

72.1 

Feb.  20 

69.4 

Aug.  22 

58.8 

Dec.  10 

72.4 

Mar.  24 

58.8 

Sep,  18 

59.0 

Apr,  25 

68.6 

Oct.  20 

69.0 

May  24 

58.4 

Nov.  17 

68.6 

June  26 

5S.0 

Measurement  from  Division  of  '■Jater  Resources, 


liAP   10 


5S31V9A 


P.V.  102 


Location — 100  feet  northwest  of  east  quarter  corner  of  Section  9. 

Reference  point — Top  of  casing  set  in  concrete  east  sicSe,  1  foot  above 

i^round  surface. 
Elevation  of  reference  point — 
Use — Not  used.  Depth —  Casing — 12  inches. 


Date 

Dist.R.P. 

to  vjeter 

surface, 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feot 

Date 

Dist.R.F. 
to  water 
surface. 
Feet 

1940 

1941 

1942 

Jan.  17 

Aug.  9 

101.9 

a   107.5 

Jan.  15 

105.3 

Jan.   7 

104.3 

a  Measurement  from  Ketropolitaa  Water  District. 

lieasuremonts  from  Division  of  V/ater  Resources  er.cPDt  es  noted. 


MAP  10 


249 


5S3W9B 


tei.':escal  'A'atfr  corppin 


P.V.  151 


Location — ^About  1300  feet  north  of  southeast  corner  of  Section  9,  on 

vjest  side  of  Bradley  Road. 
Reference  point — Top  of  concrete  cribbing,  north  side,  at  ground. 
Elevation  of  reference  point — 1421.3,  from  levels  by  D.W.R. 
Use — Not  used.  Depth —  Casinsr-- 

Other  nunbers — Harding  353,  Ovmer's  Plant  E. 


Date 


L'ist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1921 


192?-  Cont'd, 


1941 


Nov.   1 

89.6 

Au^.  22 

84.3 

Apr.  3 

a 

104.1 

Nov.  15 

89.9 

Set).  18 

84.0 

Kay  14 

a 

105.9 

Dec.  10 

90.2 

Oct.  20 

83.3 

June  18 

a 

107.8 

Nov.  17 

82.5 

July  15 

a 

105.1 

1922 

Sep.   9 

a 

105.5 

1924 

Oct.   8 

a 

105.4 

Jan.  18 

87.5 

Nov.  14 

a 

105.2 

Feb.  20 

86.1 

Oct.   7 

94.6 

Dec.   9 

a 

105.8 

Mar.  24 

84.9 

Apr.  25 

84.7 

1925 

1942 

May  24 

84.3 

June  £5 

64.2 

Dec.   3 

97.3 

Jan.   7 

105.3 

July  24 

84.2 

a  Measurement  from  Lletropo]  itnn  'uater  District. 

Measurements  from  Division  of  Water  Resources  e:':ceDt  as  noted. 


5331^' 90 


!vIAP  10 
TEI,!^SCAL  T''ATER   COIIPAJMY 


P.V.  152 


Location--Approximately  800  feet  east  of  southwest  corner  of  Section  9, 

north  of  section  line  road. 
Reference  point--Top  of  casing,  2  feet  above  ground. 
Elevation  of  reference  point — 1417,  estimated  from  topog. 
Use— Not  used.  Depth —  Casing — 

Other  numbers- -War ing  43,  U.S.G.S.  75. 


I 


5S3V;SC  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1904 

1906 

1909 

Mar.  3 

24.0 

Jan.  29 

29.6 

Apr.   2 

33.7 

Oct.  18 

29.8 

Kar.  15 

28.7 

July  11 

35.1 

Nov.  18 

30.3 

May  12 

27.7 

Oct.  14 

36.2 

Dec.  15 

30.6 

June  28 

27.7 

AuR.  4 

28.5 

1910 

1905  . 

Sep.  27 

30.1 

Dec.  21 

30.2 

Feb.  3 

35.3 

Jan.  13 

30.2 

Aug.  10 

39.0 

Feb.  22 

26.8 

1907 

liar.  25 

25.8 

1911 

June  20 

28.0 

Feb.  14 

29.2 

July  23 

28.7 

I'.ay  18 

27.9 

Jan.  5 

41.7 

Aug.  19 

29.4 

Aug.  31 

31.0 

Sep.  23 

29.7 

Dec.  31 

31.9 

1912 

Nov.  10 

30.2 

Dec.  22 

29.7 

1908 

Hay  29 
July  30 

47.2 
48.0 

Apr.  23 

?1.6 

Oct.  18 

49.9 

June  25 

33.4 

Oct,  15 

35.0 

1913 

Dec.  28 

35.2 

Oct.  IB 

a 

a  Filled  up. 

Heasurenents  from  United  States  Geoloorical  Survey. 


I',!AP   10 


5S3tfl0A 


KOII  FARLS  V/ATER  COITA^JY 


P.V.  120 


Location— 1200  feet  east  end  1450  feet  north  of  southwest  corner  of 

Section  10. 
Reference  point — Bottom  edp-e  pump  base  near  north  ride,  0.17  foot  above 

concrete  floor  of  pump  house,  0.5  foot  above  ground. 
Elevation  of  reference  point — 1424,  from  II.V.'.D.  topop. 

Use — Irrigation.  Depth —  Casinp — 16  inches, 

Other  numbers— Waring  45,  U.S.G.S.  74,  Owner  No.  23. 


5SOT10A  Continued 


251 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1904 


1906  Cont'd. 


1910 


Jan.  29 

44.2 

June  28 

44.8 

Feb.   3 

50.6 

Feb.  27 

41.3 

Aug .   4 

45.0 

Mar.  27 

40.4 

Sep.  27 

47.5 

1915 

May  27 

41.6 

Dec.  21 

45.2 

July  2 

45.0 

1907 

Nov.   8 

a 

80. 

1905 

Feb,  14 

43.2 

1940 

Feb.  20 

44.7 

Aug,  31 

49.0 

Jan.  24 

b 

107.8 

Apr.   5 

43.1 

Dec.  31 

47.9 

Jan.  24 

b 

107.7 

June  18 

45.4 

Aug.  5 

46.9 

1909 

1941 

Sep.   1 

47.5 

Oct.   1 

47.8 

Apr.  23 

39.1 

Jan.  16 

b 

111.2 

Nov.   6 

48.2 

June  25 

45.6 

Dec.  22 

44.7 

Oct.  15 
Dec.  28 

46.2 
45.3 

1942 

1906 

1909 

Jan.  13 

b 

110.4 

Jan.  29 

42.8 

Feb.  4 

42.3 

Apr.   3 

48.3 

Mar.  16 

42.7 

July  11 

53,4 

May  12 

41.1 

Oct.  14 

0*J  f  *-' 

a  Approximate  rieasurement. 

b  Measurement  from  Division  of  VJater  Resources. 

Measurements  from  United  States  Geological  Survey  except  as  noted. 


5S3iniA 


I.!AP  10 

A.  E.  have:s 


P.V.  93 


Location — 110  feet  north  and  55  feet  west  of  southeast  corner  of 

Section  11. 
Reference  point — Top  of  casing  3.9  feet  above  ground. 
Elevation  of  reference  point — 1480.2,  from  levels  by  D.w.R. 
Use — Not  used.  Depth — 135  feet.  Casing — 12  inches. 

Other  numbers — ^Harding  362. 


252 


;2V;ilA  Continued 


- 

Dist.R.P 

. 

to  water 

surface, 

Date 

Feet 

1921 

Nov.   2 

59.2 

Nov.  15 

59.2 

Nov.  26 

59.2 

Dec.  21 

58.9 

1922 


Jan. 

26 

Feb. 

27 

Mar. 

23 

Apr. 

21 

Hay 

22 

June 

20 

July 

21 

Aur?. 

21 

Sep. 

20 

Oct. 

24 

Nov. 

15 

58.7 
58.5 
58.4 
58.3 
58.2 
58.2 
58.4 
58.4 
58.4 
58.5 
58.4 


Date 
1924 

Nov.  2C 
1925 

Dec.   4 


1940 


Jan, 
Auk. 


17 
9 


Dist.R.P. 

to  water 

surface. 

Feet 


60.0 


58.0 


69.2 
70.5 


Dist.R.P. 

to  water 

surface, 

Date 

Feet 

1941 

Jan.  14 

70.8 

Apr.  3 

a 

71.2 

May  14 

a 

71.5 

June  18 

a 

72.2 

July  15 

e 

71.1 

Aup:.  27 

a 

71.4 

Sep.   9 

a 

71.4 

Oct.  8 

a 

71.5 

Nov.  14 

a 

71.7 

1942 


Jan. 


a  Measurement  from  Metropolitan  Water  District. 

Measurements  from  Division  of  V'ater  Resources  except  as  noted. 


71.9 


5S3V;ilB 


MAP'   10 


HOLIE  FARIffi  WATER  CONTANY 


P.V.  118 


Location — 40  feet  south  and  350  feet  east  of  center  of  Section  11. 
Reference  point--Bottom  edge  pump  base  level  with  top  of  concrete  base, 

0.2  foot  above  ground. 
Elevation  of  reference  point — 1462.6,  from  levels  by  II. '".D. 
Use--Irrip;ation.  Decth —  Casino — 

Other  numbers — Owner  No.  13. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

1940 

1941 

1942 

Jen.  24 

168.8 

Jpn.  13 

1.75.2 

Jan.  13 

171.4 

Measurements  from  Division  of  Writer  Rpnources. 


25? 


5S3l';ilC 


IvIA?   10 
HOME  YAI&IZ  WATER  COITPAIIY 


P.V.  125 


Location — 0.49  rile  south  and  ?50  feet  east  of  northwest  corner  of 

Section  11. 
Reference  point — ^Bottom  edpe   of  air  line  clamp  north  side  of  p\imt)  head 

at  level  of  concrete  base,  0.3  foot  above  ground. 
Elevation  of  reference  point — 1458.5,  from  M.V/.D. 
Use — Irrigation.  Depth —  Casing-- 

Other  nujnbers--Owner  No.  11, 


Dist.R.P. 

Dist.R.P. 

Dist.P.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1937 

1941 

1942 

Dec.  10 

a   134. 

Jan.  15 

150.1 

Jan.  13 

147.5 

1940 

Jan.  23 

148.5 

Jan.  24 

145.7 

a  Measurement  from  Nevada  California  Flectric  Corporation. 
Measurements  from  Division  of  vvater  Resources  except  as  noted, 


5S31-13A 


r.A.P  10 
A.T.  &  S.F.  RAILWAY 


P.V.  246 


Location — 1100  feet  east  and  500  feet  north  of  southwest  corner  of 

Section  13,  40  feet  southwest  of  A.T.  &  S.F.  tracks,  100  feet  west  of 

Cmtiming  Avenue. 
Reference  point — Top  of  hole  in  pun-o  base  plate  at  northeast  edge  0.15 

foot  above  concrete  pump  base  0.70  foot  above  pump  house  floor,  1+ 

foot  above  ground. 
Elevation  of  reference  point--1474.4,  from  levels  by  M.V;.D. 
Use — Domestic.  Depth —  Casing — 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P 

to  water 

surface. 

Feet 

1941 

1942 

Jan,  14 
Feb.   5 

45.5 
45.5 

Jan.   7 

a    44,4 

Date 


Dist.R.P. 

to  water 

surface, 

Feet 


a  Measurement  from  Division  of  -."ater  Resources. 

Measurements  from  Metropolitan  V.'ater  District  except  as  noted, 


254 


MAP  10 


5S3'/;i4A 


P.V.  115 


Location — 75  feet  north  and  200  feet  west  of  south  quarter  corner  of 

Section  14. 
Reference  point — Top  of  concrete  punp  foundation  under  oumc  (discharge 

0.50  foot  above  average  ground  surface. 
Elevation  of  reference  point — 1446.2,  from  levels  by  ll.W.D. 
Use — Not  used.      Depth — 145  feet  to  pump  bowl".     Casinfl: — 8  inches. 


Date 

Dist.R.P. 

to  v.ater 

surface^ 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

1940 

1941 

1942 

Jen.  19 
Jan.  22 

72.5 
72.1 

Jan,  14 

71.6 

Jan.   7 

67.6 

Measurenents  fron  Division  of  'A'ater  Resources. 


VMP   10 


5S3W15A 


TFITESCAI  W/TER  C^IT./eT 


157 


Location — 0.4  mile  east  and  600  feet  north  of  southwest  corner  of 

Section  16. 
Reference  point — 1  inch  hole  in  cover  over  casin.f  at  pround. 
Elevation  of  reference  point — 1423.3,  from  M.W.D. 
Use—Not  used.  Depth--  Casino— 

Other  nuiribers--V'arinfr  48. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, • 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1915 

1941 

1542 

Nov, 

a    75. 

Jan.  15 
Apr,   3 

b   103.4 
101.5 

Jan.   7 

b   103.1 

1940 

May  14 
June  18 

100,9 
102.5 

Mar.  19 

98.7 

July  16 

103.4 

Au(z.  9 

103.2 

Auk.  27 

104.7 

a  Measurement  from  United  States  GeoloP'icnl  Surv^-y. 

b  Uearurement  from  Division  of  ■'.'nter  Rf>sources. 

Measurements  from  Jletrowolltan  Water  District  erceot  as  noted. 


£55 


5S3V.'17A 


MAP   10 
I.'IR.   GUTKRIDGE 


P.V.    119 


Location — 125  feet   north  and  125  feet  v:est  of   southeast   corner  of  Sec- 
tion 17. 

Reference   point— Top  of   casine;  at  west   side,    0.10  feet   above   concrete 
base,    0.3  foot  above  ground. 

Elevation  of  reference  point — 1444.3,    from  levels  by  K.V'.D. 

Use — Not  used.  Derjth—  Casing — 15  inches. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1940 

1941 

1942 

Jan.  24 

114.9 

Jan.  15 

118.4 

Jan.   7 

117.2 

Measurements  from  Division  of  VJater  Resources. 


5£3\a7B 


FiAP  10 


HOKE  FiJff.iE  vrATFR  G0J.5PAIJY 


P.V.  119A 


Location — 50  feet  north  and  50  feet  west  of  southeast  corner  of  Section 

17,  about  50  feet  southeast  of  5S31,''17A. 
Reference  point — Top  of  7  inch  casinfj,  2.7  feet  ebove  ground. 
Elevation  of  reference  point — 1445.5,  from  levels  by  D.1'".R. 
Use — Not  used.  Depth — 181  feet.  Casing — 12  inches. 

Other  numbers — Harding  358. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  xvater 

surface, 

surface, 

surface, 

Date 

Feet 

Dat? 

Feet 

Date 

Feet 

1921 

1922 

1924 

Nov.   1 

95.6 

Jan.  18 

93.2 

Oct.   7 

107.0 

Nov.  15 

95.7 

Feb.  20 

91.8 

Dec.  10 

95.5 

Mar.  24 
Apr.  25 

90.9 
91.2 

1925 

May  24 

91.2 

Dec.   3 

112.9 

June  25 

9?..0 

July  24 

91.4 

1940 

Aug.  22 

92.0 

Sep.  18 

91.3 

Feb.   8 

a   108.8 

Oct.  20 

90.0 

Nov.  17 

89.0 

1941 
Jan.  29 

a   110.4 

a  Measurement  from  Metropolitan  Water  District. 
Measurements  from  Division  of  Water  Resoiirces. 
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533';  20  A 


MAP  10 
A.  P.  MILIAR 


M-3 


Location--0.32  mile  north  end  50  feet  west  of  southeast  corner  of  Section 

20. 
Reference  point — Center  of  nir  sra^e,  3.4  feet  above  flround. 
Elevation  of  reference  point — 1474.7,  from  levels  by  1!,W.D. 
Use — Irrigation.  Depth — 303  feet.  Casin,'? — 


Dist.R.P. 
to  water 
surface, 
Feet 


Date 

1938 
Oct.  26  a    98. 

1940 
Jan.  18  b   117. 


Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

surface, 

rurface, 

Date 

Feet 

Date 

Feet 

1941 

1942 

Jan.  15 

b 

119. 

Jan.  27 

c   109.0 

Jan.  29 

119. 

a  Measurement-  by  owner, 

b  Measurement  from  Division  of  Water  Resources. 

c  Tape  measurement. 

Measurements  from  I^Ietropolitan  Water  Dir^trict  ercept  as  noted. 


MAP  10 


5S3V:21A 


K-29 


Location — 0.34  mile  east  and  75  feet  south  of  northwest  corner  of  Section 

21. 
Reference  point — Top  of  pump  column  in  pit  1.5  feet  above  ground. 
Flevation  of  reference  point — 1425.5,  from,  levels  by  M.v/.D. 
Use —  Depth —  Casinfl- — 

Other  numbers — Waring  49. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1915 

1941 

1941  Cont'd. 

Nov. 

a    55. 

Jan.  15 

b   105.1 

Nov.  14 

ioe.9 

May  14 

103.6 

Dec.   9 

105.8 

1940 

June  18 

104.3 

July  16 

105.2 

1942 

Mar.  19 

100.4 

Aus;.  27 

107.7 

Oct.   6 

107,1 

Jan.   7 

b   104.8 

a  Measurement  from  United  States  Geological  Survey. 

b  Lleasurement  from  Division  of  V.'ater  Resources. 

Measurements  from  Metropolitan  Water  District  except  as  noted. 


25V 


5SSV21B 


IIAP   10 
'm.'^SGKL  WATER  COl-IPAIIV 


M-19 


Location — 1300  feet  north  and  1300  feet  west  of  south  quarter  corner  of 

Section  21. 
Reference  point — Top  of  casing,  2.5  feet  above  ground. 
Elevation  of  reference  point — 1421.2,  from  levels  by  DJi.'R. 
Use — Abandoned.  Depth —  Casin? — 

Other  numbers — Hardinfi:  359. 


Date 


1921 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


1922 


Dist.R.P, 

to  vjater 

surface, 

Fe"t 


Date 


Dist.R.P. 

to  vater 

surface. 

Feet 


1922  Cont'd. 


Nov.   1 

84.0 

Jan.  13 

82.5 

June  26 

77.0 

Nov.  15 

84.1 

Feb.  14 

80.5 

July  24 

77.7 

Dec.  13 

83.9 

Mar.  16 

78.7 

Aug.  22 

78.0 

Apr.  13 

77.5 

Sep.  18 

78.0 

May   1 

77.5 

Oct.  20 

77.1 

••lay  24 

76.9 

Nov.  17 

75.8 

Measurements  from  Division  of  VJater  Resources  except  as  noted. 


5S3W22A 


IvIAP   10 
HARRY  GOETZ 


M-1 


Location--200  feet'  east  and  230  feet  south  of  northwest  corner  of  Section 

Reference  point — Tot)  of  casinjz,  east  side,  0.6  foot  above  ground. 
Elevation  of  reference  point — 1425.0,  from  levels  by  I,'.''J.d. 
Use — Domestic.  Depth — 110  feet.  Casins- — 


Date 


1940 


Dist.R.P. 
to  water 
surface, 

Feet 


Jan.  18      100,.  4 
Feb.   7a    99.5 


Date 


1941 


Jan.  15 


Dist.R.P. 

to  water 

surface, 

Feet 


100.7 


Date 


1942 


Dist.R.P. 

to  water 

surface. 

Feet 


Jan.   7  b 


a  Measurement  from  Metropolitan  Yiater  District. 

b  Obstructed  at  100  feet. 

Measurements  from  Division  of  Vv'ater  Resources  except  as  noted, 
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5S3lA'22B 


M/J'   10 
WILLIAM  NE'APORT 


M-30 


Location — About  1000  feet  north  pnd  100  feet  east  of  southwest  corner  of 

Section  £2.  East  side  of  Bradley  Road. 
Reference  point — Top  of  casing?,  1.0  foot  above  ground. 
Elevation  of  reference  point — 1429.7,  from  levels  by  M.V.'.D. 
Use — Abandoned.  Depth--  Casing — 

Other  n'onberp — ^Waring  51;  U.S.G.S.  77. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1904 

1905  Cc 

int'd. 

1910 

Oct.  18 

37.2 

June  28 

36.2 

T^eb.  3 

43.8 

Nov.  18 

37.8 

Aug.  4 

37.0 

Aug.  10 

45.4 

Dec.  15 

38.2 

Sep.  27 

38.0 

Dec.  21 

38.4 

1911 

1905 

1907 

Jan,  5 

49.1 

Jan.  13 

38.7 

Feb.  22 

38.0 

Feb.  14 

38.7 

1912 

Mar.  26 

37,0 

Auff.  31 

36.8 

Apr.  18 

36,6 

Dec.  31 

40.4 

May  29 

53.2 

May  19 

36,1 

July  30 

56.1 

June  20 

36.7 

1908 

Oct,  18 

57.7 

July  23 

37.7 

Aue.  19 

38.2 

Apr.  23 

39.5 

1913 

Sep.  23 

38.6 

June  25 

40.5 

Nov.  10 

39.4 

Oct.  15 

42.7 

Oct.  18 

63.4 

Dec.  22 

39.3 

Dec.  28 

43,6 

1914 

1906 

1909 

Feb.   5 

64.3 

Jan.  29 

38.5 

Apr.   2 

43.0 

Apr.  17 

53.0 

Mar.  16 

38.4 

July  11 

42.6 

June  25 

a 

Hay  12 

37.3 

Oct.  14 

43.5 

a  Filled  up. 

Measurements  from  United  States  Geolopicel  Survey. 
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5S3WS4A 


MAP   10 
ETJRRIS 


W-13 


Location — 0.25  mile  west  aiifl  50  feet  north  of  southe£st  corner  of  Section 

24. 
Reference  point — Top  of  S'  x   3'  concrete  block,  0.5  foot  above  ground. 
Elevation  of  reference  point — 1459.9,  from  levels  by  I.I.W.D. 
Use — Not  used.  Depth —  Casing — 12  inches. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface, . 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

1940 

1941 

1942 

Jan.  23 

42.6 

Jan.  14 

42.  "7 

Jan.   8 

41.1 

Measurements  from  Division  of  VJater  Resources. 


5S3ii.'24B 


IvIAP   10 
BURR IS 


-17 


Location — 0.46  rdle  north  and  0.25  mile  east  of  southwest  corner  of 

Section  24. 
Reference  point — Top  of  3'  x  3'  concrete  platform  around  casing  north 

side  at  ground. 
Elevation  of  reference  point — 1455.7,  from  levels  by  M.'A'.D. 
Use — Irrigation.  De-oth —  Casing — 12  inches. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 
to  water 
surface. 
Feet 

1940 

1941 

1942 

Jan.  22 

56.8 

Jan.  15 

56.5 

Jan.   9 

■  55.2 

Measurements  from  Division  of  Water  Resources. 
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5S3V/24C 


VA?   10 
BURP IS 


w-4e 


Location — 0.19  mile  east  anci  400  feet  north  of  southvest  corner  of  Sec- 
tion 24. 
Reference  polnt--Top  of  concrete  base  north  side  at  pround. 
Elevation  of  reference  point — 1456.9,  fron  levels  by  M.'W.D. 
Use — Irrigation.  Depth —  Casing — 12  inches, 


Dist.R.P. 

Dist.R.P 

to  water 

to  venter 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

1941 

194S 

Jan.  14 

45.6 

Jan.   9 

45.2 

Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Measurements  from  Divipion  of  Water  Resources, 


5S3iV25A 


MAP  10 
TILLER 


W-12 


Location — 500  feet  eRst  and  140  feet  south  of  center  of  Section  25. 
Reference  polnt--Top  of  12  inch  casino?  around  6  inch  casinp,  0.2  foot 

below  o-round. 
Elevation  of  reference  point — 1445.7,  from  L'.".'.D.  topoo'. 
Use--N;yt  used.  Depth —  Casinr — 6  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surfece, 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1940 

1941 

1942 

Jan.  19 

2'-.6 

Jan.  14 

27.3 

Jan.  8 

24.8 

Meaaurtnents  from  Division  of  V'ater  Resources. 
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5S3W25B 


J.!AP  10 
I.    C.   BECHE^TRDICSi: 


W-43 


Location — 1500  feet  west  of  nortbeest  corner  of  Section  25. 

Reference  point — Top  of  casing,  1.1  feet  above  sround. 

Elevation  of  reference  point--1459.9,  from  levels  by  D.VJ.R. 

Use — Irrigation.  Depth — 57  feet.  Casing — 12  inches. 

Other  numbers — Harding  366. 


Date 

1921 

Nov .  4 
Nov.  15 
Dec.  31 


Dist.R.P. 

to  water 

surface, 

Feet 


38.8 
38.8 
38.2 


Date 


1922 


Dist.R.T'. 
to  water 
surface, 
Feet 


Jan, 

25 

37.4 

Feb. 

27 

35.0 

Mar . 

23 

a 

35.1 

Apr. 

21 

b 

35.0 

May 

22 

34.4 

June 

20 

b 

34.5 

a  Pumned  200  feet  west  23-  hours  E,n:o. 
b  Pump  one -fourth  rails  north  running. 
Measurements  from  Division  of  Vifater  Resources. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1922  Cont'd. 


July  21 

b 

34.8 

Aus.  21 

b 

34.8 

Sep.  20 

b 

34.5 

Oct.  24 

b 

35.7 

Nov.  15 

34.5 

5S3l^25C 


MAP  10 
F.  H.  IvIARTTW 


W-47 


Location — Near  center  of  Section  25. 

Reference  point--Top  of  casing  at  ground. 

Elevation  of  reference  point — 1445.7,  from  levels  by  D.W.R. 

Use —  Depth— About  27  feet.      Casing — 12  inches. 

Other  numbers — ^ftfarin?  55;  Harding  387. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  x*j0ter 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date       Feet 

1905 

1906 

1905  Cont'd. 

Nov.  10 

18.2 

Jan.  29 

17,2 

Au/^r.   4       17.0 

Dec.  22 

18.5 

Mar.  15 

15.2 

Sep.  87       17.4 

I.:ay  12 

15.8 

Dec.  21       17.9 

June  28 

16.7 

262 


Date 


Dlst.R.P. 

to  water 

surface, 

Feet 


5S3V';25C  Contiriued 

Dist.R.P. 
to  water 
surface, 
Date      Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1907 

Feb.  14 
May  18 
Aug.  31 
Dec.  31 

1908 

Apr.  23 
June  25 
Oct.  15 
Dec.  28 

1909 

Apr.  2 
July  11 
Oct.  14 


15.9 
14.7 

15.9 
IS.  7 


15.7 
16.2 
15.5 
17.3 


16.9 
15.7 
17.5 


1910 

Feb.   3 
Aup.  10 

1911 

Jan,   5 


1922 


17.0 
17.0 


18.2 


1915 

Nov.  8 

20.2 

1916 

July  30 

17.7 

1921 

Nov.   4 

a 

ZZ .  7 

Nov.  16 

a 

£5.7 

Dec.  13 

a 

^;5.e 

Jan, 

17 

a 

23.9 

Feb. 

14 

a 

20.9 

Mar . 

16 

a 

18.4 

Apr. 

13 

a 

17.5 

May 

1 

a 

17.3 

May 

24 

a 

17.3 

June 

25 

a 

17.7 

July 

24 

a 

18.0 

Aug. 

22 

a 

18.6 

Sep. 

18 

a 

19.6 

Oct, 

20 

a 

19.3 

Nov. 

17 

a 

19,5 

1924 
Oct.  11  a 

1925 
Dec.   4  a 


25.5 


27.6 


a  Measurement  from  Division  of  U'ater  Resources. 

Measurements  from  United  States  Geological  Survey  except  as  noted. 


5S3V.'27A 


L£AP  10 
A.   B.  MILLER 


M-2 


Location — 0,38  mile  east  and  0.47  mile  north  of  southwest  corner  of 

Section  27. 
Reference  point — Top  of  pump  flanf.e  west  side  0.3  foot  above  concrete 

base,  1.3  feet  above  cround. 
Elevation  of  reference  point — 1525.5,  from  M.V.'.D.  topog. 
Use — ^Domestic.  Depth —  Casinp: — 12  inches. 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1940 


Jan.  18 


14.6 


Measurement  from  Division  of  ".'ater  Resources. 


^63 


JKP   10 


5S3V:873 


TRTirilBEL 


M-20 


Location — Northv.'est  corner  of  Section  27. 

Reference  point--Top  of  casing  in  bottom  of  pit,  71.3  feet  below  ground. 

Elevation  of  reference  point — 1357.2,  fron  levels  by  D.VJ.P. 

Use — Abandoned.  Depth —  Casing — 10  inches, 

Other  numbers — Harding  360. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1921 


1922 


192E 


Nov.     1 

9.1 

Jan.    13 

7.8 

Nov.   15 

9.2 

July  24 

5.8 

Dec.   13 

9.2 

Aug;.    82 

2.5 

Sep.    18 

3.0 

Oct.    20 

2.4 

Nov.   17 

1.8 

Dec. 


13.9 


1940 


Feb.  8  ab 


a  Measurement  from  Metropolitan  ^.'i'ater  District. 

b  Destroyed. 

Measurements  from  Division  of  VJater  Resources  ercent  as  noted. 


I'lAP  10 


5S3'W28A 


TRUlfflELL 


K-21 


Location — 1200  feet  north  and  50  feet  east  of  southwest  corner  of 

Section  28,  50  feet  east  of  road. 
Reference  point--Top  of  casing  at  ground. 

Elevation  of  reference  point — 1413.0,  from  levels  by  D.'^'.'.R. 
Use—Abandoned,  Depth— 350  feet.  Casin.';--12  inches. 

Other  numbers — Karding  427. 
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5£3;r/2'3A  Continued 


Di?t.P.P. 

Dist.R.P. 

Dist.H.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Fe^t 

Date 

Feet 

1921 

1922 

1940 

Nov.  16 

60.4 

Jan.  13 

59.2 

Feb.  8 

ab 

Dec.  13 

60.2 

Feb.  14 
Mar.  16 
Apr.  13 
Hay   1 
May  24 
June  26 
July  24 
Aug.  22 
Sep.  18. 
Oct.  20 
Nov.  17 

56.3 
53.7 
53.0 
52.0 
52.4 
52.7 
54.7 
55.1 
55.5 
55.0 
53.7 

a  Ueasurernent  from  Metropolitan  I-Vater  District. 

b  No  trace  of  well. 

Measurements  from  Division  of  Vi'atei'  Resources  except  as  noted. 


MAP   10 


5S3i//29A 


U-45 


Location--60  feet  west  and  50  feet  north  of  southeast  corner  of  Section 

29. 
Reference  point — Top  of  uncased  20  inch  hole   at  ground. 
Elevation  of  reference  point — 1410.4,    from  levels  by  M.'.'J.D, 
Use — Not  used.  Deoth —  Caslnp — 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1941 


194£ 


Jfin.    28 


64.6 


Jan. 


56.  6 


Measurements  from  Metropolitan  Vi'ater  District. 
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1!AP  10 


sswsgn 


M-46 


Location — 54  feet  north  0.39  mile  west  of  southeast  corner  of  Section  29. 
Reference  point — Top  of  casing  and  4'  y.   4'  concrete  box,  1.7  feet  above 

ground. 
Elevation  of  reference  polnt--1429. 6,  from  levels  by  M.W.D. 
Use--  Depth —  Casinr?: — 12  inches, 


Dist.R.P. 
to  vater 
surface. 
Date       Feet 


Date 

Dist.R.P. 

to  water 

surface, 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1941 

IS  42 

Jan.  28 
Feb.   4 

89.7 
89.7 

Jan.   7 

ab 

a  Ivleasurement  from  Division  of  V.'ater  Resources. 

b  Locked. 

Measurements  from  Metropolitan  Water  District  except  as  noted. 


FJ\P  10 


5S3W29G 


M-47 


LQcetion--900  feet  west  and  0.Z7  mile  north  of  southeast  corner  of 

Section  29. 
Reference  point — Top  of  I-beam  across  top  of  open  pit,  0.39  foot  above 

top  of  curb,  0,4  foot  above  ground. 
Elevation  of  reference  point — 1430.6,  from  levels  by  M.W.D. 
Use —  Det)th —  Casing--6  inches. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P, 
to  water 
surface, 
Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 


1942 


Jan.  29 


95.8 


Jan,  27 


94.6 


Measurements  from  Metropolitan  V.'ater  District. 
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5S3V:33A 


M/P  10 
A.  B.  MILLER 


M-8 


Location — 0.49  mile  east  and  0.39  mile  south  of  northwest  corner  of 

Section  33. 
Reference  point — Top  of  flans'e  of  punp  base,  1.2  feet  below  ground. 
Elevation  of  reference  point — 1411.3,  from  levels  by  M.W.D. 
Use — Irrigation.  Depth —  Casinf?— 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1940 

1941 

1942 

Jan.  18 

55.6 

Jan.  15 

59.1 

Jan.   7 

47.8 

Measurements  from  Division  of  liVater  ReL'ources, 


5S3W33B 


MAP   10 
A.  B.  IIILLER 


M-9 


Location — 0.49  mile  east  and  0.69  mile  south  of  northvest  corner  of 

Section  33. 
Reference  point — ^Bottom  of  upper  pump  base  flange  northeast  side  at 

ground . 
Elevation  of  reference  point — 1416.0  from  levels  by  M.V.'.D. 
Use — Irrigation.  Depth--  Casing — 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface. 

surface. 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1940 

1941 

1942 

Jan.  18 

57. y 

Jan.  15 

60.6 

Jan.   7 

52.3 

Measurements  from  Division  of  V.'atcr  Resources, 


257 


5SW33C 


MAP  10 

A.  B.  FILLER 


M-31 


Location--At  southeast  corner  of  Section  33,  west  side  of  Bradley  Road. 

Reference  point — Top  of  casing,  0.5  foot  above  s-round. 

Elevation  of  reference  point — 1422.1,  from  levels  by  M.W.D. 

Use — Abandoned.  Depth —  Casing — 

Other  numbers--V.iarin^  53,  U.s.rj.S.  78. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1904 

1908 

1914 

Oct.  18 

28.2 

Apr.  23 

19,6 

Feb.   5 

31.9 

Nov.  18 

28.2 

June  25 

20.4 

Apr.  17 

31.5 

Dec.  15 

27.6 

Oct,  15 

21.5 

June  25 

29.4 

Dec.  28 

21.9 

Aug.  14 

30.2 

1905 

Sep.  15 

30.9 

1909 

Nov.  21 

31.8 

Jan.  13 

27.2 

Feb.  22 

24.0 

Apr .  2 

21.5 

1915 

Mar.  26 

21.5 

July  11 

22.4 

Apr.  18 

21.7 

Oct.  14 

23.3 

May  21 

25.7 

May  19 

21.5 

Oct,  31 

28.8 

June  20 

21.7 

1910 

July  23 

22.5 

1915 

Aug.  19 

22.2 

Feb .   3 

22.0 

Sep.  23 

21.5 

Aug.  10 

22.9 

May   6 

23.4 

Nov.   9 

21.9 

July  30 

25.3 

Dec.  22 

22.9 

1911 

Nov.  15 

25.8 

1906 

Jan.   5 

23.7 

1917 

Jan.  29 

22.9 

1912 

May  19 

27.9 

Mar.  16 

21.7 

Nov.  25 

31.2 

May  12 

19,8 

May  29 

25.2 

June  28 

19.8 

July  30 

26.7 

1918 

Aug .   4 

21.0 

Oct.  19 

31.7 

Sep.  27 

21.6 

May   4 

30.5 

Dec.  21 

21.3 

1913 

Oct.  12 

32.2 

1907 

Oct.  18 

30.2 

1919 

Feb.  14 

19.8 

May  11 

a 

May  18 

18.2 

Aug.  30 

19.7 

Dec.  31 

20.7 

a  Well  destroyed. 

Measurements  from  United  States  Geological  Survey. 
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M/".?  10 

5S3W33D  A.  B.  V.IUIR  M-33 

Location — 800  feet  north  and  150  feet  vest  of  southeast  corner  of  Section 

33. 
Reference  point--Base  of  pump  at  ground. 

Elevation  of  reference  point — 14£0.1,  from  levels  by  II.W.D. 
Use — Irrigation.  Depth—  Casin<; — 

Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  water  to  water  to  water 

surface,  Furface,  surface, 

Date      Feet  Date      Feet  Date      Feet 

1940  1941  1942 

Feb.  8  a    59.7 Jan.  15 65.4 Jan.   7 56.7 

a  Measurenent  from  Metropolitan  V.'ater  District. 

Measurements  from  Division  of  Water  Resources  except  ae  noted. 


IIAP  10 

5S3V;34A  M-49 

Location--5C0  feet  north  and  150  feet  ef st  of  west  quarter  corner  of 

Section  34. 
Reference  point — Top  of  casing,  1.1  foot  above  ground. 
Elevation  of  reference  point — 1416.8,  from  levels  by  II.T.D. 
Use—  Depth —  Casino: — 10  inches. 

Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  water  to  water  to  water 

surface,  surface,  surface, 

Date      Feet  Date      Feet  Date      Feet 

1941  1942 

Jan.  31  a    60.7 Jnn.   7  b    50.8 

a  Measurement  from  Metropolitan  V.'ater  District. 
b  Measurement  from  Division  of  V.'ater  Resources. 


?6^ 


I,'!AP  10 


5S31fV34C 


M-51 


Location — 1000  feet  west  of  center  of  Section  34,  0.67  nile  west  from 

Antelope  Road,  2550  feet  north  of  Menifee  School  Road. 
Reference  point--Top  of  casing,  0.7  foot  above  ground. 
Elevation  of  reference  point — 1417.4,  from  levels  by  M.W.D. 
Use —  Depth —  Casing--16  inches. 


Date 
1941 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 
1942 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Jan.  31  a 


58.3 


Jan. 


48.9 


a  Measurement  from  Metropolitan  Water  District, 
b  Measurement  from  Division  of  Water  Resources, 


5S31/J35A 


MAP   10 
NINTH  AND  BROADWAY  BUILDING  COMPANY 


M-10 


Location--Near  south  quarter  corner  of  Section  35,  0.45  mile  west  of 

Antelope  Road,  50  feet  north  of  Menifee  School  Road. 
Reference  point — Top  of  casinsr  east  side  at  ground. 
Elevation  of  reference  point — 1423.2,  from  levels  by  M.W.D. 
Use —  Depth—  Casing — 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist,R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 
to  water 
surface. 

Feet 


1940 


1941 


1942 


Jan. 

24  a 

50.0 

Jan.  15  a 

51.5 

Feb. 

9 

49.9 

May  14 
June  18 
July  15 
Aug.  27 
Oct.   8 
Nov.  14 
Dec.   9 

46.0 
45.4 
45.7 
45,1 
45.1 
44.9 
44.4 

Jan. 


45.5 


a  Measurement  from  Division  of  V.'ater  Resources. 

Measurements  from  Metropolitan  V;ater  District  except  as  noted. 
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5S3W353 


MAT    10 
W-HTORT 


M-86 


Locatlon--Southeast   corner  of  Section  35. 

Reference  point--Botton'  of  bPse  of  pupp  west   side,    hole   in  concrate  at 

ground . 
Elevation  of  reference  point — 1425.8,    from  levels  by  D.V.'.R. 
Use — lrrif;ation.  Depth — 380  feet.  Casing — 12   inches. 

Other  numbers — ?Iardinp  439. 


Dist.R.P. 

Dlst.R.-D. 

Dist.R.P. 

to  water 

to  wpter 

to  weter 

surface, 

surface. 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

•  1921 

1922 

1922  Ci 

Dnt'd. 

Nov.  17 

29.2 

Jan.  17 

20.1 

Aug.  22 

20.0 

Dec.  13 

29.4 

Feb.  14 

15.0 

Sep.  18 

21.0 

liar.  16 

15.4 

Oct.  20 

21.9 

..- 

Apr.  13 
Hay   1 

15.9 
15.3 

Nov.  17 

22.5 

May  24 

16.9 

1940 

June  26 

18. 0 

July  24 

19.0 

Feb.  8 

ab 

a  Measurement   from  lletropolitan  VJater  District. 

b  Sealed. 

Measurementf  from  Division  of  Vjater  Rerources  except  as  noted. 


MAP  10 


5S3V'36A 


FRED  IV.C.'iL 


!!-ll 


Location — 0.49  mile  south  and  0.24  mile  eeet  of  northwest  corner  of 

Section  36. 
Reference  point — Top  of  casins'  east  side,  1.2  feet  above  around. 
Elevation  of  reference  point — 1430.90,  from  levels  by  M.W.D. 
Use — Not  used.  Depth — 270  fe.^t,  Coslnp — 1<    inchfs, 


Date 

Dist.R.P 

to  water 

surface. 

Feet 

1940 

Jan.  23 

43.7 

Date 

Dipt.R.P. 

to  water 

surface, 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1941 

1942 

Jan.  14 
Jar,  31 

47.0 

a    44 . 0 

Jan.   7 

41.4 

a  Measurement  from  Kk  tropolitc.n  V'atcr  District, 

Measurements  from  Division  of  Water  Resources  except  as  noted. 


271 


SSWISoB 


IlAP   10 
KATIE  FOSTER 


M- 


Location — 0.3  mile  south  and  -iOO  feet  east  of  north  quarter  corner  of 

Section  36. 
Reference  point — Top  of  casing,  1.0  foot  above  ground, 
Elpvation  of  reference  point — 1437.2,  from  M."'.D. 
Use —  Depth — 39  feet.  Gasinf? — 8  inches. 


Dist.R.P. 

Dist.R.P. 

Dii 

?t.R.P. 

to  water 

to  water 

to 

vaster 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1940 

1941 

1942 

Jan.  23 

36.9 

Jan.  15 

38.8 

Jan.   7 

32.6 

Measureirents  from  Division  of  V.'ater  Resources, 


5S37J36C 


1.IA?  10 


FRED  KcCAII 


M-13 


Location--270  feet  east  and  200  fe^t  north  of  southwest  corner  of  Sec- 
tion 35,  270  feet  east  of  Menifee  Road,  200  feet  north  of  Ifenifee 
School  Road. 

Reference  point — ^Air  line  hole  in  iron  purip  base  at  southeast  corner. 

Elevation  of  reference  point — 1424.8,  from  levels  by   M.W.D. 

Use--Irrieation,  Depth —  Casing — 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  v'ater 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1940 

1941 

1942 

Jan.  23 

48.9 

Jan.  14 

49.7 

Jan.   7 

43.2 

Feb.   9 

a    48.7 

a  Measurement  from  Metropolitan  'cater  District. 

Measurements  from  Division  of  V.'ater  Resources  except  as  noted, 
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5S3W36D 


MAP  10 
FRFD  !'cC/lLL 


M-14 


Location--170  feet  south  and  150  feet  e^st  of  northwest  corner  of  Section 

36. 
Reference  point — Hole  in  southeast  corner  of  vjooden  platforn  at  cround. 
Elevation  of  reference  point— 1449.3,  fron  levels  by  M.V'.D, 
T'se— Domestic.  Depth—  Ceslnrr-- 


Date 

Dist.R.P. 

to  water 

surfpce, 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

1940 

1941 

1942 

Jan.  23 

31. S 

Jan.  14 

28.2 

Jan.   7 

28.5 

Measurements  from  Division  of  Vater  Resources. 


5S3K35E 


MAP  10 
W.  tl.  EA50N 


M-17 


Location— 1300  feet  north  and  SOO  f-^et  west  of  center  of  Section  36. 
Reference  point — Top  of  curb,  0.2  foot  above  frround. 
Elevation  of  reference  point--1432.C,  from  levels  by  D/Af.R. 
Use--Abandoned.  Depth—  Casini?— 

Other  numbers— Hardin?  210,  U.E.G.S.  798 


Date 


1914 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


1915 


Dist.R.P. 

to  water 

surfpce, 

Feet 


Date 


1917 


Dif5t.R.P. 

to  water 

surface, 

Feet 


Feb.  5 

13.8 

May  21 

8.7 

May  19 

11.0 

Apr.  17 

11.2 

Oct.  31 

11.2 

Nov.  25 

12.8 

June  25 

11.9 

kup,,    14 

12.4 

1916 

1918 

Sep.  25 

12.8 

Nov.  21 

13.4 

May   6 

6.9 

May   4 

11.2 

Nov.  14 

10.4 

Oct.  12 

13.7 

5S3'/.'3SE  Continued 


?73 


Date 
1919 


Dist.R.P. 

to  water 

surface, 

Feet 


Dist.R.P. 
to  water 
surface, 
Date      Feet 

1921 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1922  Cont'd. 


May  11 
Oct.  12 

1920 


15.2 

17.7 


Feb.  10  b 

May  13  b 

July  25  b 

Oct.  10  b 


Aug.  29 
Oct.  27 

1923 


11.9 

15.1 


May  18  a 
Oct.  16  b 


1S22 

Feb.  26 
June  5 

14.8 
16.1 

Apr.  7 

8.4 

Sep.  17 

17.3 

May  16 

9.4 

Dec.   5 

b 

a  Mud  at  18.0  feet. 

b  Dry. 

Measurements  from  United  States  Geological  Survey. 


MAP  10 


5S2¥1A 


W.  F.  OGPJ\N 


P-123 


Location — BOO  feet  east  and  75  feet  north  of  center  of  Section  1. 
Reference  point — (a)  Top  of  casino,  1.3  feet  above  ground  through 

November  7,  1922;  then  (b)  top  of  concrete  collar  at  ground. 
Elevation  of  reference  point — (a)  1522.1;  (b)  1520.8;  from  levels  by 

D.W.R. 
Use— Not  used,  Depth — 38  feet.     Casing — 6  foot  dia.  dup 

Other  numbers — Harding  30S.  well  with  12  inch  casing 

in  bottom. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  vjater 

surface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface, 

Feet 


1921 


1922  Cont'd. 


1940 


Oct,  22 

29.4 

Apr. 

3 

27,8 

Dec.   9 

a 

42.4 

Nov .   8 

29.5 

Apr. 

19 

27.5 

Nov.  25 

29.5 

May 

10 

27.2 

1941 

Dec.  12 

29.5 

May 

30 

26.8 

June 

19 

25.6 

Jan.  27 

a 

42.5 

1922 

July 

10 

25.4 

AUET. 

4 

26.2 

1942 

Jan.   4 

29.5 

Aus. 

30 

26.2 

Jan.  25 

29.2 

Sep. 

19 

25.2 

Jan,  16 

a 

39.2 

Feb.  15 

28.9 

Oct. 

16 

26.1 

Mar.  16 

28.1 

Nov. 

7 

26.2 

a  Measurement  from  Metropolitan  \Vater  District. 

Measurements  from  Division  of  VJater  Resources  except  as  noted. 
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MAP  10 


5C2V/7A 


HOME  FARMS  WATER  CO!TAliY 


P.V.  lis 


Location--eOO  feet  north  and  550  feet  east  of  southwest  corner  of  Sec- 
tion 7,  northeasterly  of  three  wells. 

Reference  point — Bottom  edge  of  piui;p  base  at  east  side,  level  with  top 
of  concrete  base,  0.5  foot  above  punp  house  floor,  0.3  foot  above 
ground. 

Elevation  of  reference  point — 1542.4,  from  levels  by  M.W.D. 

Use — Irrigation.  Depth —  Casing — 

Other  nuinbers--Owner  No.  18. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 
to  water 
surface. 
Feet 

1940 

1941 

1942 

Jan.  84 
Jan.  24 

144.3 

144.  S 

Jan.  15 

152.8 

Jan,  9 

154.8 

Ker.Eurements  from  Division  of  Water  Resources 


5S2V.'7B 


MAP   10 
HOlffi  F^m'S  ViiATER  COMPANY 


P.V.  248 


Location — '115  feet  east  end  500  feet  north  of  southwest  corner  of 

Section  7. 
Reference  point — Top  of  casing  0.4  foot  cbove  frround. 
Elevation  of  reference  point — 1531,3,  from  levels  by  D.W.R. 
Use — Irrip'stion.  Depth — 238  feet.         Casing — 14  inches. 

Other  numbers — Harding  433. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

192S 

1922  Cont'd. 

Nov.  17 

83.0 

Jan.  18 

83.0 

July  £5 

83.1 

Nov.  26 

83.0 

Feb.  20 

82.9 

Aug.  28 

83.0 

Dec.  13 

82.9 

ITar.  24 

83.0 

Sep.  23 

83.1 

Apr.  25 

83.0 

Oct.  25 

83.1 

Uay  25 

83.0 

Nov,  16 

83.1 

June  28 

83.1 

275 


SSS'.'JVB  Continued 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Dete 

Dist.R.P. 

to  vjater 

surface, 

Pert 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1924 

1925 

1940 

Nov.  20 

80.0 

Dec.   S 

78.5 

Aug .   9 

ab  151.8 

a  Measurement  from  Metropolitan  Water  District. 

b  Pump  removed. 

Measurements  from  Division  of  VJater  Resources  exce-pt  as  noted, 


5S2W11A 


MAP   10 
L.  C.  SPIZER 


P-127 


Location — At  east  quarter  corner  of  Section  11,  one-half  mile  north  of 

Florida  Avenue  on  California  Avenue. 
Reference  point — Top  of  casing  1.5  feet  above  ground. 
Elevation  of  reference  point — 1527.7,  from  levels  by  D.W.R. 


Use — Not  used.  Depth- 

Other  numbers — Harding  313. 


-70  feet. 


Casing — 12  inches, 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1921 


1922 


1940 


Oct.  22 

33.3 

Jan. 

4 

33.5 

Nov.   8 

33.4 

Jan. 

23 

33.2 

Nov.  25 

33.5 

Feb. 

15 

33.0 

Mar . 

15 

32.6 

Apr, 

3 

32.4 

Apr. 

19 

32.2 

May 

10 

32.1 

May 

29 

31.9 

June 

19 

31.9 

July 

10 

31.9 

Aug. 

30 

32.1 

Sep. 

19 

32.0 

Oct. 

15 

31.9 

Nov. 

7 

31.9 

Dec, 


9  ab 


a  Measurement  from  Metropolitan  Water  District. 

b  Well  house  locked. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 
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MAP  10 


5S2W12A 


BLAIR 


P-126 


Location — 0.2  mile  west  and  0.15  mile  south  of  northeast  corner  of  Sec- 
tion 12,  100  feet  east  of  road. 

Reference  point--(n)  Cut  top  of  west  post  of  pit,  0.4  foot  above  <?round 
throuf/h  November  7,  1922;  then  (b)  top  of  casing  0.7  foot  above  ground. 

Elevation  of  reference  point — (a)  1507.4;  (b)  1507.7;  from  levels  by 
D.W.R. 

Use — Dopestic.  Depth--  Casing — 

Other  numbers — Harding  311. 


Date 


Dist.R.P. 

to  vjater 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1921 


1922 


1940 


Oct.  22 

15.2 

Jan. 

4 

12.5 

Dec.   9 

b 

31.2 

Nov.  8 

15.0 

Jan. 

23 

10. e 

Nov.  25 

15.1 

Feb. 

15 

8.8 

1941 

Dec.  12 

15.1 

Mar . 

15 

7.6 

Apr. 

3  a 

8.3 

Jan,  27 

b 

30.0 

Apr . 

19 

8.5 

May 

10 

9.1 

1942 

Llay 

29 

9.8 

June 

19 

10.4 

Jan.  16 

b 

25.1 

July 

10 

11.0 

Aug. 

4 

11.6 

Aug. 

30 

12.0 

Sep, 

19 

12.1 

Oct. 

lo 

12.1 

Nov. 

7 

12.3 

a  Pumping. 

b  Measurement  from  Metropolitan  VJater  District. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 


yjff  10 


5S2W12B 


LOUIS  WIIHEUvT 


P-129 


Location — 200  feet  north  and  75  fef t  east  of  south  quarter  corner  of 

Section  12,  200  feet  north  of  State  highway. 
Reference  point — (a)  Top  of  casing,  2.4  feet  obove  ground  throu-^h  July 

18,  1940;  then  (b)  top  of  clamps  on  top  of  casinp  2.6  feet  f'bove 

rronnd. 
Elevation  of  reference  point — (a)  1500.9;  (b)  1501.1;  from  levels  by 

D.W.R. 
Use — Stock.  Depth —  Casing — 

Other  numbers — Harding  315. 


5S2W12B  Continued 


377 


Dist.R.P, 

to  water 

siiTface, 

Date 

Feet 

1921 

Oct,  85 

17.2 

Nov.   8 

17,0 

Nov,  25 

15,6 

Dec,  12 

15.7 

Date 


1922 


Dist.R.P 

to  water 

surface. 

Feet 


Jan. 

4 

12.9 

Jan, 

23 

12.8 

Feb. 

15 

11.3 

Mar. 

25 

11,1 

Apr, 

S 

11.0 

Apr. 

19 

10.5 

May- 

10  a 

15,7 

May 

29  a 

13,8 

June 

19 

13.1 

July 

10 

14.0 

Aus. 

4 

14.6 

Aug. 

30 

15,4 

Sec. 

19 

15,6 

Nov. 

7 

15.0 

Date 


1940 


Dist.R.P. 

to  water 

surface, 

Feet 


Jan. 

27 

ab 

32.1 

Apr. 

15 

ab 

28.8 

June 

20 

ab 

50.7 

July 

18 

ab 

32,2 

Sep. 

9 

ab 

33.4 

Oct. 

7 

ab 

32.9 

Nov, 

14 

b 

29.2 

Dec, 

9 

ab 

33.8 

Dec. 

12 

ab 

29.0 

1941 

Jan.  27  ab 
1942 


32.1 


Jan.  15  ab   29.4 


a  Pumping, 

b  Measurement  from  Metropolitan  Water  District, 

Measurements  from  Division  of  Water  Resources  except  as  noted, 


MAP  10 


5S2W12C 


P,170 


Location — 250  feet  eest  and  25^  feet  north  of  the  vest  quarter  corner 

of  Section  12,  250  feet  east  of  California  Avenue, 
Reference  point--Lower  inside  edfe  of  5  inch  T  south  side  of  well,  1,5 

feet  above  ground. 
Elevation  of  reference  point--1527,5,  from  M,W,D, 
Use--Not  used.  Depth--  Casing — 


DistkR.P, 

Dist.R.P, 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1940 

1941  C( 

snt'd. 

1942 

Dec,  9 

44,0 

June  19 
July  18 

42,4 

41,5 

Jan,  IS 

38.5 

1941 

Sep.   9 
Oct.   7 

40,2 
39.7 

Jan,  27 

44.2 

Nov.  14 

39.1 

Apr.  15 

43.5 

Dec.  12 

38.9 

May  15 

43.1 

Measurements  from  Metropolitan  Water  District, 
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5S8W15A 


liAP  30 
W.  R.  FOX 


W-51 


Location--0.22  mile  north  and  90  feet  west  of  south  quarter  corner  of 

Section  15. 
Reference  point — Top  of  2"  x  4"  on  edge  0.3  foot  above  ground. 
Elevation  of  reference  point — 1540.?,  fror.  ll.W.D.  topog. 
Use — Domestic.  Depth--52  fer-t.   Casing — 3.5  feet  diameter. 


Date 

Dist.R.P. 
to  water 
surface, 
Feet 

1S41 

Jan.  14 

48.2 

Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurement  from  Division  of  Water  Resources. 


5S2'//15B 


IIAP   10 
H.   BFALER 


W-22 


Location — 100  feet  east  and  30  fe«?t  '.lorth  of  south  quarter  corner  of 

Section  15. 
Reference  point — Top  of  casin?,  1.2  ff^.t  aVjove  ground. 
Elevation  of  reference  point — 1524.9,  from  levels  by  D.'.-.R. 
Use — Stock.  Depth —  Casinr — 5  inches. 

Other  numbers — Harding'  329. 


De.te 

1<^21 

Oct.  25 

Nov.  9 

Nov.  26 

Dec.  31 


Dist.R.P. 

to  water 

surface, 

Feet 


40.1 
40.2 
40.3 
40.5 


Date 


1922 


Dist.R.P. 

to  water 

surf nee, 

Feet 


Jan. 

26 

40.5 

Feb. 

27 

40.3 

Mar. 

23 

40.2 

May 

22 

a 

43.1 

June 

20 

a 

43.2 

July 

21 

a 

41.0 

Aug. 

21 

a 

42.9 

Sep. 

20 

a 

38.4 

Oct. 

24 

37.5 

llov. 

15 

37.1 

Dist.R.P 

to  water 

surface. 

Date 

Feet 

1924 

Oct.  13 

31.0 

1925 

Dec.  5 

34.8 

a  Pump  in'?. 

Measurements  from  Division  of  Water  Resources, 
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5S2\\'17A 


MAP   10 
L.  F.  WAYMIPj; 


P.V.  114 


Location--0.33  mile  east  and  0.18  mile  south  of  northwest  corner  of 

Section  17. 
Reference  point--Top  of  2"  x  IS"  planks  in  top  of  box  over  pit,  3.05 

feet  above  top  of  brick  lining  at  northwest  side,  3.1  feet  above  ground. 
Elevation  of  reference  point-- 

Use — Domestic.  Depth — 47  feet.      Casing — 3  feet  diameter- 

brick. 


Date 

Dist.R.P. 

to  water 

surface, 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 
to  water 
surface. 
Feet 

1940 

1941 

1942 

Jan.  19 

32.9 

Jan.  14 

35.2 

Jan.  8 

32.7 

Measurements  from  Division  of  Vv'ater  Resources. 


5S2W17B 


MAP  10 
MRS.   L.   J.   SKELTON 


P.V.  126 


Location--75  feet  south  and  0.72  mile  east  of  northwest  corner  of  Sec- 
tion 17. 

Reference  point — Top  of  2"  x  12"  planking  of  well  platform  0.7  foot  above 
ground  at  east  side  of  well. 

Elevation  of  reference  point — 

Use — Domestic.  Depth — 30  to  35  feet.  Casing--Dug. 


Dist.R.P. 

Dist.R.P 

to  water 

to  \vater 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

1940 

1941 

Jan.  19 

14.0 

Jan.  15 

14.3 

Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurements  from  Division  of  'Mater  Resources. 
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1!AP  10 
5SHV/iaA  P.V.  304 

Location — 150  feet  east  and  150  fprt  north  of  west  quarter  corner  of 
Section  18,  150  feet  east  of  Allcanbe  Road  and  0,5  mile  south  of  Ftate 
highway  from  Ferris  to  Hemet. 

Reference  point — Top  of  cafinf  0.5  foot  above  cround. 

Elevation  of  reference  point — 15£?0.9,  from  levels  by  M.V/.D, 

Use — Not  used.  Depth —  Casinfir — 7  inches. 

Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  water  to  water  to  water 

surface,  surface,  surface, 

Date      Feet  Date      Feet  Date      Feet 

1941  1942 

V^b.   4 108.3 Jan.   7 113.3 ^ 

Measurements  from  Metropolitan  'A'eter  District. 


MAP  10 

5S2?/22A  W-9 

Location — 200  feet  north  and  220  feet  west  of  south  quarter  corner  of 

Section  22. 
Reference  point — Top  of  casing,  0.4  foot  above  ground. 
Elevation  of  reference  point — 14^39.4,  from  1I."F.C.  topop". 
Use — ^Not  used.  Depth--  Casin? — 6  inches. 


Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  water  to  water  to  water 

surfnce,  surface,  surface. 

Date       Feet  Date       Feet  Date       Feet 

1940  1941  1942 

Jan.    le 54.1 Jan.    22 35.2 Jan.     8     a         31.5 

£  ii'easurenent  from  Division  of  V.'ater  Resources. 

tieasurements  from  Metropolitan  Water  District  except  as  noted. 
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5Sm2PB 


MAP  10 
P..  BADT 


W-20 


Location — 0.31  nile  east  and  0.21  mile  north  of  center  of  Section  22. 
Reference  point — Top  of  1  inch  wood  cover  over  casincr,  0.5  foot  above 

ground . 
Elevation  of  reference  point— 1513,  fron  IvI.W.D,  topog. 
Use —  Depth —  Casing- -8  inches. 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


1940 


Feb. 


44.4 


Date 


1941 


Jan.  14 


Dist.R.P. 

to  water 

surface. 

Feet 

Date 
1942 

Dist.R.P 
to  water 
surface, 

Fept 

44.7 

Jan.  9 

42.4 

Measurements  from  Metropolitan  VJater  District. 


5S2w22C 


llAP   10 
RHEINGANS 


W-21 


Location--0.11  mile  east  and  100  feet  north  of  center  of  Section  22, 
Reference  point — Top  of  5  inch  block  over  casing,  1.5  feet  above  ground. 
Elevation  of  reference  point-*1504«5,  from  I'.V'.D.  topog. 
Use — Domestic  and  stock.     Depth--160  feet.         Casing — 10  inches. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1940 

1941 

1942 

Feb.   1 

a    39»8 

Jan.  14 

39.6 

Jan.   9 

36,6 

a  Measurement  from  Metropolitan  Water  District. 

Measurements  from  Division  of  wiater  Resources  except  as  noted, 
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5S2W22D 


MAP  10 
L.  C.  1.I00RE 


W-23 


Location--In  northwest  one-fourth  of  Section  22. 

Reference  point — One-half  inch  hole  south  side  of  pump,  0.3  foot  above 

ground , 
Elevation  of  reference  point — 1512.3,  from  levels  by  D.V/.R. 
Use — Irrigation.  Depth — 112  feet.  Casinff — 12  inches. 

Other  numbers — Harding  328. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  we.ter 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1922  Cont'd. 

Oct.  £5 

34.9 

Jan.  26 

33.8 

July  21 

30.8 

Nov.  9 

34.9 

Feb.  27 

32.7 

Aug.  21 

30.7 

Nov.  26 

35.0 

Mar.  23 

32.2 

Sex).    20 

31.2 

Dec.  31 

a    34.6 

Apr.  21 

38.8 

Oct.  24 

31.4 

Hay     22 

31.3 

Nov.  15 

31.5 

June  20 

31.0 

a  V'ell  150  feet  north  punped  one-half  hour. 
Measurements  from  Division  of  V.'ater  Resources. 


5S2W24A 


MAP   10 
W.   A.   STAiTORD 


P-112 


Location — 50  feet  west  and  100  feet  south  of  north  quarter  corner  of 

Section  24. 
Reference  point— Top  of  casing,  2.0  feet  above  pround. 
Elevation  of  reference  point — 1496.4,  from  levels  by  D.VJ.R. 
Use — Not  used.  Depth — 230  feet.  Casing — 12  inches. 

Other  numbers--Harding  391. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1922  Cont'd. 

Nov.  9 

16.7 

Jan.   6 

11.5 

June  26 

12.6 

Nov.  25 

14.8 

Jnn,  27 

10.5 

July  24 

13.3 

Dec.  13 

14.1 

Feb.  14 

9.3 

Ausr.  22 

14.1 

Mar.  16 

8.4 

Sep.  18 

14.5 

Apr.  13 

8.1 

Oct.  20 

14.5 

May   1 

9.7 

Nov.  8 

12.4 

May  24 

11.7 

Nov.  17 

11.7 

5Sgl'>r24A  Continued 
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Date 
1924 
Oct.    13 
1925 


Dist.R.P. 

to  water 

surface, 

Feet 

Date 

1940 

Dist.R.P. 

to  vrater 

surface, 

Feet 

Date 
1942 

DistiR.P. 

to  water 

surface, 

Feet 

15.7 

Jan.  18 

a    29.6 

Jan,  20 

25.6 

Dec. 


15.9 


a  Measurement  from  Metropolitan  V»ater  District, 

Measurements  from  Division  of  Vfater  Resources  except  as  noted. 


MAP  10 


5S2W24B 


L.  WILHED;! 


P-130 


Location — 200  feet  south  and  150  feet  west  of  northeast  corner  of 

Section  24.  Southwest  corner  Harmony  Road  and  Stetson  Avenue. 
Reference  point — Top  of  block  on  casine,  2,0  feet  above  ground. 
Elevation  of  reference  point — 1501.0,  from  levels  by  D,''J.R. 
Use — Stock.  Depth — 120  feet.  Casing; — 7  inches. 

Other  numbers — Harding' 316,^- U.S. G.S.  Sla. 


Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

1914 

1917 

Aug .  14 

10.2 

Nov.  25 

16.5 

Sep.  15 

10.2 

Nov.  21 

10.4 

1918 

1915 

May   4 

8.8 

Oct.  31 

10.0 

1919 

1915 

May  11 

11.7 

Oct.  1? 

a    2*3.3 

May   6 

6,3 

Nov.  15 

a    20.5 

Date 


1920 


May   8 
Oct.  16 

1921 


Dist.R.P. 

to  water 

surface, 

Feet 


20.3 
17.8 


Feb.  10 

a 

19.5 

May  13 

18.0 

July  23 

a 

28.3 

Oct.  10 

a 

28.8 
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5S?W243  Continued 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  v;ater 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1922 


19  3C 


1936 


Apr.  7 

9.1 

Mar.  4 

25.5 

Feb.   7 

41.2 

May  22 

13.6 

Llay  £1 

31.1 

May  13 

34.4 

Au«,  2 

14.8 

July  31 

28.2 

Au2.  12  a 

43.0 

Dec.  4 

25.5 

Nov.  23 

38.4 

1923 


1931 


1937 


Feb.  26 

15.3 

June  o 

14.7 

June  12 

30.3 

Feb.  3 

29.1 

Dec.   6 

15.5 

Aug.  26 

a 

38.6 

May   7 
Sep.  15 

27.9 
32.0 

1924 

1932 

Nov.  19 

29.9 

Feb.  26 

17.2 

Mar.  8 

a  ■ 

29.8 

1938 

Aug.  26 

19.0 

May   3 

26.2 

Aup,  10 

a 

28.1 

Feb.  23 

28.8 

1925 

Nov.  18 

a 

27.6 

Hay   4 
Oct.  18 

27.8 
35.5 

Mar.  12  a 

25.6 

1933 

May  26 

25.5 

1939 

Aug.  25  a 

26.7 

Feb.   6 

a 

25.8 

Nov.  3 

24.1 

Hay  IS 

a 

30.9 

Feb.  14 

28.3 

Oct.   4 

a 

34.6 

May  31  a 

37.0 

1926 

Aug.  4 

34.6 

Aug.  1*^  a 

42.8 

i:ov.  10 

31.0 

Nov.  15 

33.3 

Oct.  27 

22.7 

1934 

1940 

1927 

Feb .   6 

27.4 

Feb.  15 

31.2 

June  24 

19.6 

Dec.   4 

30.0 

r.ay  10  a 

35.8 

Aug.  30 

21.1 

Aug.  23 

37.2 

Oct.  17 

22.6 

1935 

1941 

1928 

Feb.  26 

28.3 

May   7 

32.0 

Jan.  15 

32.4 

May  22 

25.9 

Aug.   6 

a 

33.8 

Mar.  13  a 

34.0 

Aug.  15  a 

30.6 

Nov.   4 

33.4 

May  22  a 
Aue.  20 

34.4 
34.0 

1929 

Nov.  7 

30.4 

May   1 

26.2 

1942 

Sep.  7 

27.4 

Feb,  IP 

28.9 

a  Pumping. 

Lieasureri.ents  from  United  States  Geological  Survey. 
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5S2W24C 


MAP  10 

L.  A.  vjiniEn: 


P-131 


Location — Northeast  corner  of  Section  S4. 

Reference  point — Cut  on  top  of  pit  at  east  side. 

Elevation  of  reference  point — 1500.0,  from  levels  by  D.Vi/.R. 

Use — Irrigation,  Depth--130  feet.  Casing — 12  inches. 

Other  numbers— Harding  515A,  U.S.G.S.  81B. 


Date 


1921 


Dist.R.P, 

to  water 

surface, 

Feet 


Feb. 

10 

12.8 

Oct. 

10 

18.8 

Nov. 

9 

a 

17.9 

Nov. 

25 

a 

15.9 

Dec. 

13 

a 

15.4 

1922 


Jan. 

6 

a 

9.9 

Jan. 

27 

a 

8.4 

Feb. 

14 

a 

6.1 

Mar . 

15 

a 

5.8 

Apr. 

13 

a 

6.2 

May- 

1 

a 

7.0 

May 

24 

a 

8.2 

June 

26 

a 

8.8 

July 

24 

a 

9.5 

Aug. 

22 

a 

10.4 

Sep. 

18 

a 

11.4 

Oct. 

20 

a 

12.7 

Nov. 

8 

a 

11.8 

Nov. 

17 

a 

11.6 

Date 

1923 

Feb.  26 
June  5 
Sep.  17 
Dec.   6 

1924 

Feb.  26 
Aug.  26 

1925 

Mar.  12 
May  26 
Aug.  25 
Nov.   3 

1926 

May  13 
Oct.  27 

1927 

June  24 
Aug.  30 
Oct.  17 


Dist.R.P. 

to  water 

surface, 

Feet 


11.4 

14.0 
19.4 
14.3 


17.3 
19.2 


20.0 
20.6 
18.5 
18.6 


17.6 
20.2 


15.5 
17.4 
18.7 


Date 

1928 

Feb.  21 
May  22 
Aug.  15 

1929 

May   1 

1930 

!!ar .  4 

May  21 

July  31 

Dec.  4 

1931 


Mar. 

4 

June 

12 

Aug. 

26 

1933 

May 

18 

Dist.R.P, 

to  water 

surface, 

Feet 


18.1 
19.3 

19.1 


17.2 


21.4 
19.1 
20.1 
22.4 


22.0 
25.2 
24.0 


23.0 


a  Measurement  from  Division  of  VJater  Resources, 

Measurements  from  United  States  Geological  Survey  except  as  noted, 
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IIAP  10 


5S2V/24D 


P-196 


Location — 1300  feet  ecst  an^  800  feet  south  of  west  quarter  corner  of 

Section  24,  100  feet  south  of  A.T.  &  S.F.  Railway. 
Reference  point — Top  of  casin?,  2.2  feet  above  ground. 
Elevation  of  reference  point — 
Use — Gtock.  Dr-pth —  Casing — 10  inches. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

sui'face, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 
Janj  30  a    34.5 


1942 

Jan.  20  b 


29.4 


a  Measurenent  from  Metropolitan  Vj'ater  District, 
b  Lleasvarement  from  Division  of  VJater  Resources. 


5£2'y;25A 


¥M>   10 

T.  rJNCER 


P-134 


Location--1300  feet  south  and  500  feet  esst  of  viest  quarter  corner  of 
Section  25. 

Reference  point--(a)  Top  of  casinp,  3.2  feet  above  pround  through  Decem- 
ber 5,  1925;  then  (b)  top  of  casing  at  sround. 

Elevation  of  reference  point — (a)  1491.1;  (b)  14c'7.9;  fror.  levels  by 
D.V/.R. 

Use — Stock.  Depth — 70  feet.  Casing — 12  inches. 

Other  nunbers — Harding  320. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  wator 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1922  Con 

t»d. 

Oct,  25 

22.4 

Jan.  6 

18.7 

June  26 

13.4 

Nov.   9 

22.1 

Jan.  27 

17.5 

July  24 

14.2 

Nov.  25 

21.8 

Feb.  14 

15.8 

Aug.  22 

15.8 

Dec.  13 

21.5 

Mar.  16 

13.3 

Sep.  18 

16.3 

Apr.  13 

12.4 

Oct.  20 

17.4 

May   1 

12.1 

Nov.  8 

17.8 

Hay  24 

12.4 

Nov.  17 

17.7 
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Date 
1924 

Oct.  13 
1925 

Dec.  5 


Dist.R.P. 

to  water 

surface, 

Feet 


22. 


25.0 


5S2W25A  Continued 

Dist.R.P. 
to  water 
surface, 
Date      Feet 

1941 


May- 

16 

a 

31.1 

June 

20 

a 

33.5 

July 

18 

a 

36.8 

Sep. 

9 

a 

38.1 

Oct. 

7 

a 

38.0 

Nov. 

14 

a 

35.4 

Dec. 

9 

a 

34.8 

Date 


1942 


Jan.  21 


Dist.R.P. 

to  water 

surface, 

Feet 


33.1 


a  Measurement  from  Metropolitan  'Abater  District. 

Measurements  from  Division  of  Vj'ater  Resources  except  as  noted. 


5S2Vv25B 


MAP   10 
PATTON  BROIHERS 


P-136 


Location--0.2  mile  north  and  100  feet  west  of  south  quarter  corner  of 

Section  25. 
Reference  point-.-(a)  Top  of  casing,  1.7  feet  above  ground  through 

November  17,  1922;  then  (b)  square  hole  in  east  side  of  casing,  1  foot 

above  ground. 
Elevation  of  reference  point — (a)  1487.3;  (b)  1486.6;  from  levels  by 

D.W.R. 
Use — Not  used.  Depth--143  feet.  Casing — 12  inches. 

Other  numbers — Harding  322. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922  Cc 

)nt'd. 

1940 

Oct.  25 

20.7 

Apr.  13 

9.3 

Jan.  17 

a    48.8 

Nov.   9 

20.8 

May   1 

•  9.8 

Nov.  25 

19.5 

May  24 

10.8 

1941 

Dec.  13 

18.7 

June  25 

14.4 

July  24 

15.6 

Jan.  30 

a    51.3 

1922 

Aug.  22 

17.2 

Sep.  18 

19.1 

1942 

Jan.   6 

14*8 

Oct.  20 

20.4 

Jan.  27 

13.4 

Nov.   8 

18.2 

Jan.  21 

47.8 

Feb,  14 

11.5 

Nov.  17 

15.1 

Mar.  15 

9.8 

a  l.'.easurerent  from  Metropolitan  Water  District-, 

Measurements  from  Division  of  V/ater  Resources  except  es  noted, 
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KAP  10 
5S2Vl'25C  P-1S5 

'Location — 250  feet  west  and  700  feet  south  of  the  northeast  corner  of 
Section  25,  250  feet  west  of  Warren  Road  and  4.350  feet  south  of  A.T. 
&  S.?.  Railway. 

Reference  point — Hole  in  punp  frame  north  side  at  pround. 

Elevation  of  reference  point — 1499,  estimated  by  I!.V.'.D. 

Use — Irrlpetion  &  domestic.    Depth —  Casins' — 


Dist.R.P. 

Dist.R.P 

to  W2ter 

to  vater 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

-  19^41 

1942 

Jan.  27 

a    53.5 

Jan.  21 

b 

49.8 

Dist.R.P. 
to  water 
surface. 
Date      Feet 


a  Measurement  from  Metropolitan  Viater  District. 
b  Measurement  from  Division  of  Vater  Resources. 


MAP  10 

5S2W26A  W-1 

Location — 60  feet  south  and  105  feet  v;e.st  of  center  of  Section  25. 
Reference  point — Top  of  1-|-  inch  pipe  0.10  foot  above  casinp,  0.35  foot 

above  concrete  foundation  and  0.1  foot  above  ground. 
Elevation  of  reference  point — 1478.1,  from  K.7J.D.  topog.  ' 
Use — Irrigation.  Depth —  Casino — 12  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Veet 

Date 

Feet 

1940 

1941 

1942 

Jan.  1'8 

a 

29,4 

Jan.  13 

31.5 

Jan,  8 

27.0 

Feb.  9 

a 

28.9 

a  Measurenent  from  Metropolitan  Wr.ter  DiPtrict. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 
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IIAP  10 


5S2V/26B 


W-30 


Location — Near  west  Ciuarter  corner  of  Section  28,  30  feet  south  of  road, 

South  vjell  in  long  pit. 
Reference  point — Cross  brace  above  well,  1.8  feet  above  ground. 
Elevation  of  reference  point — 1479.1,  from  levels  by  D.W.R. 
Use — Not  used.  Depth —  Casing — 12  inches. 

Other  numbers — Hardins'  326. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  vater 

to  '.vater 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1922  Cont'd. 

Oct.  25 

17.5 

Jan.  26 

11.1 

July  21 

10.5 

Nov.   9 

17.4 

Mar.  23 

7.2 

Auff.  21 

12.1 

Nov.  26 

17.3 

Apr.  21 

6.8 

•  Sep.  20 

13.6 

Dec.  31 

13.7 

May  22 

7.2 

Oct.  24 

14.7 

June  20 

7.9 

Nov.  15 

13.7 

Measurements  from  Division  of  Water  Resources, 


MAP  10 


5S2Vif27A 


[■ILLA  HUTCHISON 


¥J-9 


Location — 0.2  mile  east  and  960  feet  south  of  center  of  Section  27. 

Reference  point--Top  of  casing,  2.5  feet  above  ground. 

Elevation  of  reference  point — 1475.0,  from  M.V/.D.  topog. 

Use — Stock.  Depth —  Casing--12  inches. 


Date 

Dist.R.P. 

to  vjater 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

1940 

1941 

1942 

Feb.   9 

a    24.9 

Jan.  13 

25.9 

Jan.   8 

23.7 

a  Measurement  from  Metropolitan  V'Jater  District. 

Measurements  from  Division  of  vjater  Resources  except  as  noted. 


C90 


MAP  10 


5S2l';27B 


W-7 


Location--0.11  mile  south  and  100  feet  east  of  west  quarter  corner  of 

Section  27. 
Reference  point — Base  of  han.i  pur.p,  north  side,  at  ground. 
Elevation  of  reference  point — 1470.0,  from  M.W.D.  topog. 
Use —  Depth--  CaEinp--8  inches, 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.TR.P. 

to  water 

surface, 

Fept 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1940 

1941 

1942 

Jan.  18 
Feb.   9 

23.4 

23.2 

Jan.  22 

24.4 

Jan.  8 

a    19.7 

a  Measurement  from  Division  of  Water  Resources, 

Measurements  from  Metropolitan  Water  District  except  as  noted. 


5£S.*i27C 


HAP  10 
MISS  T.  PATTERSON 


W-24 


Location--At  north  quarter  corner  of  Section  27,  east  of  highway. 
Reference  point — Top  of  cover,  0.5  foot  above  pround. 
Elevation  of  reference  point — 

Use —  Depth —  Casing — 

Other  nunbers--429,  Waring  64,  U.S.G.S.  80. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1904 

1905 

1906 

Mar.  14 

22.0 

Jan.  13 

22.2 

Jan.  29 

19.2 

Oct.  18 

24.2 

Feb,  22 

21.4 

Uay  12 

20.0 

Nov.  18 

23.4 

Apr.  IB 

20.2 

Aug.  4 

19.9 

Dec .  15 

22.5 

l.;ay  19 

20.2 

Sep.  27 

20.1 

July  23 

19.6 

Dec.  21 

20.2 

Auf?.  19 

19.7 

Sep.  23 

19,8 

Nov.   9 

20.1 

Dec.  22 

20.3 
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5S2'jV27C  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1907 

1909 

1912 

Feb.  14 

IS.  7 

Apr.   2 

19.7 

May  29 

20,7 

May  18 

18.8 

Oct.  14 

19,8 

July  30 

21.3 

Aug.  31 

18.8 

Oct.  18 

21.7 

Dec.  31 

19.2 

1910 

1913 

1908 

Feb.   3 

19.5 

Aug.  10 

19.8 

Oct.  18 

22.2 

Apr.  23 

18.7 

June  25 

19.2 

1911 

1914 

Oct.  15 

19.6 

Dec.  28 

19.6 

Jan.  5 

19.7 

Feb.   5 
Apr.  17 
Nov.  21 

80.3 
21.7 
a 

1915 

b 

a  Inaccessible. 

b  Well  tightly  closed. 

Measurements  from  United  States  Geolof^ical  Survey, 


5S2lt'27D 


MAP  10 
MILTON  THO^yVS 


W-31 


Location — 900  feet  north  and  300  feet  east  of  center  of  S^^ction  "7, 

south  of  railroad. 
Reference  point--Top  of  casing,  0.5  foot  above  ground. 
Elevation  of  reference  point — 1481.4,  from  levels  by  D.W.R. 
Use — Abandoned.  Depth —  Casing--7  Inches. 

Other  numbers— Harding  455;  U.S.G.S.  eOA 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1914 

1915 

1916 

Aug.  14 

19.1 

May  21 

14»3 

May   5 

13.7 

Sen.  15 

19.3 

Oct.  31 

18.1 

Nov.  15 

a    21.6 

Nov.  21 

20.2 
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Date 

Dist.R.P. 

to  water 

surface, 

Feet 

1917 

:iay  19 
Nov. -25 

15.5 
16.8 

1918 

May   4 

Oct.  12 

1919 

May  11 
Oct.  12 

1920 

May  18 
Oct.  15 

1921 


15.6 

16.8 


16.7 
18.1 


17.0 

18.2 


Feb.  10 

a 

18.6 

May  13 

18.8 

July  25 

19.3 

Oct.  10 

a 

21.3 

5S2'W27D  Continued 

Dist.R.P. 
to  wpter 
surface, 
Date      Feet 

1922 


Apr.  7 
May  16 
Aug.  29 
Oct.  27 

1923 


11.0 
11.2 
12.5 
13.6 


Feb.  25 
June  6  a 
Sep,  17 
Dec.   6 

14.2 
15.4 
15.0 
15.4 

1924 

Anp.   26  a 

1925 

Mar.  12 
May  26  a 
Aug.  25 
Nov.   3 

19.1 
19.5 
20.4 
20.5 

a  Pumping. 

b  Dry  at  approximately  21  feet. 

Measurements  from  United  States  Geolc^ical  Survey. 


Date 

1926 

May  13 
Oct.  27 

1927 

June  24 
Aug.  30 
Oct.  17 

1928 

Feb,  21 
May  22 
Aug.  15 

1929 


Dist.R.P. 

to  water 

surface, 

Feet 


19.9 
21.8 


May   1 

b 

Sep.   7 

b 

1930 

Mar.   4 

b 

1931 

May   3 

b 

16.3 
18.0 
18.4 


18.5 
20.8 


5S2W27E 


MAP  10 
W.  S.  HASLAM 


W-34 


Location — 250  feet  north,  900  feet  east  of  west  quarter  corner  of  Section 

on 

Reference  point — Top  of  casing,  1.2  feet  above  rround. 

Elevation  of  reference  point — 1477.0,  estimated  from  5S2'.'.'27F 

Use-r'  Depth —  Casing — 9  inches. 

Other  •numbers--U.S.G.S.  80^)2,  Krw  Well. 
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5S2'';.?.7E  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1930 

1935 

1939 

Dec.  4 

27.2 

Feb.  25 

34.6 

Feb.  14 

29.4 

May   7 

33.0 

May  31 

31.9 

1931 

Aug.   5 

33.9 

Aug.  16 

30.4 

Nov.   4 

38.4 

Nov.  15 

30.7 

Mar .   4 

26.4 

June  12 

27.8 

1936 

1940 

1932 

Feb,   7 

47.8 

Feb.  15 

29.9 

May  13 

34.6 

May  10 

30.5 

Mar .  8 

27.4 

Aug.  12 

35.5 

Aug.  23 

32.1 

May   3 

26.5 

Nov.  23 

40.1 

Aug.  10 

28.9 

1941 

Nov.  18 

29,4 

1937 

Jan.  15 

31.7 

1933 

Feb.   3 

34,5 

Mar.  13 

30.1 

May   7 

31.1 

May  22 

28.6 

Feb.   6 

28.5 

Sev,   15 

31.5 

Aug.  20 

28.7 

May  18 

a    30.7 

Nov.  19 

31.5 

Nov.   7 

28.6 

Aug.   4 

30.3 

Nov.  10 

31.0 

1938 

1942 

1934 

Feb.  23 
May   4 

30.9 
29,5 

Feb.  18 

27.9 

Feb.   6 

30.9 

Oct.  le 

27,9 

Dec.   4 

36.9 

a  Pumping  slowly. 

Measurements  froir.  United  States   Creolo^ricpl  Survey. 


5S2VI-27F 


MAP   10 
L.   L.  \7KITING 


W-34A 


Location--Near  5S2W27E  in  Section  27. 

Reference  point — Top  of  cesing,  1.0  foot  above  ground. 

Elevation  of  reference  point — 1477.5,  fror.  levels  by  D.W.R. 

Use — Domestic.  Depth —  Casing — 5  inches. 

Other  nur.bers --Harding  443,  Waring  63,  U.S.G.S.  80b,  Old  well. 


ay% 


5S2V:27F 

Continued 

Dist.R.P. 

Dist.R.P. 

Dist.R.P 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1905 

1912 

1920 

Nov,  10 

20.0 

May  18 

20.2 

May  18 

19.8 

Dec.  22 

20.4 

July  30 
Oct.  18 

20.7 
24.5 

Oct.  16 

21.6 

1906 

1913 

1921 

Jan.  29 

20.2 

Feb.  10 

21.3 

tiar.  16 

19.5 

Oct.  18 

23.7 

May  13 

•  21.7 

May  12 

18.7 

July  25 

22.3 

June  28 

20.4 

1914 

Oct.  10 

25.7 

Aug.  4 

19.6 

Sep.  27 

19.5 

Feb.  5 

23.3 

1922 

Dec.  21 

19.3 

Apr.  17 

24.7 

June  25 

21,1 

Apr.   7 

14.9 

1907 

July  14 

21.3 

Aug.  29 

15.4 

Nov,  21 

22.4 

Oct.  27 

16.5 

Feb.  14 

18.4 

May  18 

18.7 

1915 

1923 

Aug.  30 

18.0 

Dec.  31 

18.3 

Uay  21 

a    29.7 

Feb.  26 

b    18.9 

Oct.  31 

21.0 

June  6 

19.9 

1908 

Sep.  17 

19.6 

1915 

Dec.   6 

19.7 

Apr.  23 

18.0 

June  25 

18.5 

May   5 

15.5 

1924 

Oct.  15 

19.4 

Aug.  1 

17.4 

Dec.  28 

19.3 

Nov.  15 

17,9 

Aug.  26 

b    30.0 

1909 

1917 

1925 

Apr.   2 

18.5 

Hay  19 

18.0 

Mar.  12 

23.0 

July  11 

19.2 

Nov.  25 

21.8 

May  26 

23.5 

Oct.  14 

20.1 

Aug.  25 

b    28.7 

1918 

Nov.   3 

24.7 

1910 

May   4 

19.1 

1926 

Feb.  3 

19.0 

Oct.  12 

19.0 

Aug.  10 

27.9 

May  13 

23.4 

1919 

Oct.  27 

25.6 

1911 

May  11 

18.7 

1927 

Jan.  5 

29.0 

Oct.  12 

21.7 

June  24 
Aug.  30 
Oct,    17 


20.9 
21.5 
22.3 
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5SSi,'if£7F  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1928 

1929 

1930 

Feb.  21 

b    21.6 

May  •  1 

24.6 

Mar .   4 

25.5 

May  22 

22.6 

Sep.   7 

25.4 

Kay  21 

25.4 

Aug.  15 

23.9 

July  31 

26.9 

a  Had  been  pumped. 

b  Pumping. 

Measurements  from  United  States  Geological  Survey. 


5S2W29A 


MAP  10 

JOE  RIIEINGANS 


W-16 


Location — 50  feet  north  and  0.45  mile  east  of  west  quarter  corner  of 

Section  29. 
Reference  point--Top  of  cesinf?  north  side  at  ground. 
Elevation  of  reference  point--1454.0,  from  M.W.D.  topog. 
Use —  Depth —  Casing — 12  inches. 


Dist.R.P. 
to  water 
surface, 

Feet 


Date 


1940 


Jan.  23 


Date 


1941 


31.8 


Jan.  14 


Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

surface, 

surface. 

Feet 

Date 
1942 

Feet 

32.3 

Jan.   8 

28.6 

Measurements  from  Division  of  V«ater  Resources. 


F-AP  10 


5S2W29B 


W-40 


Location--At  west  quarter  corner  of  Section  29,  100  feet  east  of  brown 

pump  house. 
Reference  point — Top  of  casing,  1.0  below  ground. 
Elevation  of  reference  point — 1456.5,  from  levels  by  D.F.R. 
Use — Irrigation.  Depth — 79  f^.et.  Casing — 12  inches. 

Other  nujnbers — Eardinc  388. 
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5Sa^■29B  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1922  Cont'd. 

Nov.  4 

30.0 

Jan.  25 

28.2 

July  21 

20.5 

Nov.  16 

30.1 

Feb.  27 

25.4 

Au*;.  21 

21.2 

Nov.  26 

30.1 

Mar.  23 

23.1 

Sep.  20 

21.9 

Dec.  31 

29.2 

Apr.  21 

21.2 

Oct.  24 

22.5 

May  22 

20,2 

Nov.  15 

22.3 

June  20 

20.0 

Measurements  from  Division  of  Water  Resources, 


MAP  10 


5S2W30A 


W-10 


Location — 160  feet  east  and  IS  feet  south  of  northwest  corner  of 

Section  30. 
Reference  point — Top  of  casin/^,  2,0  feet  above  isrround. 
Elevation  of  reference  point — 1456.6,  from  levels  by  D.W.R. 
Use— Not  used.  Depth—91  feet.  Casing— 12  inches. 

Other  nunbers — Harding  432, 


Date 

1921 

Nov.  16 
Nov,  26 
Dec.  31 

1922 

Jan.  26 
Feb.  27 
Mar.  23 
Apr.  21 
May  22 
June  20 
July  21 
Aug,  21 
Sep,  20 


Dist.R.P. 
to  water 
surface 
Feet 


32.8 
32.7 
31.8 


31.9 
30.8 
29.9 
29.2 
28.6 
28.2 
28.6 
28,8 
28.9 


Date 

Blst.R.P. 

to  weter 

surface. 

Feet 

1922  Cont'd. 

Oct.  24 
Nov.  15 

29,3 
29.3 

1924 

Oct.  11 

35.0 

1925 

Dec.  4 

36.8 

1940 

Jan.  19 

35.4 

Date 


1941 


Dist.R.P. 

to  water 

surface, 

Feet 


Jan.  14 

36.1 

Jan.  30 

a 

36.1 

May  14 

a 

35.2 

June  18 

9 

55.2 

July  15 

a 

35.1 

Aug,  27 

a 

35.3 

Oct,  8 

a 

34.9 

Nov.  14 

a 

34.5 

1942 

Jan.  8 

34,3 

a  Measurement  from  Metropolitan  Water  District. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 
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5S2W31A 


MAP   10 


CLARK  HcClTNE 


W-14 


Location--400  feet  west  of  eant  quarter  corner  Section  31. 

Reference  point — Top  of  casing;,  east  si(?e,  2.8  feet  above  ground. 

Elevation  of  reference  point — 1457.1,  fror.  levels  by  D.W.R. 

Use — Not  used.  Depth — Over  50  feet.       Casing--12  inches, 

Other  numbers — Harding  395. 


Dist.R.P, 

Dist.R,P. 

Dist.R.P. 

to  viater 

to  vjater 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Da- 

be 

Feet 

Date 

Feet 

1921 

1922 

1940 

Nov.   9 

24.6 

Jan. 

25 

18.3 

Jan.  24 

23.9 

Nov.  26 

24.7 

Feb. 

27 

a     5,8 

Feb.   9 

b    23.8 

Dec.  31 

21.5 

Mar, 

23 

6.0 

Apr. 

21 

7,8 

1941 

May 

22 

9.6 

June 

20 

10.3 

Jan.  13 

25.0 

July 

21 

11.4 

Aug. 

21 

12.1 

Sep. 

20 

12.9 

Oct. 

24 

13.7 

Ijov. 

15 

14.1 

e  VJater  running  past  v;ell. 

b  Measurement  from  Metropolitan  Vsater  District. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 


5S2'A'32A 


MAP  10 
E.  ''TilTING 


W-19 


Location — 0.7  mile  east  and  270  feet  north  of  west  quarter  corner  of 

Section  52. 
Reference  point — Top  of  casing,  east  side,  0.9  foot  above  ground. 
Elevation  of  reference  point — 1458.5,  from  M.V'J.D.  topog. 
Use — Domestic.  Depth —  Casing — 8  inches. 


Date 

Dist.R.P 

to  water 

surface. 

Feet 

1940 

Jan.  2i 

19.7 

Date 


1941 


Jan.    13 


Dist.R.P. 

to  v.-ater 

surface y 

Feet 

Date 
1942 

Dist.R.P. 

to  water 

surface. 

Feet 

20.0 

Jan.  8 

15.8 

Ueasvirem.ents  from  Division  of  Vlater  Resources, 
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MAP  10 


5S2W32B 


WHITTING 


w-3e 


Location — About  1000  feet  ep.Pt  and  700  feet  north  of  center  of  Section  32 

south  side  of  Salt  Greek. 
Reference  point — Top  of  casino,  2.2  ft>pt  sbove  fTTOund, 
Elevation  of  reference  point — 1455.4,  fror.  levels  by  D.V'.R. 
Use— Not  used.  Depth — 70  feet.  Casing — 

Other  numbers — Harding  312. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date      Feet 

1922 

1922  Cont'd, 

1922  Cont'd. 

Jan.  26 

11.2 

May  22 

8.0 

Sep.  20      10.9 

Feb.  27 

8.5 

June  20 

8.6 

Oct.  24       11.4 

Mar.  23 

8.0 

July  21 

9.4 

Nov.  15       11.6 

Apr.  21 

7.7 

Aug.  21 

10.2 

Measurements  fron  Division  of  vVater  Resources. 


MAT  10 


5S2'W32C 


v;-46 


Location — 55  feet  west  and  300  feet  south  of  northeast  corner  of  Section 

32. 
Reference  point — Top  of  concrete  curb,  0.3  foot  above  srround. 
Elevation  of  reference  point — 1455.0,  from  M.W.D.  topog. 
Use —  Depth —  Casing — 


Date 


1940 


Feb. 


Dist.R.P. 

to  water 

surface, 

Feet 


18.: 


Date 


1941 


Jan.  13 


Dist.R.P. 

to  water 

surface, 

Feet 

Date 
1942 

Dist.R.P. 

to  water 

surface. 

Feet 

19.2 

Jan.   8 

15.4 

£i  Measurement  from  Metropolitan  V.'ater  District. 

Measurements  from  Division  of  Vaster  Resources  except  as  noted. 


299 


S^Sr/fSSA 


MAP  10 
RICE 


W-15 


Location — 115  feet  south  and  120  feet  vjest  of  north  quarter  corner  of 

Section  33. 
Reference  point --Top  of  pump  base  flange  at  3/4  inch  hole  on  vjest  side 

at  ground. 
Elevation  of  reference  point — 1459.7,  from  levels  by  D.Vi/.R. 
Use — Irrigation.  Depth —  Casing — 10  inches. 

Other  numbers — Harding  335. 


Date 


1921 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


1922 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


1940 


Dist.R.P. 
to  water 
surface, 
Feet 


Oct.  27 

14.8 

Jan. 

17 

9.7 

Jan.  24 

20.5 

Nov.   9 

14.9 

Feb. 

14 

9.0 

Feb.   9  a 

20.3 

Nov.  25 

15.0 

Mar. 

16 

6,3 

Dec.  13 

15.0 

Apr. 
Hay 

13 
1 

6.3 
6,5 

1941 

May 

22 

7.0 

Jan.  13 

21.5 

June 

20 

7,5 

July 

21 

8.2 

1942 

Sep. 

20 

10.0 

Oct. 

24 

10.5 

Jan.   8 

17.3 

Nov. 

15 

10.8 

a  Measurement  from  Metropolitan  vjater  District. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 


5SSA!33B 


IvIAP  10 
MRS .   MARY  RICE 


W-18 


Location--300  feet  north  and  33  feet  west  of  center  of  Section  33. 
Reference  point — (a)  Top  of  2  inch  block  on  casing  0.7  foot  above  ground 

through  November  15,  1922;  then  (b)  top  of  casing  east  side,  0.5  foot 

above  ground. 
Elevation  of  reference  point--(a)  1469.5;  (b)  1459.3;  from  levels  by 

D.W.R. 
Use— Not  used.  Depth--49.  Casing — 12  inches. 

Other  numbers — Harding  393. 


30C 


Date 


1921 


Nov.  9 
Nov.  26 
Dec.  31 


Dist.R.P. 
to  water 
surface. 
Feet 


28.7 
27.1 
25.7 


5S3W33E  Continued 

Dist.R.P. 
to  water 
surface, 
Date      Feet 

1922 


Jen. 

25 

23.8 

Feb. 

27 

22.0 

Mar . 

23 

a 

22.8 

Apr. 

El 

a 

25.5 

May 

22 

a 

21.8 

June 

20 

a 

20.7 

July 

21 

19.8 

Aug. 

21 

a 

22.7 

Sep. 

20 

a 

21.1 

Oct. 

24 

19.1 

Nov. 

15 

a 

23.0 

Dist.R.P. 

to  water 

surface, 

Date 

Feet 

1940 

Jan.  24 

22.9 

1941 

■Jan.  13 

24.1 

1942 

Jan.  8 

17.0 

a  Pumping. 

Measurements  from  Division  of  Water  Resources. 


5S2V.'35A 


MAP  10 
TIERRA  DEL  LOMA  RANCH 


W-2 


Location — 90  feet  south  and  0.17  nile  west  of  northeast  corner  of  Sec- 
tion 35. 
Reference  point--Base  of  pump,  0.5  foot  above  p;round. 
Elevation  of  reference  point— 1481.0  from  M-.W.D.  topog. 
Use — Irrigation.  Depth —  Casing — 14  Inches, 

Other  numbers — Owner  Plant  2. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1940 

1941 

1942 

Feb.  9 

a    38.7 

Jan.  13 

4£.8 

Jan,  8 

35.8 

a  Measurement  from  Metropolitan  Water  District. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 


501 


MAP   10 


5SaV35B 


TIERRA  DEL  LOM  PJ«^CH 


W-2A 


Location — 75  feet  south  and  550  feet  vjest  of  northeast  corner  of  Section 

Reference  point — Top  of  casing,  O.R  foot  above  isround. 

Elevation  of  reference  point — 1482.1,  from  levels  by  D.W.R. 

Use — Not  used.  Depth — 200  feet.  Casing — 12  inches. 

Other  numbers — Har ding  592. 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1921 


1922 


1922  Cont'd. 


Nov.   9  a 

34.8 

Jan.   6 

13.0 

June  26 

11.4 

Nov.  25 

19.5 

Jan.  27 

11.2 

July  24 

11.9 

Dec.  13 

18.5 

Feb.  14 

8.6 

Aug.  22 

a 

88.3 

Mar.  16 

7.7 

Sep.  18 

23.2 

Apr.  13 

7.8 

Oct.  20 

a 

25.2 

May   1 

8.1 

Nov.  8 

13.7 

Hay  24 

8.8 

Nov.  17 

15.9 

a  Pumping  50  feet  east. 

Measurements  from  Division  of  Water  Resources. 


IvIAP  10 


5S2W35C 


W-3 


Location--0.39  mile  east  and  53  faet  south  of  northwest  corner  of  Section 

35. 
Reference  point — Top  of  concrete  block  0.2  foot  above  casing  and  0.3  foot 

above  ground. 
Elevation  of  reference  point — 1474.8,  from  M.VJ.D,  topog. 
Use — Not  used.  Depth —  Casing--12  inches. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1940 

1941 

1942 

Jan.  18 
Feb.   9 

a 
a 

31.8 
31.2 

Jan.  13 

b 

34.2 

Jan.   8 

b 

28.2 

a  Measurement  from  Metropolitan  'A'ater  District. 
b  Measurement  from  Division  of  Water  Resources. 


30i; 


5S2W35D 


im>  10 
MRS.  ROSE  PEKDAL 


W-4 


Location — 72  feet  south  end  0.18  nile  east  of  northwest  corner  of  Section 
35,  30  feet  west  of  5S2'/V35E. 

Reference  point — (a)  Top  of  casing,  1.1  feet  above  eround  through  Novem- 
ber 17,  19^2;  then  (b)  top  of  broken  section  of  casing  northeast  side 
at  ground. 

Elevation  of  reference  point — (a)  1472.1;  (b)  1471.0;  from  levels  by 
D.W.R. 

Use — Not  used.  Depth — 138  feet.         Casing — IS  inches. 

Other  numbers — Harding  324. 


Date 


Dlst.R.P. 

to  water 

surface. 

Feet 


Date 


Dlst.R.P. 

to  water 

surface, 

Feet 


Date 


Dlst.R.P. 

to  water 

surface. 

Feet 


1921 


1922 


1940 


Oct. 

25 

12.8 

Jan.  17 

4.6 

Feb.  9 

b 

26.1 

Nov. 

9  a 

16.2 

Feb.  14 

2.0 

No-r. 

25 

12.9 

Mar  16 

1.5 

1941 

Dec. 

13 

12.3 

Apr,  13 

1.9 

t^ay   1 

2.5 

Jan.  22 

b 

28.4 

Hay  24 

3.S 

June  26 

S.2 

1942 

July  24 

6.0 

Aug,  22 

11.5 

Jan.  a 

23.1 

Sep.- 18 

10.3 

Oct.  20 

11.3 

Nov.  8 

10.1 

Nov.  17 

9.6 

a  Pumping  100  feet  east. 

b  Measurement  from  Metropolitan  Water  District. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 


5S2Vy'36A 


MAP  10 
TIEHRA  DFL  LOMA  RANCH 


P-89 


Location — 50  feet  south  and  50  feet  east  of  northvest  corner  of  Section 

36,  southeast  corner  of  road  intersection. 
Reference  point — One-half  Inch  hole  in  steel  plate  over  casing,  0.5  foot 

above  ground. 
Elevation  of  reference  point — 1483.5,  interpolated  from  D.W.R.  levels. 
Use--Irrlgatlon.  Depth--  Casine; — 

Other  numbers --Warinp  68. 


5S2ViZoA   Continued 


30:: 


Date 


Dist.R.P. 

to  vjater 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1915 


1940 


1941 


Nov. 


7. 


Jan.  17 


40.8 


Jan.  30 
1942 


42.8 


Jan.  21  b 


MAP  10 


:^5.8 


a  Measurement  fron  United  States  Geological  Survey. 

b  Measurement  from.  Division  of  Water  Resources. 

Measurements  from  Metropolitan  Vi'ater  District  except  as  noted. 


5S2VJ35B 


P-137 


Location — 400  feet  viest  and  50  feet  south  of  north  quarter  corner  of 

Section  35,  0.43  mile  west  of  Basin  Road. 
Reference  point — Top  of  casing,  1.6  feet  above  ground. 
Elevation  of  reference  point — 1493.7,  from  levels  by  D.V/.R. 
Use —  Depth— 112  feet.  Casing — 12  inches. 

Other  numbers — Hardina  323. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1921 


1922 


1941 


Oct.  25 

27.5 

Jan. 

s 

23.7 

Jan.  30 

a 

59.7 

Nov.   9 

27.3 

Jan. 

27 

21.7 

July  18 

a 

52.5 

Nov.  25 

26.9 

Feb. 

14 

20.3 

Sep.   9 

a 

54,8 

Dec.  13 

26.2 

Mar. 

16 

17.8 

Oct.   7 

a 

55.1 

Apr. 

13 

15.8 

Nov.  14 

a 

55.8 

May 

1 

15.3 

May 

24 

15.2 

1942 

June 

26 

17.0 

July 

24 

18.1 

Jan.  21 

55.5 

Aug. 

22 

19.4 

Set). 

18 

21.0 

Oct. 

20 

23.0 

Nov. 

6 

22.5 

Nov. 

17 

21.6 

a  Measurement  from  M^^tropolitan  VJater  District. 

Measurements  from  Division  of  V/ater  Resources  except  as  noted. 


304 


vj;p  10 


.5S1W1A 


HOWARD  ROSF  COMPANY 


S.V.  85 


Locatlon~1250  feet  south  end  200  feet  west  of  northeast  corner  of  Sec- 
tion 1,  150  feet  east  of  Meridian  and  100  feet  north  of  Coirmonwealth 
Avenues. 

Reference  point — Base  of  pump  at  concrete  floor  level  at  ground. 

Elevation  of  reference  point--1624.8,  from  levels  by  D.W.R. 

Use — Irrigation.  Depth — 305  feet.  Casin? — 12  inches. 

Other  numbers — Harding  216,  V/arlng  128,  Owner  Plant  5. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1915 

19! 

?,2 

1927 

Nov. 

a    23. 

Jan. 
Feb. 

19 
3- 

24.1 
22.0 

July  11 

31.8 

1921 

Feb. 
Mnr, 

23 
13 

17.5 
16.2 

1937 

Oct.  12 

43.5 

Mar, 

31 

15.6 

Feb.  2 

b 

83.2 

Oct.  19 

43.4 

Apr. 

IP 

15.6 

Mar.  29 

b 

53.1 

Oct.  31 

42.5 

May 

8 

18.1 

Nov.  7' 

42.9 

May 

23 

17.6 

1938 

Nov.  22 

41.6 

June 

12 

17.2 

Dec.  9 

41.9 

July 

1 

19.8 

Jan.  20 

b 

57.1 

Dec.  30 

31.0 

July 

Aug. 
Sep. 
Sep. 
Oct. 
Nov. 

20 
14 

5 
29 
19 

6 

22.2 
29.0 
31.8 
34.8 
31.7 
30.4 

Nov.  29 

b 

49.5 

a  Measurement  from  United  States  Geolo.'ilcal  Survey. 

b  Measurement  from  Metropolitan  VJater  District. 

Measurements  from  Division  of  Water  Resources  except  es  noted. 


MAP  10 


5S1W1B 


PROL'.INTIER 


S.V.  223 


Location — 1500  feet  west  and  800  feet  south  of  northeast  corner  of  Sec- 
tion 1. 
Reference  point — Top  of  casing,  0.6  foot  nbove  pround. 
Elevation  of  reference  point — 1519.3,  from  levels  by  D.W.R. 
.Use — Domestic.  Depth — 300  feet.  Casing — 12  inches, 

Other  numbers— Hardint?  227. 


5S1W1B  Continued 


505 


Dist.R.P. 

Dist.R.P. 

Dist.R.P; 

to  water 

to  wiater 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1941 

Oct. 

10 

39.6 

Jan. 

19 

22.4 

Jan.  14 

a    55.5 

Oct. 

19 

39.7 

Feb. 

3 

19.8 

Oct. 

31 

38.4 

Feb. 

23 

15.7 

1942 

Nov. 

7 

38.8 

Mar. 

13 

14.2 

Nov. 

22 

37.9 

Mar. 

31 

13.5 

Jan.   7 

a    38.6 

Dec. 

30 

30.2 

May 

June 

July 

July 

Aug. 

Sep. 

Sep. 

Oct. 

Nov. 

23 
12 

1 
20 
14 

5 
29 
19 

6 

14.0 
13.3 
15.5 
18.2 
24.0 
25.5 
29.0 
27.6 
25.7 

a  Measurement  from  Metropolitan  Water  District. 
Measurements  from  Division  of  Water  Resources  except  &i 


noted. 


5S1W2A 


MAP  10 
HOWARD  ROSr,  COLTAOT 


S.V.  87 


Location — 300  feet  south  and  900  feet  east  of  north  quarter  corner  of 

Section  2,  45  feet  west  of  Hewitt  Stre^et  and  100  feet  north  of  Rose 

Lane. 
Reference  point — (a)  Top  of  square  hole  in  north  side  of  casing,  0.2 

foot  below  ground  through  November  6,  1922;  then  (b)  bottom  of  pump 

base  0.3  foot  above  concrete  floor  at  ground. 
Elevation  of  reference  point — (a)  1582.2;  (b)  1502.4;  from  levels  by 

D.W.R. 
Use — Irrigation  and  domestic.  Depth — 369  feet.        Casing — 12  inches. 
Other  numbers — Harding  211,  Owner  Plant  #4. 


Date 


1921 


Dist.R.P, 

to  water 

surface , 

Feet 


Date 


1922 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1922  Cont'd, 


Oct.  19 

37.1 

Jan.  19 

32.0 

May   8 

29.6 

Oct.  31 

36.4 

Feb,   3 

31.0 

July  1 

31.7 

Nov.   7 

36.3 

Feb.  23 

29.8 

Sep.  12 

37.0 

Nov.  22 

35.7 

Mar.  14 

29.1 

S"p.  29 

35.5 

Dec.   9 

35.3 

Mar.  31 

28.4 

Oct.  19 

33.5 

Dec.  30 

33.8 

Apr.  18 

28.0 

Nov .   5 

31.3 

306 


5S1W2A  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1937 

1938 

1941 

Feb.   2 

a 

73.8 

Nov.  29 

a 

51.0 

Jan.  14 

a 

52.1 

Mar.  29 

a 

72.7 

June  22 

a 

69.9 

1940 

1942 

Oct.   7 

a 

64.4 

June  27 

__a 

55.6 

Jan.   7 

a 

41.8 

a  Measurement  from  Metropolitan  V/ater  District. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 


MAP  10 


5S1W2B 


S.V.  153 


Location — 600  feet  north  and  700  fe^t  west  of  east  quarter  corner  of 
Section  2.  On  west  side  of  Vienna  Street,  600  feet  north  of  Washing- 
ton Avenue. 

Reference  point — Top  of  casinf-,  0.5  foot  ?bove  rround. 

Elevation  of  reference  point--] 601.8,  fror  levels  by  D.W.R. 

Use—Not  used.  Depth — 280  feet.  Casinc— 10  inches. 

Other  numbers--Harding  219, 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 
to  water 
surface. 
Feet 


1921 


1922 


1927 


Nov.  18 

54.3 

Jan. 

20 

50.9 

July  11 

50. e 

Dec.  9 

53.5 

Feb. 

3 

49.9 

Dec,  29 

52.4 

Feb. 
Mar. 

23 
14 

48.6 
47.5 

1940 

Mar. 

31 

46.7 

Jan.  2 

58.0 

Apr. 

18 

46.0 

May 

8 

46.9 

1941 

June 

12 

48.2 

July 

1 

47.6 

Jan.  14 

a 

71.4 

July 

20 

48,4 

Apr.  16 

a 

69.4 

•  ' 

Aug. 

14 

49.3 

May  15 

a 

54.8 

Sep. 

5 

51.5 

June  19 

e 

63.7 

Sep, 

29 

51.5 

July  15 

a 

54.4 

Oct. 

19 

51.0 

Nov. 

6 

50.2 

a  Measurement  from  K»jtropolitan  V.'eter  District. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 


¥AF   10 


307 


5S1W2I 


J.  A.  DARGAR 


P-8R 


Location — 1200  feet  east  and  1400  feet  nortb  of  southwest  corner  of 
Section  2,  100  feet  west  of  San  Jacinto  Avenue,  one  mile  north  of 
Florida  Avenue. 

Reference  point — Top  of  casing,  0.8  foot  above  ground. 

Elevation  of  reference  point — 1584.9,  from  levels  by  D.W.R. 

Use — Domestic.  Depth — 140  feet.  Casing — 7  inches. 

Other  numbers— Harding  214,  VJaring  118,  U.S.G.S.  83A. 


Dist.R.P. 
to  water 
surface, 

Dist.R.P. 
to  water 
surface. 

Dist.R.P. 
to  water 
surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1905 

1911 

1918 

Nov.  10 

57.3 

Jan.  5 

55.8 

May   4 

56,7 

Dec.  22 

a    50.2 

1912 

Oct.  12 

55.2 

1906 

May  28 

55.9 

1919 

Jan.  30 

58.0 

July  29 

55.0 

May  11 

57.2 

Mar.  17 

a    56.9 

Oct.  18 

54.7 

Oct.  12 

57.4 

May  11 

a    64.7 

Aug.   3 

68.2 

1913 

1920 

Sep.  26 

58.1 

Dec.  20 

57.9 

Oct.  18 

57.3 

May  18 
Oct.  13 

57.1 
57.9 

1907 

1914 

1921 

May  18 

57.2 

Feb.   5 

55.5 

Aug.  30 

62.8 

Apr.  17 

55.9 

Feb.  10 

57.7 

Dec.  31 

57.2 

June  25 

55.5 

May  13 

58.2 

Aug.  14 

57.0 

Nov.  18 

b 

59.2 

1908 

Nov.  21 

55.5 

Dec.   9 
Dec.  29 

b 
b 

59.2 
59.1 

Apr.  22 

57.2 

1915 

June  24 

57.2 

1922 

Oct.  15 

57.4 

May  23 

55.6 

Dec.  29 

57.2 

Oct.  31 

56.5 

Jan,  20 
Feb.   3 

b 
b 

59.0 
58.8 

1909 

1915 

Feb.  23 
Mar.  14 

b 
b 

58.4 
58.2 

Apr.   3 

57.1 

Aug.   1 

56,4 

Mar.  31 

b 

58.0 

July  11 

a    58.0 

Nov.  15 

56.0 

Apr.   7 

58.0 

Oct.  14 

57.0 

Apr.  18 

b 

57.8 

1917 

May   8 

b 

57.8 

1910 

May  11 

57,8 

May  20 

55.5 

May  23 

b 

57.8 

Feb.   3 

56.3 

Nov.  25 

55,5 

June  12 

b 

58.0 

Aug,  11 

55.9 

July  1 

b 

58.0 

3oe 


5S1W2I  Continued 


Dist.R.P 

to  water 

surface, 

Date 

Feet 

1922  Com 

;'d. 

July  20 

b 

58.8 

Auf7.  2 

58.3 

Sep.  5 

b 

58.4 

Sep.  29 

b 

58.5 

Oct.  19 

b 

58.6 

Oct.  27 

58.7 

Nov.   6 

b 

58.5 

Date 

DiPt.R.P. 

to  water 

surface. 

Feet 

1924 

Feb.  25 

Aup;.  26 

59.3 
c 

1940 

Feb.  21 
May  10 
Aniz .  3 


73.6 
73,8 
74.0 


1923 


Date 

1941 

Jan.  15 

Mar.  7 

May  22 

Aug,  20 

Nov.  7 

1942 

Feb.  25 


Dist.R.P. 

to  water 

surface, 

Feet 


73.7 
73.5 
73.4 
73.2 
72.9 


72.4 


Feb.  26 
June  6 
Sep.  17 
Dec.   6 


58.2 
58.7 
59.3 

59.5 


a  Pumping. 

b  Measurement  from  Division  of  Water  Resources. 

c  Sealed  with  concrete. 

Measurements  from  United  States  Geolopical  Survey  except  as  noted. 


I.!AP  10 


5S1W3A 


S.V.  155 


Location — 50  feet  south  and  800  feet  east  of  north  quarter  corner  of 
Section  3.  South  side  of  Esplanade,  775  feet  «8st  of  State  Street. 

Reference  point — Top  of  casing,  0.6  foot  above  (ground,  0.3  foot  below 
pur.p  base. 

Elevation  of  reference  point~1546.6,  from  M.W.D. 

Use— Domestic,  Depth —  Casing — 5  Inches. 


Dist.R.P. 

Dist.R.P 

to  water 

to  water 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

1940 

1941 

in.  3 

9.1 

Jan.  15 

12.4 

Apr.  15 

6.7 

May  15 

5.8 

July  18 

10.2 

Date 


Dist.R.P. 

to  water 

surface , 

Feet 


Measurements  from  Metropolitan  'Aater  District. 


309 


5S1W3B 


TAP   10 


C.    A.   FEIIDRIX 


S.V.    220 


1 


Location — About   800   feet  west   and   500  feet   south  of  northeast   corner  of 

Section  3,    one-elshth  iriile   south  of  Esplanade  Avenue. 
Reference   point--Top  of   casinp,    0.4  foot   above   ground. 
Elevation  of  reference  point — 1549.0,    from  levels  by  D.W.R. 
Use — Irrigation.  Depth — 190  feet.  Casing — 7  inches, 

Other  nuinbers--Hardinff  218. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Diite 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1927 

Oct.  31 

4.3 

Jfin. 

3 

1.9 

July  11 

8.1 

Nov.   8 

4.8 

Jan. 

25 

0.4 

Nov.  23 

4.2 

Feb. 

15 

Flowing 

Dec.  12 

3.7 

Feb. 
.  Mar. 
Apr. 
Apr. 
May 
May 
June 

AUfT. 

Sep. 
Oct.- 
Nov. 

22 

15 

3 

19 

10 

30 

19 

4 

19 

16 

7 

+1.1 

+1.8 

+2,4 

+2.6 

Flo-wing 
II 

a     1.6 
2.8 
3.5 
2.4 

0.1 

a  May  have  been  pumping. 

Measurements  from  Division  of  "Jater  Resources. 


MAP  10 


5S1W3C 


P-83 


Location — 250  feet  north  and  50  feet  west  of  centrr  of  Section  3,  west 

side  of  Stats  Street,  half  way  up  escarpment. 
Reference  point — Top  of  casin.-j,  0.6  foot  above  ground. 
Elevation  of  reference  point — 1549,6,  from  levels  by  D.W.R. 
Use— Not  used.             Depth— 130  feet.          Casing— 10  inches. 
Other  numbers --Harding  307A. . 


CIJ 


Date 


1922 


Dlst.R.P. 
to  water 
surface, 
Feet 


May 

30 

a 

24.8 

Juie 

19 

a 

24.8 

July 

10 

a 

24.8 

Aug. 

4 

a 

24.6 

Auff. 

30 

a 

24.5 

Sen. 

19 

a 

24.4 

Oct. 

15 

a 

24.4 

Nov. 

7 

a 

24.4 

5S17.'3C  Continued 

Dlst.R.P. 
to  water 
surface, 
Date      Feet 

1940 


Jan.  3 
Jan.  15 

1941 

Jan.  20 
Apr,  15 
May  15 
June  19 


66.1 

55.6 


56.7 
65.5 
65.2 
67.1 


Dlst.R.P 

to  V9ater 

surface, 

Date 

Feet 

1941  Cont'd. 

July  18 

69.6 

Sep.  10 

58.2 

Oct.   7 

58.8 

Nov.  11 

66.5 

Dec.  12 

65.8 

1942 

Jan.  14 

65.3 

a  ..Icasurement  from  Division  of  V.'ater  Rr-sources. 

I'eaFureitients  from  Metropolitan  VJater  District  except  cs  noted. 


rjy?  10 


5S1W4A 


J.  C.  iMILLER 


P-13 


Location — 400  feet  south  and  400  feet  west  of  north  quarter  corner  of 

Section  4. 
Reference  point--(e)  Top  of  concrete  pit,  0,2  foot  above  around  through 

December  18,  1925;  then  (b)  bottom  of  pur.n  base,  0.3  foot  above  ground. 
Elevation  of  reference  point — (a)  1538.7;  (b)  1538.8;  from  levels  by 

D.W.R, 
Use — Irrigation  and  domestic.  Depth — 140  feet.  Casing — 4  feet  diameter 

dug  to  30  feet.  Drilled  110  feet  below  pit  bottom. 
Other  numbers — Hardinf  254, 


Dlst.R.P. 

Dlst.R.P. 

Dlst.R.P. 

to  water 

to  water 

to  water 

surface. 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

192? 

1922  Cont'd. 

Oct.  17 

35.8 

Jan. 

3 

32.8 

June  19 

38.0 

Oct.  26 

35.1 

Jan. 

25 

32.2 

July  10 

37.2 

Nov.   7 

35.4 

Feb. 

15 

31.4 

Aug.   4 

38.5 

Nov.  23 

35.7 

Mar . 

15 

30.8 

k\Xff.    30 

40.4 

Dec,  12 

34.1 

Apr. 

3 

30.7 

Sep.  19 

40.7 

Apr. 

19 

32.2 

Oct.  15 

35.0 

May 

10 

34.9 

Nov.   7 

33.9 

May 

30 

37.0 

?11 


C£r\"4A  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  ivater 

to  vater 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1924 

1937 

1939 

Dec.  11 

;35.0 

Feb.   5 

a 

61.5 

Mar.  21 

a 

64.1 

Mar.  29 

a 

60.8 

July  20 

a 

72.3 

1925 

June  £3 

a 

69.0 

Oct.  28 

a 

68.5 

1940 

Dec.  18 

37.1 

1938 

Jan.  12 

p 

53.0 

Apr.  12 

a 

65.0 

1941 

July  27 

a 

70.0 

Nov.  28 

a 

64.5 

Jan.  20 

a 

54.2 

a  Measurement  from  Metropolitan  Water  District. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 


5SrAi4B 


Mu?>P  10 
BRUCE 


P-14 


Location — 1300  feet  south  and  50  feet  west  of  northeast  corner  of  Section 

4,  on  west  side  of  Palm,  one-fourth  mile  south  of  Esplanade  Avenue. 
Reference  point — Top  of  curb  above  well. 

Elevation  of  reference  point--1548.8,  from  levels  by  D.''.'.R. 
Use — Abandoned.  Depth — 223  feet.  Casing — 14  inches. 

Other  numbers — ^Hardinf?  258. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Da- 

te 

Feet 

Date 

Feet 

1921 

1922  Cont'd. 

1940 

Oct.  17 

41.4 

Apr. 

3 

37.0 

Jan.   5 

a 

72.0 

Oct.  26 

40.7 

Apr. 

19 

38.4 

Jan.  12 

a 

71.7 

Nov.   8 

40.9 

May 

10 

40.4 

Nov.  23 

40.9 

May 

30 

42.2 

1941 

Dec.  12 

39.9 

June 

19 

42.9 

July 

10 

42.2 

Jan.  20 

a 

71.4 

1922 

Aucr. 

4 

43.2 

Aup:. 

30 

44.6 

1942 

Jan.   3 

39.0 

Sep. 

19 

45.0 

Jan.  25 

38.5 

Oct. 

15 

40.7 

Jan.  14 

b 

Feb.  15 

37.8 

Nov. 

n 

39.6 

Mar.  15 

37.2 

a  Measurement  from  Metropolitan  Water  District. 

b  Pit  filled  with  dirt. 

Measurements  from  Division  of  V/ater  Resources  except  as  noted. 


I 


oxe. 


5flV;4C 


MA?  10 
C.  E.  BOPf.T 


P-21 


Loc&tion — 1400  feet  south  an^l  100  feet  west  of  center  of  Section  4.  At 
southwest  corripr  of  Frultvale  and  Lyon  Avenues. 

Reference  point — (a)  Top  of  cpsinfr,  2.7  feet  above  unround  through  Decem- 
ber 18,  1925;  then  (b)  top  of  casin,'?  in  pit  32.5  feet  belov;  /?round. 

Elevation  of  reference  point — (a)  1546.1;  (b)  1510.9;  from  levels  by 
D.W.R. 

Use — Donestic.  Depth — 200  feet.  Cesinf? — 7  inches. 

Other  numbers — Herding  259. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P, 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922  C 

oni 

'd. 

1935 

Oct.  17 

35.3 

June  19 

at 

41.7 

Dec.  21 

c 

34.2 

Oct.  26 

oO  ■  %j 

July  10 

b 

38.2 

Nov.  8 

35.6 

Aug.   4 

b 

39.0 

1937 

Nov.  23 

35.6 

Aug.  30 

b 

41.1 

Dec.  12 

34.5 

Sep.  19 
Oct,  16 

a 

40.5 
38.9 

June  22 

c 

41.5 

1922 

Nov .   7 

35.1 

1938 

Jan.  3 

33.5 

1924 

Apr.  12 

c 

39,7 

Jan.  25 

32.9 

July  27 

c 

42.8 

Feb.  15 

32.3 

Dec.  11 

37.0 

Nov.  28 

c 

37.0 

Mar.  16 

31.7 

Apr.   3 

31.6 

1925 

1939 

Apr.  19 

32.4 

May  10 

35.5 

Dec.  18 

39.0 

Mar.  21 

c 

36.8 

May  30 

a    4-0.4 

July  20 

c 

42.5 

a  Pumping  lifht. 

b  Pumping  one-half  mile  south. 

c  Measurement  from  Metropolitan  Vj'ater  District. 

Measurements  from  Division  of  Water  Resoiirces  except  as  noted. 


MAP  10 


5S1W4D 


C0LI.raS,    DAVIS  WJD  HOAR 


P-40 


Location — 1450  feet  east  and  700  feet  south  of  west  quarter  corner  of 
Section  4,  550_+feet  north  of  Fruitvale  Avenue  and  1450  feet  east  of 
Kirby  Avenue . 
Reference  point — Base  of  pump,  0,2  foot  above  ground. 
Elevation  of  reference  point — 1538,0,  interpolated  by  M.V.'.D. 
Use — Irrigation.           Depth — 454  feet.          Casing — 
Other  ntimbers — Harding  L-29. 


Z13 


5S1VJ4D  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.-R.P, 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Y'-et 

Date 

Feet 

1937 

1939 

1941 

Feb.   5 

61.8 

July  20 

81.5 

Jan.  20 

56.8 

Mar.  ?.5 

61.0 

1940 

1942 

1938 

Jan.  12 

65.0 

Jan.  15 

65.4 

Jan.  18 

64.1 

Apr.  12 

79.3 

July  S7 

86,3 

Nov.  28 

67.9 

Measurements  from  Metropolitan  Water  District. 


Iv!AP  10 


5S1W5A 


R.  L.  UPAWORD 


P-18 


Location — 1150  feet  south  end  700  feet  west  of  center  of  Section  5, 

125  feet  north  of  Fruitvale  Avenue,  500  feet  v.'est  of  Sanderson  Avenue, 
northwest  of  Hemet. 

Reference  point — Top  of  cesinpr,  1.5  feet  above  ground. 

Elevation  of  reference  point — 1520.8,  from  levels  by  D.VJ.R. 

Use — Domestic  and  stock.    Depth — 200  feet.  Casing — 7  inches. 

Other  numbers — Hardina;  262. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface. 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1922  Cont'd. 

Oct.  17 

14.7 

Jan.   4 

12,7 

June  19 

12.4 

Oct.  26 

14.8 

Jan.  23 

11.9 

July  10 

12.8 

Nov.   8 

14.8 

Feb.  14 

10.2 

Aug.   4 

13.4 

Nov.  25 

a    16.9 

Mar.  15 

9.8 

Aug.  30 

14.6 

Dec^  12 

14.9 

Apr.   3 

9.9 

Sep.  19 

14.8 

Apr.  13 

10.2 

Oct.  16 

a 

21.0 

May  10 

a    14.7 

Nov.   6 

13.9 

May  29 

12.1 

aj.* 


5S1V:5A  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1924 

1937 

1939 

Oct.   8 

16.3 

Mar.  25 

b 

37.7 

Mar.  20 

ab 

40.2 

June  23 

b 

37.8 

July  20 

ab 

37.4 

1925 

Oct.  8 

b 

39.0 

1940 

Dec.   5 

17.2 

1938 

Jan.  12 

b 

36.7 

1936 

Jan.  18 
Apr.  12 

b 

b 

75.7 
33.6 

1941 

Nov .   3 

b 

39.2 

July  27 

ab 

1   40.4 

Dec.  21 

b 

38.5 

Nov.  28 

ab 

42.5 

Jan.  20 

1942 
Jan.  15 

ab 

b 

38.1 
36.5 

a  Pumping. 

b  Lleasurement  from  Metropolitan  Water  District. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 


I^IAP  10 


5S1VJ5B 


T.  F.  CAL-LOWAY 


P-59 


Location — 1500  feet  south,  50  feet  west  of  northeast  corner  of  Section  5. 

At  west  side  of  Firby  Road,  one -fourth  mile  south  of  Esplanade  Avenue. 
Reference  point — (a)  Air  gage  at  ground  through  Au^st  27,  1941;  then 

(b)  bottom  of  pump  frame,  0,2  foot  above  rround. 
Elevation  of  reference  point — (a)  1528.0;  (b)  1528.2;  interpolated  by 

IJ.W.D, 
Use — Irrigation  and  domestic.   Depth — Casing — 12  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1937 

1939 

1941 

July  9 

a   105.3 

July  25 

67.0 

Kar.  18 
Au<r.  27 

54.8 
69.2 

1938 

1940 

1942 

Jan.  18 

54.0 

Jan.  12 

54.5 

July  27 

69.4 

Feb.  28 

56.6 

J-^n.  14 

54.0 

Nov.  28 

57.8 

a  Pumping. 

Measurements  from  Itetropolltan  Water  District. 


315 


5S1W5C 


I'AP  10 


M.  A.  FERRY 


P-50 


Location — 100  feet  north  and  80  feet  west  of  southeast  corner  of  Section 
5.  lest  side  of  Kirby  Road  between  Fruitvale  and  Menlo  Avenues. 

Reference  point — Plugged  hole  in  top  of  discharge  pipe,  1.3  feet  above 
ground . 

Elevation  of  reference  point — 1535.8,  interpolated  by  M.W.D. 

Use — ^Not  used.  Depth — 700+  feet.         Casing — 12  inches. 

Other  numbers --Harding  L-l'i. 


Dist.R.P. 

Dist.R.P, 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Dc>te 

Feet 

Date 

Feet 

Date 

Feet 

1937 

1940 

1942 

July  9 

112.7 

Jan.  12 

57.5 

Jan.  16 

65.5 

July  28 

106,2 

Feb.  28 

65.1 

Feb.  10 

66.1 

Oct.  8 

111.3 

Aufi-.  14 

114.6 

Apr.   7 

91.4 

1938 


1941 


Jan.  18 

67.2 

Jan.  15 

58.7 

Mar.  31- 

69.4 

Mar.  16 

65.8 

Nov.  28 

81.4 

Apr.  15 

65.1 

May  15 

78.7 

19S9 

June  20 

95.5 

July  18 

98.6 

Mar.  20 

79.4 

Aug.  27 

101.1 

Oct.   7 

105.4 

Nov.  14 

75.5 

Dec.  12 

70.2 

Measurements  from  lietropolitan  Vifater  District, 


MAP  10 


5S1W7A 


E.  T.  GILHORE 


P-56A 


Location — 120  feet  south  and  115  feet  west  of  center  of  Section  7.  At 

the  west  end  of  Dt-vonshire  Avenue,  one  r:ile  west  of  Sanderson  Avenue, 
Reference  point — Top  of  casing  at  ground. 
Elevation  of  reference  point — 1505,  from  M.W.D.  estinate. 
Use — Not  used.  Depth —  Casing — 12  inches. 


Ub 


5S1W7A  Contlmied 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surfsce, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1938 

1940 

1941 

Jan.  18 

28.0 

Jan.  12 

28.0 

July  18 

26.9 

Har.  31 

27.0 

Feb.  28 

27.8 

Aug.  27 

27.1 

July  27 

27.5 

Aug.  14 

28.9 

Oct.   7 

27.5 

Nov.  28 

28.1 

Nov.  14 

27.4 

1941 

Dec.  12 

27.3 

1939 

Jan.  15 

28.3 

1942 

Mar.  20 

27.1 

Mar.  18 

27.0 

July  25 

27.2 

Apr.  15 
May  15 
June  20 

27.0 
26.0 
22.7 

Jan.  15 

27.0 

Measurements  from  Metropolitan  Water  District. 


MAP  10 


5S1W7B 


P-184 


Location — 1400  feet  east  and  1050  feet  north  of  the  west  quarter  corner 

of  Section  7. 
Reference  point — Top  of  casing,  0.7  foot  above  sround. 
Elevation  of  reference  point — 1510.7,  estimated  by  M.VJ.D. 
Use — ^Domestic.  Depth — 120+  feet.        Casing — 10  inches. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1941 

1942 

Jan.  27 

?0.5 

Jan.  15 

28.0 

Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurements  from  Metropolitan  »Veter  District. 


?17 


MAP  10 


5S1W7C 


P-188 


Location--100  feet  west  and  1150  feet  north  of  the  eouth  quarter  corner 
of  Section  7,  50  feet  west  of  Llyers  Street  and  1300  feet  north  of  State 
Highway . 

Reference  point — Top  of  casing,  0.5  foot  above  ground. 

Elevation  of  reference  point — 1505.5,  estimated  by  LI.W.D. 

Use — Not  used.  Depth —  Casing--14  inches. 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


Date 


Dist.R.P, 
to  water 
surface, 
Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 


1942 


Jan.  27 


29.7 


Jan.  16 


28.0 


Measurements  from  Metropolitan  Water  District, 


IIAP  10 


5S1WBA 


C.  C.  MEYERS 


P-55 


Location--25  -^eet  south  and  1500  feet  west  of  center  of  Section  6,  south 

side  of  Devonshire  Avenue,  1500  feet  west  of  Sanderson  Avenue. 
Reference  point  —  (a)  Top  of  caeiaf;^  or  top  of  iron  pit,  0.6  foot  above 

ground  through  November  7,  1922;  then  (b)  top  of  casing  in  pit  1.0 

foot  below  ground. 
Elevation  of  reference  point--{a)  1514.6;  (b)  1513.0  from  levels  by 

D.W.R. 
Use — Not  used.  Depth--550j^  feet.         Casing--15  inches. 

Other  numbers--Harding  281. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1922  Cont'd. 

Oct.  20 

14.1 

Jan.   4 

11.1 

June  19 

13.1 

Oct.  27 

13.5 

Jan.  23 

10,9 

July  10 

15.2 

Nov.   8 

14.6 

Feb.  15 

10.5 

Au3.      4 

14.3 

Nov.  23 

13.9 

Mar.  15 

7.5 

Axis.    30 

15.0 

Dec.  12 

13.6 

Apr.   3 

7.4 

Sep.  19 

15.9 

Apr.  19 

8.5 

Oct.  15 

15.4 

May  10 

10.7 

Nov.   7 

15.5 

May  29 

13.1 

;i8 


Date 


1937 


Dist.R.P. 

to  water 

surface, 

Feet 


July  9  a 
July  28  a 
Oct.  e  a 


38.9 
38.6 
42.1 


5S1V;PA  Coatimied 


Dist.R.P. 

Dist.R.P. 

to  v.ater 

to  water 

surfece, 

surface, 

Date 

Feet 

Date 

Feet 

1938 

1939 

Jan.  18 

a 

35.6 

liar,  20 

ab 

Mar.  31 

a 

33.5 

July  27 

a 

39.1 

Nov.  28 

a 

37.2 

a  Measurement  from  Letropoliten  Water  District. 

b  Covered  with  rocks. 

Lleasurenents  from  Division  of  7/ater  Resources  except  as  noted. 


IIA?  10 


5S1W8B 


BLAIN 


?-°7 


Location — 100  feet  east  and  100  feet  south  of  northwest  corner  of  Section 
8,  at  southeast  corner  of  llenlo  and  Cawston  Avenues,  northwest  of  Hemet. 
Reference  point — Top  of  casing  at  ground. 

Elevation  of  reference  point — 1512.5,  fror.  levels  by  D.V.'.R, 
Use — Domestic.  Depth — 121  feet.  Casing — 4  inches. 

Other  numbers — Harding  284. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922  Cont'd. 

1940 

Oct.  20 

10,4 

Apr.  3 

4.2 

Jan.  12 

ab   32 . 5 

Oct,  27 

10.1 

Apr.  19 

4.4 

Nov.   8 

10.0 

May  10 

6.6 

1941 

Nov.  25 

10.3 

Hay  29 

7.8 

Dec.  12 

9.9 

June  19 

S.9 

Jan.  20 

a    32.5 

July  10 

9.4 

Apr,  15 

a    31.5 

1922 

Aug,   4 

9.9 

Aug.  30 

10.9 

1942 

Jan,  4 

7.8 

Sep.  19 

11.5 

Jan.  23 

6.7 

Oct.  15 

10.6 

Jan.  15 

a    31.1 

Feb.  15 

5.1 

!:ov.   7 

9.6 

l.:ar.  15 

4.2 

a  Measurement  from  Metropolitan  '"ater  District. 

b  Pumping. 

Measurements  from  Division  of  Water  Resources  eyceRt  as  noted. 


319 


VI^   10 


5Siwec 


P-163 


Location — 1450  feet  west  and  120  feet  south  of  the  east  quarter  corner 
of  Section  8,  1450  feet  west  of  Kirby  Avenue  and  100  feet  south  of 
Devonshire  Avenue. 

Reference  point — Top  of  casing,  0.9  foot  above  ground. 

Elevation  of  reference  point — 1533.9,  estimated  by  M.VJ.D. 

Use — Abandoned.  Depth —  Casins- — 10  inches, 


Date 


Dist.R.F. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 


1942 


Jan.  27 


62.1 


Jan.  15 


50.8 


Measurements  from  KetroT)olitan  Water  District. 


5S1W9A 


MAP  10 
L.  D.  HOLTC 


P-38 


Location — 1050  feet  north  and  1050  feet  east  of  west  quarter  corner  of 

Section  9, 
Reference  point — Top  of  casinpr  at  ground. 

Elevation  of  reference  point--1542.0,  interpolated  by  M.'ff.D. 
Use--Irrigation.  Depth--  Casinfr — 12  inches. 


Dist.R.P, 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1937 

1939 

1941 

Feb.   5 

58.1 

Mar.  20 

82.9 

Jan.  23 

73.4 

Mar.  26 

66.8 

July  20 

104.3 

1942 

1938 

1940 

Jan.  15 

72.0 

Jan.  18 

71.4 

Jan.   5 

73.5 

Nov.  28 

85.9 

Jan.   8 
Jan.  12 

72.8 
72.6 

Measurements  from  Metropolitan  Water  District, 


3Z0 


5S1W9B 


MAP  10 
OWEN  BRUBAKER 


P-42 


Location — 900  feet  south  and  100  feet  vest  of  center  of  Section  9. 
Reference  point — Bottom  of  pur.p  bese  at  south  side  at  around. 
Elevation  of  reference  point — 1555,  interpolated  by  M.W.D. 
Use — Irrigation  and  domestic.  Depth — 400+  feet.      Casin<? — 12  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1937 

1939 

1941 

Feb.  5 

80.7 

July  20 

99.4 

Apr.  16 

84.5 

Mar.  26 

79.7 

1940 

1942 

1938 

Jan.  5 

85.3 

Jan.  16 

85.1 

Jan.  18 

82.8 

Nov.  28 

87.7 

Measurements  from  Metropolitan  'Veter  District, 


5S1W9C 


llAP   10 
OARRIGAN 


P-103 


Location — 700  feet  west  and  460  feet  north  of  south  quarter  corner  of 
Section  9,  200  feet  south  of  Florida  Avenue,  700  feet  west  of  Lyons 
Avenue. 

Reference  point--Cut  top  of  4  inch  block  on  casing,  0.9  foot  above  cround. 

Elevation  of  reference  point — l[i49.1,  fror  levels  by  D.VJ.R. 

Use --Abandoned.  Depth  —  75  feet.  Casinp; — 7  inches. 

Other  numbers — Harding  265,  Waring  114,  U.S.G.S.  62. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1904 

1905 

1905  Cont'd. 

Mar.  14 

33.0 

Jan.  14 

33.4 

."^une  20 

wO  •  c» 

Dec.  15 

33.2 

Feb.  23 

33.2 

July  23 

33.1 

liar.  25 

33.1 

Aug.  19 

34.0 

Apr.  18 

53.1 

Sep.  23 

33.5 

Lay  18 

33.0 

Nov.  10 

33,0 

■21 


531W9C 

Continued 

Dist.R.F. 

Dist.R.P. 

Dist.R.P 

to  vater 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1906 

1913 

1921 

Jan.  30 

32.8 

Oct.  18 

31.5 

Feb.  10 

31.5 

Mar.  17 

32,4 

May  13 

33.4 

May  18 

32.8 

1914 

July  25 

34.7 

June  29 

32.5 

Oct.  10 

33.8 

Aug.  4 

32.7 

Feb .   2 

30,5 

Sep.  27 

32.6 

Apr.  17 

30,7 

1922 

Dec.  20 

32.5 

June  25 

30,8 

Aug.  14 

31,1 

May  22 

32.4 

1907 

Nov.  21 

30.9 

Aug,   2 
Oct.  27 

32.8 
33.3 

Feb.  13 

32.0 

1915 

May  18 

32.5 

1923 

Aug.  31 

32.5 

May  21 

31.2 

Dec.  31 

31.8 

Oct,  31 

31.0 

Feb.  25 
June   5 

52.4 
34.2 

1908 

1915 

Dec.   5 

34.3 

Apr,  23 

31.9 

May   6 

29.9 

1924 

June  25 

31.7 

Aur;.   7 

30.3 

Oct.  15 

31.1 

Nov.  15 

29.8 

Feb.  26 

35.2 

Dec.  28 

31.7 

1917 

Aug.  25 

a    37.2 

1909 

Nov.  25 

31.0 

1934 

Apr.   2 

31.6 

Feb.   6 

51.3 

July  11 

31.5 

1918 

Dee.   4 

64.5 

Oct.  14 

31.3 

May   4 

a    31.4 

1935 

1910 

Oct.  12 

a    39.7 

Feb.  26 

72.5 

Feb,   3 

31.2 

1919 

May   7 

71.1 

Aug.  11 

31.1 

Aug.  6 

67.4 

May  11 

30.1 

Nov,   4 

73.5 

1911 

Oct.  12 

31.4 

1935 

Jan.   5 

30.8 

1920 

Feb.   7 

72.8 

1912 

May  18 

31.5 

May  13 

58.7 

Oct.  15 

32.7 

Aug.  12 

70.5 

May  28 

32.2 

Nov.  23 

70.0 

July  30 

30,5 

Oct.  18 

34,2 

32:.' 


5S1W9C  Continupd 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dfst.^.?. 

to  water 

surface, 

Feet 


1937 


1958 


1939 


Feb.  3 

69.0 

Feb.  23 

70,1 

Feb.  14 

73.6 

May   7 

68.9 

May   4 

70.2 

May  31  b 

Sep.  15 

71.7 

Oct.  25 

72.6 

Nov.  19 

71.5 

a  Pumping. 

b  Destroyed. 

Measurements  from  United  States  Geolop^ical  Survey. 


liAP  10 


5SrW9D 


MR.  SMYRES 


P-139 


Location — 50  feet  west  and  4-60  feet  south  of  south  tiuarter  corner  of  Sec- 
tion 9,  200  feet  south  and  50  feet  west  of  intersection  of  Lyon  Avenue 
and  Florida  Avenue. 

Reference  point — Top  of  cacin.^,  2.0  feet  above  around. 

Elevation  of  reference  r;oint — 1556.8,  from  levels  by  D.V.'.R. 

Use — ^Domestic.  Depth — 97  feet.  Casin- — 7  inches. 

Other  numbers—Harding  389,  U.S.G.S.  828. 


' 

Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

f  ' 

to  water 

to  water 

to  water 

1 

* 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

f,                          1914 

1917 

1920 

I         Nov.  21 

38.1 

May  19 

36.9 

May  18 

39.8 

Nov.  25 

37.4 

Oct.  16 

41.2 

1 

•          1915 

1918 

1921 

H 

May  21 

40.0 

1 

Oct.  31 

38.4 

May   4 

b    39.4 

Feb.  10 

39.5 

1 

Oct.  12 

43.4 

May  13 

42.1 

1916 

1919 

July  25 
Oct.  10 

42.9 
52.4 

May   6 

37.4 

" 

Nov.  15 

a    38.8 

May  11 

38.5 

1 
1 

Oct.  12 

39.9 

I 


'y.O'^, 


5S1W9D  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.l 

to  water 

to  watei' 

to  watei 

surface, 

surface, 

surface 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1922 

1925 

1928 

Apr.   7 

40.1 

Mar.  12 

46.9 

Feb.  21 

50 : 9 

May  22 

41.3 

May  26 

48.2 

May  22 

55.7 

Aug.   2 

42.2 

Aug,  25 

50.0 

Aug .  15 

57.9 

Oct.  27 

42.5 

Nov.   3 

48.2 

1929 

1923 

1925 

I'ay   1 

57.5 

Feb.  26 

40.7 

May  13 

49.9 

Sep.   7 

c    61.4 

June  3 

43.4 

Oct,  27 

53.6 

Sep.  17 

44.1 

1930 

" 

Dec.   5 

43.0 

1927 

Mar .   4 

a    51.5 

1924 

June  24 

51.8 

May  21 

61.0 

Aui-r .  30 

53.2 

July  31 

d    64.1 

Feb.  25 

43.4 

Oct.  17 

53.8 

Dec.   4 

63.2 

Aug.  26 

46.6 

1931 


liar . 

4 

62.7 

June 

12 

5S.8 

Aus. 

26 

e 

a  Pumping. 

b  Had  been  pumping. 

c  Pumping  3/8ths  mile  north;  puir.ping  1^?  hours  before. 

d  Pumping  v»ell  to  north. 

e  Plugged. 

Measurements  from  United  States  Geolo.<?ical  Survey, 


i 


IIAP  10 
,  .5S1W10A  HEfET  PACKING  COlTJilJY  P-200 

Location — 550  feet  east  and  250  feet  south  of  the  north  quarter  corner 
Section  10,  550  feet  east  of  State  Street  and  250  feet  south  of  Menlo 
Avenue,  north  of  Plemet. 

Reference  point — Hole  in  south  side  of  casing  at  ground. 

Elevation  of  reference  point — 1581. 0,  estinated  by  U.V7.D. 

Use — Not  used.  Depth —  Casinff — 


Dist.R.P. 
to  water 
surface, 
Date      Feet 


Dist.R.P. 

Dist.R.P 

to  water 

to  water 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

1941 

1942 

Feb.  28 

111.0 

Jan.  16 

110.  S 

Measurements  from  Metropolitan  Water  District. 


MA?  10 

5S1W1CB        FRUITVALE  triTTUAL  V.'AT1=R  COIPANY  P-206 

Location — 1400  feet  west  of  center  of  Section  10,  150  feet  north  of 

Devonshire  Avenue  and  40  feet  west  of  '.-ilbert  Street,  Hemet. 
Reference  point — Top  of  concrete  floor  0.3  foot  above  ground. 
Elevation  of  reference  point — 
Use — Irrigation.  Depth —  Casins- — 

Dist.R.P.                Dist.R.P.  Dist.R.P. 

to  water                to  water  to  water 

surface,                 surface,  surface, 

Date      Feet  Date      Feet  Date      Feet 

1942 

Jan.  15      103.4 


Ueasurer.ent  from  Letropolitan  V.'nter  District, 


IIPJ'  10 


5sivaiA 


PARF  HILL  IJTrriTAL  '-'ATFR   COi!PAI-TY 


P-86 


Location — 500  feet  south  and  .1250  feet  i<'est  of  esst  quarter  corner  of 
Section  11,  east  side  Yale  Street  between  Florida  and  Devonshire. 

Reference  point--Three-eighths  inch  hole  in  northwest  side  of  pump  0.5 
foot  above  ground. 

Elevation  of  reference  point — 1328.5,  estinated  by  M.W.D. 

Use — Irrigation.  Depth— 300  feet.  Casing — 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


1934 


1940 


1942 


June  4  a 


153. 


Jan.  It 


156. 


Jan.  20  b   158.2 


1937 


1941 


Feb.  25  a 


160.3 


Feb , 


157,8 


a  Measurement  fron  Nevada-California  Ulectric  Corporation. 

b  Measurement  fron  Division  of  "Jater  Resources. 

Measurements  from  Metropolitan ''Jeter  District  ercept  as  noted. 


M/-P  10 


5S1W13A 


FOOT^'ILL  IJTJTU.AL  "'A TEE  COTTAI-IY 


P-68 


Location — 1550  feet  north  and  1270  feet  east  of  southwest  corner  of 
Section  13,  50  feet  west  of  Cornell  Street  and  230  feet  north  of 
Johnston  Street. 

Reference  point — Top  of  iron  rail  at  ground. 

Elevation  of  reference  point — 1680,  estim.ated  by  !.!.?/. D. 

Use — Not  used.  Depth —  Casing — 16  inches. 

Other  numbers — Lunt  Well, 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1941 

1942 

Mar.  20 

188.9 

Jan.  15 

202.2 

Jan.  20 

201.5 

July  25 

199.8 

Mar.  IS 
May  16 

201.5 
200.6 

1940 

June  20 

July  18 

200.4 

200.7 

Jan.  15 

201.8 

Aug.  27 

201,2 

Feb.  28 

200.1 

Oct.   7 

201.8 

Aug.  14 

201.1 

Dec.  12 

202.3 

Measurements  from  Metropolitan  Water  District, 


oao 


VJ^   10 


5SlV;i3B 


LITTLE  LAiCE  injTLTAL  WAT5B  COlTPlVf 


P-199 


Location — 50  feet  west  and  700  feet  south  of  the  north  luarter  corner  of 
Section  13,  50  feet  west  of  Dartmouth  Street  and  700  feet  south  of 
Acacia  Avenue. 

Reference  point — Hole  in  south  side  of  pur.p  frame  0.5  foot  above  rround. 

Elevation  of  reference  point — 1588.5,  estimated  by  M.V/.D. 

Use — Irrigation.  Depth —  Caslnr— 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 


1942 


V.e.T . 


215.1 


Jan.  20  b   203.1 


a  Ivleasurenent  from  Metropolitan  liVater  District. 
b  Ueasurenent  from  Division  of  Water  Resources. 


MAP  10 


5SlV;i4A 


P-79 


Location--1300  feet  north  and  650  feet  east  of  west  quarter  corner  of 

Section  14. 
Reference  point — Bottom  of  oval  hole  in  pump  frame,  west  side,  0.5  foot 

above  ground. 
Elevation  of  reference  point — 1623.0,  estimated  by  M.VJ.D. 
Use — Irrigation.  Depth —  Casinc: — 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1940 

1941 

1942 

Jan.  10 

162.3 

Jen.  21 

155.4 

Jan.  20 

a   154.8 

a  lleasurement  from  Division  of  V'ater  Resources. 

Measurements  from  Metropolitan  V.'ater  District  except  as  noted, 


I.'.AP  10 


p;f)7 


5S1W14B 


P-121 


Location — 770  feet  north  and  75  feet  west  of  center  of  Section  14,  75 
feet  west  of  G-irarii  Street  and  550  feet  south  of  Llayberry  Avenue. 

Reference  point — (a)  Hole  in  pump  base  at  ground  throurh  December  5,  1S25; 
then  (b)  bottom  of  puiap  base  0.5  foot  above  ground. 

Elevation  of  reference  point--(a)  1829.6;  (b)  1340.2;  from  levels  by 
D.W.R. 

Use— Irrigation.  Depth — 330  feet.  Casing — 12  inches. 

Other  numbers — Harding  452. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1921 


1922  Cont'd. 


1941 


Nov.  21 
Dec.  9 
Dec.  29 

1922 


Jan. 

Feb. 

Feb. 

Mar. 

liar . 

Apr. 

May 

May 


20 
3 
23 
14 
31 
18 
8 
23 


June  12 


119.5 
119.5 
119.3 


119.1 
118.9 
118.8 
118.6 
118.4 
118.4 
121.0 
118.9 
120.8 


July 
July 
Au^. 
Sep. 
Sep. 
Oct. 
Nov. 


1 
20 
14 

5 
29 
19 

6 


1924 


Feb. 


1925 


Dec 


121.0 
119.9 
120.2 
120.6 
120.9 
120.8 
120.7 


120.0 


128.4 


Jan.  21 

a 

171.8 

Apr.  15 

a 

169.6 

May  15 

a 

169.5 

June  20 

a 

175.8 

July  18 

a 

171.5 

Sep.  10 

a 

173.2 

Oct.   7 

a 

173.5 

Nov.  11 

a 

172.1 

Dec.  12 

a 

171.4 

1942 

Jan.  20 

170.5 

a  Measurement  from  Metropolitan  V.'ater  District. 

Measurements  froni  Division  of  v'ater  Resources  except  as  noted, 


5SliA'15A 


MAP   10 
ERYL  WAITER  COIIPAI-JY 


P-142 


Location — 1400  feet  west  and  2100  feet  north  of  southeast  corner  of 
Section  15,  400  feet  south  of  V'hittier  Avenue,  50  feet  west  of  Buena 
Vista  Street. 

Reference  point--Hole  in  casine  north  side  of  air  faje  at  ground. 

Elevation  of  reference  point — 

Use —  Depth —  Casin.'j — 


5S1VJ15A  Continued 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 
to  weter 
surface 
Feet 


1941 


1942 


Mar . 


136.4 


Jen.  27 


136.3 


Measurements  from  lietropolitan  VJater  District. 


IIAP  10 


5S1W16A 


P-72 


Location — 1350  feet  south  and  700  feet  west  of  north  quarter  corner  of 
Section  16,  1350  feet  south  of  Acacia  Avenue,  700  feet  west  of  Lyon 
Avenue. 

Reference  point--Base  of  pump  north  side  at  flxound. 

Elevation  of  reference  point — 1545.  from  M.W.D.  topog. 

Use — Irrin'ation.  Denth--  Casino — 


Date 

Dist.R.P. 
to  water 
surface. 
Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1940 

1941 

1942 

Jan.  5 
Jan.  8 

75.7 

75.2 

Jan,  23 

75.4 

Jan,  20 

74,2 

Measurements  from  Metropolitan  v;ater  District. 


MAP  10 


5S1W16B 


P-73 


Location — 750  feet  west  and  500  feet  south  of  center  of  Section  16,  750 

feet  west  of  Lyon  Avenue  and  500  feet  south  of  V.hlttier  Avenue. 
Reference  point--Base  of  pump,  0.5  foot  above  around  surface. 
Elevation  of  reference  point — 1543,5,  from  l.!.''.'.D.  toDO,e, 
Use — Irrigation.  Depth —  Casing — 


329 


Date 


1940 


Jan. 


Dist.R.P. 

to  water 

surface, 

Feet 


75.1 


5S1W16B  Continued 

Dist»R.P. 
to  water 
surface, 
Date       Feet 

1941 


Jan.  23 


75.6 


Date 
1942 

Jan.  20 


Dist.R.P. 

to  water 

surface. 

Feet 


74.5 


Measurements  from  Metropolitan  Water  District. 


5S1W1SC 


I.!AP  10 
YODER 


P-109 


Location — 300  feet  north  and  1700  feet  east  of  center  of  Section  15,  900 

feet  west  of  Pain  Avenue,  800  feet  south  of  Mayberry  Avenue. 
Reference  point — (a)  Bottom  side  of  punp  base,  0.2  foot  above  ground, 

through  December  18,  1925;  then  (b)  1  inch  hole  in  side  of  pump  at 

ground. 
Elevation  of  reference  point — (a)  1559.5;  (b)  1559.3;  from  levels  by 

D.W.R. 
Use — Irrigation,  Depth--340  feet.  Casing — 

Other  numbers — Harding  259. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1924 

Oct.  18 

47.7 

Jan. 

4 

45.3 

Dec.   9 

72,4 

Oct.  27 

48.6 

Jan. 

23 

44.9 

Nov.   7 

47.5 

Feb. 

15 

44.4 

1925 

Dec.  12 

46.3 

Mar. 

15 

44.0 

Apr. 

3 

43.8 

Dec.  18 

53.2 

Apr. 

19 

44.1 

Aug. 

7 

51.6 

1941 

Sep. 

19 

52.9 

Oct. 

15 

50.7 

Jan.  23 

a    90.6 

Nov. 

7 

48.0 

Apr.  15 

a    88.5 

1942 


Jan.  20 


89.5 


a  Measurement  from  Metropolitan  Water  District. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 


5S1W16D 


MAP   10 
J.   F.  BIW-HART 


P-110 


Location — 700  feet  west  and  100  feet  south  of  center  of  Section  15,  one- 
eiphth  mile  west  of  Lyon  Avenue  and  100  feet  south  of  V/hittier  Street 
produced. 

Reference  point — Top  of  capin?:,  1.7  feet  above  ground. 

Elevation  of  reference  point--1544.e,  from  levels  by  D.W.R. 

Use — ^Not  used.  Depth — 300+  feet.         Casing — 14  inches. 

Other  numbers — Harding  270. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1922  Cont'd. 

Oct.  18 

35.8 

Jan.   4 

32.8 

June  19 

41.0 

Oct.  27 

36.3 

Jan.  23 

32.3 

July  10 

40.8 

Nov,  8 

36.2 

Feb.  15 

31.7 

Aug.  4 

42.5 

:         Nov.  23 

35.4 

Mer,  15 

31.2 

Aug.  30 

42.8  . 

Dec.  12 

34.7 

Apr.  3 

31.0 

Sep.  19 

43.0 

Apr.  19 

31.5 

Oct.  16 

39.7 

May  10 

37.8 

Nov.   7 

35.6 

r.By     29 

39.5 

Measurements  from  Division  of  Vrnter  Resources. 


5S1W16E 


IIAP  10 
RIGGINS 


P-208 


Location — 250  feet  west  and  200  feet  south  of  the  northeast  corner  of 
Section  16,  250  feet  west  of  Pain  Avenue  and  200  feet  south  of  Acacia 
Avenue  produced. 

Reference  point — One  inch  hole  in  south  side  of  punp  frame  at  ground. 

Elevation  of  reference  point — 

Use — Irrigation.  Depth —  Casing — 14  inches. 


Date 

Dist.R.P 

to  vjater 

surface. 

Feet 

1942 

Jan.  26 

98. S 

Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface. 
Feet 


Measurement  from  Metropolitan  V^ater  District. 


531 


tlAP  10 


5S1W17A 


P-44 


Location — 150  feet  south  and  500  feet  west  of  north  quarter  corner  of 

Section  17. 
Reference  point — Top  of  concrete  collar  of  pit  at  ground. 
Elevation  of  reference  point--1520,  estinate  by  M.W.D. 
Use — ^None.  Depth —  Cesine: — 8  feet  diameter 

concrete  pit  to  80  feet;  14  inches  below  pit. 


Date 

Dist.R.P. 

to  water 

surface, 

Feet 

Date 

Dist.R.P. 

to  water 

I'urface, 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

1937 

1938 

1940 

Feb.  5 
Mar.  26 

45.0 
44.9 

Jen.  18 
1939 

48.9 

Jan.  11 
1942 

49.4 

July  20 

72.7 

Jan.  20 

48.7 

Measurements  from  Metropolitan  Water  District. 


MAP  10 


5S1W17B 


T.  S.  BELL 


P-47 


Location— 25  feet  northwest  of  center  of  Section  17,  25  feet  west  of 

Sanderson  Avenue,  one-half  mile  south  of  Heraet-Pleasant  Valley  Road. 
Reference  point — Top  of  casinfic  at  sround. 
Elevation  of  reference  point — 1522.0,  estimate  by  M.V/.D. 
Use —  Depth —  Casina — 12  inches 

or  14  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface. 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1937 

1938 

1939 

June  23 

81.8 

Jan.  18 

51.4 

Mar.  20 

50.5 

July  9 

84.2 

Mar.  31 

54.8 

July  25 

76.6 

Oct.  8 

89.8 

July  27 

Nov.  28 

74.7 
59.3 

5S1V.'17B  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1940 

1941  Cont'd. 

1942 

Jan.  11 

51.5 

Apr.  15 

50.3 

Jan.  20 

51.1 

Feb.  28 

50.0 

May  16 

55.0 

Aug.  14 

81.0 

June  20 
July  18 

74.9 
70.2 

1941 

Aug.  27 
Oct.   7 

70.9 
72.4 

Jan.  15 

52.7 

Nov.  14 

55.0 

Mar.  18 

50.9 

Dec.  12 

53.0 

Measurements  from  Metropolitan  V.'ater  District. 


IIAT  10 


5SlV:i7C 


J.  F.  BURKHART 


P-50 


Location — 650  feet  north  and  75  feet  west  of  east  quarter  corner  of  Sec- 
tion 17,  at  west  side  of  Kirby  Avenue,  50  feet  north  of  Santa  Fe  Rail- 
way. 

Reference  point — (a)  Top  of  casinr,  1.1  feet  above  ground  through  Decem- 
ber 1,  1924;  then  (b)  top  of  casing  in  4'  x  4'  concrete  block  at  ground. 

Elevation  of  reference  point — (a)  1553.0;  (b)  1531.9;  from  levels  by 
D.W.R. 

Use — Not  used.  Depth— 600+_  feet.         Casing — 14  inches. 

Other  numbers — Harding  271. 


Dist.R.P. 

ZiiE  t  .R.P, 

Dist.R.P. 

to  water 

to  water 

to  water 

surface. 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1937 

Oct.  18 

29.3 

Jan.  4 

22.9 

June  23 

a 

79.3 

Oct.  27 

30.8 

Jan.  23 

22.2 

July  9 

a 

79.3 

Nov.  8 

33.0 

Feb.  15 

21.5 

Oct.  8 

a 

84.7 

Nov.  23 

29.2 

l!ar,  15 

20.8 

Dec.  12 

26.8 

Apr.  3 
Apr.  19 

20.7 
21.9 

1938 

June  19 

43.9 

Jan.  18 

a 

60.9 

Oct.  15 

39.8 

Mar.  31 

a 

63.2 

Nov.   7 

31.2 

July  27 
Nov.  28 

a 
a 

85.4 
59.3 

1924 


Dec.  1 


29.1 


zz: 


5SUV17C  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1940 

1941 

Mar,  20 

a 

58.8 

Jan,  5 

a 

63.3 

Jan.  23 

a    53.4 

July  25 

a 

86.7 

Jan.  8 

a 

68.5 

1942 


Jan.  20  a 


MAP  10 


52.2 


a  Measurement  from  Metropolitan  Water  District, 

Ivleasurerients  from  Division  of  Water  Resources  except  as  noted. 


5S1W18A 


J.   E.   HOLLEMGSVORTH 


P-51 


Location — 500  feet  south  and  75  feet  west  of  northeast  corner  of  Section 
18,  75  feet  west  of  Gavjston  Avenue,  600  feet  south  of  Hemet-Pleaisant 
Valley  Road. 

Reference  point — Top  of  casinsr,  0.3  foot  above  ground. 

Elevation  of  reference  point — 1511.5,  from  levels  by  D.W.R. 

Use — Not  used.  Depth — 252  feet.  Casing — 12  inches. 

Other  numbers — Hardin^?  306. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1928 

1925 

Nov.   9 

a    18,7 

Jan.   6 

a 

9.0 

Dec.   5 

a    18.7 

Nov.  25 

a    17.4 

Jan.  27 

a 

7.5 

Dec.  13 

a    18.6 

Feb.  14 
Mar.  15 

a 
a 

5.5 

5.8 

1937 

July  24 

a 

22.5 

July  9 

55.2 

Auc;.  82 

a 

23.5 

July  28 

54.4 

Sep.  18 

a 

26.5 

Oct.   8 

70.0 

Oct.  20 

a 

25.8 

Nov.   8 

a 

15.8 

Nov.  17 

a 

11.8 

cot 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


5SH'].8A  Continued 

Dipt.R.P. 
to  water 
surface. 

Feet  Date 


Dist.R.P, 

to  water 

surface, 

Feet 


1938 


1940 


1942 


Jan.  le 

42.3 

Jan.  11 

40.8 

Feb. 

10 

Liar.  31 

40.2 

Feb.  28 

35. 5 

July  27 

64.0 

Aug.  14 

73.2 

Nov.  28 

47.9 

1941 

1939 

Jan,  15 

41.3 

Liar.  20 

45.0 

Mar.  18 

39.4 

July  25 

58.0 

Aug.  27 

52.6 

38.9 


a  Measurenent  from  Division  of  vVater  Resources 

Measurements  from  Kytropolitan  Water  District  except  as  noted, 


l!AP  10 


5S1W18B 


P-111 


Location — 100  feet  north  and  100  feet  epst  of  west  quarter  corner  of 

Section  18  on  east  side  of  Warren  Road. 
Reference  point--Top  of  10  Inch  casing  collar,  0.9  foot  below  ground. 
Elevation  of  reference  point — 
Use —  Depth —  Casinc'--6  inches. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 
to  water 
surface. 
Feet 

Date 

Dirt. R. P. 

to  water 

surface, 

Feet 

1940 

1941 

1942 

Jan.  18 

45.3 

Jan.  27 

10.9 

Jan.  20 

a    28.0 

a  Measurement  from  Division  of  Water  Resources, 

Measurements  from  Metropolitan  Water  District  except  as  noted. 
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MAP  10 


ssiwiec 


p-ieo 


Location — 75  feet  west  snd  550  feet  north  of  the  east  quarter  corner  of 
Section  18,  75  feet  west  of  Cawston  Avenue  and  2000  feet  south  of 
State  Highway. 

Reference  point — Top  of  casine-  at  frround. 

Elevation  of  reference  point-- 

Use—Irrigation.  Depth—  Casing — 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 
Jan.  23  a 


44.3 


1942 


Jan.  20  b 


42.3 


a  Measurement  from  Metropolitan  V/ater  District. 
b  Measurement  from  Division  of  Water  Resources, 


IIAP  10 


5S1W19A 


W.  P,  ROBERTS 


P-49 


Location — 350  feet  west  of  east  quarter  corner  of  Section  19,  one- 
half  mile  south  and  350  feet  west  of  intersection  of  Stetson  and  Caw- 
ston  Avenues. 

Reference  point--Top  of  casing  at  ground. 

Elevation  of  reference  point--1515.5,  estimate  by  M.W.D. 

Use — Not  used.  Depth —  Gasing-'-12  inches. 

Other  numbers — Owner's  No.  3. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1937 

1939 

1941 

June  23 

101.7 

Mar.  20 

84.0 

Jan.  15 

50.3 

Oct.   8 

83.7 

July  25 

120.4 

Mar.  18 
Aug.  28 

47.8 
124.3 

1938 

1940 

1942 

Jan.  18 

48.3 

Jan.  11 

48.9 

Mar.  31 

66.1 

Feb.  28 

47.8 

Jan.  21 

47.4 

Nov.  28 

71.8 

Aug.  14 

127.9 

Measurements  from  Metropolitan  Water  District, 


luAP  10 


5C1W19B 


P-75 


Location--0.2  mile  north  and  100  feet  west  of  southeast  corner  of  Section 
19.  100  feet  west  of  Cawston  Avrnue,  50  feet  south  of  Harrison  Avenue. 
Reference  point — Top  of  casing,  2.0  feet  pbove  ground. 
Klevation  of  reference  point — lb22,   from  T.W.D,  topoa;. 
Use —  Depth--  Casing — 12  inches. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

piarf  ace, 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1940 

1941 

1942 

Jan.  11 

56.1 

Jan.  23 

57.3 

Jnn.  21 

55.3 

Measurements  from  Iletropolitan  VJater  District, 


MAP  10 


5SlVa9C 


LA  SIERRA  ALFAIJA  COI.TAlMSr 


P-75 


Location — 0.12  nile  south  and  60  feet  east  of  center  of  Section  19. 
Reference  point — Top  of  casing  in  5'  x  5'  concrete  block  at  ground. 
Elevation  of  reference  point— 1512.3,  from  levels  by  D.W.R. 
Use — Not  used.  Depth — 550  feet.  Casing — 18  inches. 

Other  numbers — Kardin/?  303. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Drte 


Dist.R.P. 
to  water 
surface, 

Ter-t 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1921 


1922  Cont'd. 


1940 


Nov.   9 

38.6 

AuR.  22 

52.0 

Jen.  11 

a 

47.7 

Nov.  25 

22.7 

Sep.  18 

51.1 

Dec,  13 

21.2 

Oct.  20 
Nov.  8 

41.4 
21.3 

1941 

1922 

Nov.  17 

18.8 

Jan.  30 
Apr.  15 

a 
a 

47.4 
44.7 

Jan,  6 

17.4 

1924 

Kay  15 

a 

75.3 

Jan.  27 

16.1 

Dec.  12 

a 

49.9 

Feb.  14 

15.2 

Oct.  12 

23.8 

Kar.  16 

14.4 

1942 

Apr.  13 

13.9 

1925 

I',  ay   1 

32.0 

Jan.  21 

44.2 

May  24 

53.0 

Dec.   6 

24.0 

June  25 

51.7 

a  Ileasur'-.ment  from  Metropolitan  '.Vater  District. 

Meosurenf  nts  from  Division  of  V.'ater  Resources  except  as  noted. 


?37 


MAP   10 


5SlVil9D 


LA  SII3RRA  ALFALFA  COMPANY 


P-91 


Location — 100  feet  v,'esfc  and  500  feet  south  of  north  quarter  corner  of 

Section  19,  west  of  Fisher  Street,  south  of  railroad. 
Reference  point--Top  of  casing  0.8  foot  above  ground. 
Elevation  of  reference  point — 1508.3,  from  levels  by  D.W.R. 
Use--Not  used.  Depth — 71  feet.  Casing — 7  inches. 

Other  numbers--Harding  444,  Waring  73,  U.S.G.S.  81. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1905 

1909 

1915 

Mar.  25 

14.5 

Apr.   2 

9.5 

May  21 

b    16.7 

Apr.  18 

10.5 

Oct.  31 

11.4 

May  19 

10.8 

1910 

June  20 

10.5 

1916 

July  23 

10.5 

Feb.  3 

9.3 

Aug.  19 

10.6 

Aiig.  10 

10.2 

May   6 

10.1 

Sep.  23 

11.1 

Aug.  1 

12.7 

Nov.  10 

10.9 

1911 

Nov.  14 

10.1 

Dec.  22 

11.2 

Jan.   5 

a    38.1 

1917 

1905 

1912 

May  19 

14.2 

Jan.  30 

10.7 

Nov.  25 

12.7 

Mar.  16 

10.6 

May  23 

a    16.4 

May  12 

10.3 

July  20 

9.9 

1918 

June  28 

9.5 

Oct.  18 

a    24.0 

Aug.  4 

10.3 

May   4 

15.8 

Sep.  27 

10.6 

1913 

Oct.  12 

17.0 

Dec.  21 

10.6 

Oct.  18 

12.9 

1919 

1907 

1914 

Oct.  12 

c 

Feb.  14 

9.2 

Aug.  30 

9.7 

Feb.   5 

10.5 

1921 

Dec.  31 

9.7 

Apr.  17 

10.2 

June  25 

13.2 

Nov.  17 

d    22.0 

1903 

Aug .  14 
Sep.  15 

12.7 

a    SB.  8 

Dec.  13 

d    18.4 

Apr.  23 

9.3 

Nov.  21 

11.0 

June  25 

9.5 

Oct.  15 

20.5 

'3S 


5Sr/.'19D  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  wfiter 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date      Feet 

1922 

1922  Cont'd. 

1922  Cont'd. 

Jan.   6 

d 

14.0 

May   1 

d    21.9 

Sep.  18  d    32.4 

Jan.  27 

d 

12.9 

May  24 

d    29.4 

Oct.  20  d    29.0 

Feb.  14 

d 

11.6 

June  26 

d    29.4 

Nov.  8  d    16.9 

Mar.  16 

d 

10.7 

July  24 

d          30.7 

Nov.  17  d    14.7 

Apr.  13 

d 

11.4 

Aur.  22 

d    31.5 

a  Puinring". 

b  Had  been  pumped. 

c  Sealed. 

d  Measurement  from  Division  of  VJater  Resources. 

Measurements  from  United  States  Geological  Survey  except  as  noted. 


MAP  10 


5S1W19F. 


P-190 


Location--25  feet  west  and  75  feet  south  of  north  quarter  corner  Section 

19;  25  feet  west  of  F-yers  Street  and  75  feet  south  of  Stetson  Avenue. 
Reference  point — Lower  edre  of  punp  frame  northeast  side  at  cround. 
Elevation  of  reference  polnt--1507.0,  estimate  by  M.W.D. 
Use — Irrigation.  Depth —  Casing — 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  wpter 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1941 


1942 


Jan.  27  p. 


40.8 


Jan.  21  b 


38.5 


a  Measurement  from  Metropolitan  Water  District, 
b  Measurement  from  Division  of  Water  Resources. 


339 


MAP  10 


5S1W20A 


J.  C.  ENCELL 


P-46 


Location — 0.2  mile  north  and  200  feet  east  of  south  quarter  corner  of 
Section  20,  about  100  feet  south  and  200  feet  east  of  intersection  of 
Sanderson  and  Harrison  Avenues, 

Reference  point — Notch  in  casing  at  east  side,  one  foot  above  ground. 

Elevation  of  reference  point — 1528.7,  from  levels  by  D.W.R. 


Use — Domestic  and  stock. 
Other  numbers — Harding  299 » 


Depth— 92  feet. 


Casing---?  inches. 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1921 


1924 


1939 


Oct.  22 
Nov.  9 
Nov.  25 
Dec.  13 

1922 

Jan.  5 
Jan.  27 
Feb.  14 
Mar.  16 
Apr.  13 
May  1 
May  24 
June  26 
July  24 
Aug.  22 
Sep.  18 
Oct.  20 
Nov .  8 
Nov.  17 


30.1 
31.0 
27.1 

26.5 


23.9 
23.3 
22.5 
21.5 
21.4 
25.2 
28.7 
29.4 
30.1 
30. S 
31.2 
30.0 
25,4 
24. 3 


Oct.  12 

29.1 

1925 

Dec.   5 

30.5 

1937 

June  23 

a 

32.0 

Oct.   6 

a 

64.8 

1938 


Jan.  18 

P. 

58.0 

Apr.  12 

a 

58.3 

Nov.  28 

a 

63.1 

Mar.  20 

ab 

64.2 

July  20 

a 

57.8 

1940 

Jan.  11 

a 

60.0 

1941 

Jan.  23 

a 

51.9 

Apr.  15 

a 

59.8 

May  15 

a 

63.2 

June  20 

a 

56.5 

1942 

Jan.  21 

a 

51.1 

a  Measurement  from  Metropolitan  Water  District. 

b  Pumping. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 


MAP  10 


5S1W203 


^URKEART 


P-52 


Location — 90  feet  north  and  1155  feet  east  of  center  of  Section  20, 
approximately  1550  feet  west  of  Kirby  Road  (produced),  one  and  three- 
fourths  miles  south  of  Florida  Avenue,  3  feet  east  of  5SF,'20C. 

Reference  point--Top  of  casinj^  at  ground. 

Elevation  of  reference  point — 1529,6,  from  levels  by  D.W.R. 

Use — Not  used.  Depth —  Casing — 12  inches. 
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5S1W203  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1937 

1939 

1941 

July  9 

39.5 

Mar.   20 

40.4 

Jan.  15 

52.3 

July  28 

38.9 

July  25 

42.9 

Mar.  18 
Aufr.  27 

55.9 
51.7 

1938 

1940 

1942 

Jan.  18 

40.6 

Jan.  11 

58.3 

Mar.  31 

39.5 

Feb.  28 

58.5 

Jan.  21 

56.7 

July  27 

44.4 

Aug.  14 

62.5 

Nov.   2 

Measurements  from  Metropolitan  Vi'ater  District, 


5S1W20C 


l!AP  10 
BURKliART 


P-53A 


Location — About  1550  feet  west  and  2575  feet  south  of  northeast  corner 

of  Section  20,  3  feet  west  of  5S1V20B. 
Reference  point — Top  of  casing,  1.2  foet  above  pcround. 
Elevation  of  reference  point — 1530.8,  from  levels  by  D.V.'.R. 
Use — Not  used.  Depth--60  feet.  Casing — 24  inches. 

Other  numbers — Harding  390. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922  Cont'd. 

1937 

Nov.  8 

31.5 

Apr.  19 

21.0 

July  9 

ab 

Nov.  23 

26.4 

May  10 

30.2 

Dec.  12 

25.4 

May  ?9 
June  19 

31.8 
33.4 

1922 

July  10 
AufT,.   4 

34.0 
34.8 

Jan.   4 

23.4 

Aug.  30 

34.5 

Jen.  23 

22.5 

Sen.  19 

35.3 

Feb.  15 

21.7 

Oct.  15 

32.9 

Mar.  15 

21.0 

Nov.   7 

2S.0 

Apr.  3 

20.7 

a  Measurement  from  Metropolitan  Water  District. 

b  Dry  at  57.5  feet. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 
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5S1W20D 


MAP  10 
P.  P.  MCY 


P-77 


Location — 450  feet  south  and  550  feet  ea?t  of  north  quarter  corner  of 

Section  20. 
Reference  point--Hole  in  top  of  concrete  pump  base,  1.0  foot  above  ground. 
Elevation  of  reference  point--1527,  estimate  by  LI.W.D. 
Use — Doi.iestic.  Deuth--  Gasin,^ — 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  iwater 

surface, 

surface. 

surface, 

Date 

Teet 

Date 

Feet 

Date 

Feet 

1940 

1941 

1942 

Jan.  11 

55.0 

Jan.  23 

57.3 

Jan.  21 

a    56.2 

a  Measurement  from  Division  of  Vfater  Resources. 

Measurements  from  Lletropolitan  "'ater  District  ercert  as  noted, 


5S1W21A 


MAP  10 

BITRKHART 


p-eo 


Location — 100  feet  west  and  1?.5  feet  north  of  center  of  Section  21. 

Reference  point — Top  of  casinr,  2.4  feet  pbove  around. 

Elevation  of  reference  point--1547.4,  from  levels  by  D.'.V.R. 

Use — ^Not  used.  Depth — 155  feet.  Casing — 14  inches, 

Other  numbers--Hardine  272, 


Dist.R.P. 

Di: 

Bt.R.F. 

Dist.R.P. 

to  water 

to 

v.ater 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922  Cont'd 

• 

1940 

Oct.  IR 

38.4 

Aur.   3 

33.7 

Jan.   8 

a    77.4 

Oct.  27 

OO  •  Ci 

Apr.  19 

OO  •  D 

Nov.   9 

38.2 

May  10 

35.0 

1941 

Nov.  23 

37.5 

May  29 

36.6 

Dec.  12 

36.9 

June  19 
July  10 

37,4 

38.0 

Jan.  23 

a    79.2 

1922 

Aug.  4 
Aug.  30 

38.5 
39.1 

1942 

Jan.   4 

35.5 

Sep.  19 

39.5 

Jan.  19 

a    80.8 

Jan.  23 

35.1 

Oct.  13 

39.4 

Feb.  15 

34.4 

Nov.   7 

38.7 

Mar.  15 

33.9 

a  Measurement  from  Metropolitan  'A'ater  District. 

Measurements  from  Division  of  v'.'ater  Resources  '^xceTDt  as  noted, 


VwJ>   10 


5S1W21B 


braKJIART 


P-84 


Location--100  feet  south  and  75  feet  wost  of  north  quarter  corner  of 

Section  21,  south  and  vjest  of  Intersection  of  Lyon  and  Stetson  Streets. 
Reference  point — Top  of  casing  at  ground. 

Elevation  of  reference  point — 1547.5,  from  levels  by  D.W.R, 
Use — Not  used.  Depth — 300+  feet.         Cesinp — 10  inches. 

Other  numbers — Karding  330. 


Dist.R.P 

to  vater 

surface, 

Date 

Feet 

1921 

Oct.  27 

49.3 

Kov .  8 

51.8 

Nov.  23 

45.3 

Dec.  12 

41.1 

1922 

Jan.  4 

Jan.  23 

Feb.  15 

Mar.  15 

Apr.  3 

Apr.  19 


38.0 
37.0 
36.1 
35.1 

35.2 
36.  7 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1922  Cont'd. 

May  10  51.3 

May  29  55.7 

June  19  SO. 9 

July  10  60.1 

Aug.  4  63.1 

Aug.  30  63.6 

Sep.  19  64.5 

Oct.  16  50.5 
50.9 


1924 
Dec.   5 


43.6 


Date 

1940 

Jan.  8  a 

1941 

Jan.  23  a 

Apr.  15  a 

May  16  a 

Nov .  14  a 

1942 

Jan.  ^'5  a 


Dist.R.P. 

to  water 

s'orface, 

Feet 


80.2 


PO.O 
77.1 
85.5 
86.2 


78.4 


a  Measurement  from  Lietropolitan  Water  District, 

Measurements  from  Division  of  Water  Resources  except  as  noted. 


MAP  10 


5S1W21C 


P-178 


Location — 100  feet  west  and  200  fe-^t  south  of  the  east  quarter  corner  of 

Section  21. 
Reference  point — Top  of  12  inch  casing,  1.3  feet  above  ground. 
Elevation  of  reference  point — 
Use —  Denth —  Casing — 


Date 

Dist.R.P 

to  water 

surface, 

F«et 

1941 

Jan.  23 

8.1 

Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


l!vasurement  from  uletropolitan  '.Vater  District. 


7:^7 


MAP  10 


5S1W27A 


P-174 


Location — 200  feet  east  eiari  1000  feet  north  of  the  south  quarter  corner 

of  Section  27. 
Reference  point--Top  of  caoing  0.5  foot  above  ground. 
Elevation  of  reference  point — 
Use — Not  used.  Depth —  Casinfr — 12  inches. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1940 


1941 


194J 


Dec. 


54.; 


Jan.  23 


34,7 


Jan.  19 


>  J-  •  "-' 


a  Measurement  from  Division  of  VJater  Resources, 

Measurements  from  Metropolitan  Water  District  except  as  noted. 


5S1W28A 


MAP  10 
BUR.PSART 


P-108 


Location — 50  feet  west  anc?  20  feet  north  of  east  quarter  corner  of 

Section  28. 
Reference  point — Top  of  casin:?  2.6  feet  ahove  ground. 
Elevation  of  reference  point — 1558.7,  from  levels  by  D,W.R. 
Use — Domestic.  Depth — 35  feet.  Casing — 12  inches. 

Other  numbers — Harding  445, 


Date 


Dist.R.P, 
to  water 
surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1921 


1922 


1922  Cont'd. 


Nov.  17 

25.9 

Jan.   4 

25,6 

June  19 

23,6 

Dec,  12 

25,9 

Jan.  23 

25,3 

July  10 

23.6 

Feb.  15 

25,0 

Aup-.   4 

23.5 

Apr.   3 

24.3 

Auf^.  30 

23.4 

Apr.  19 

24.1 

Sep.  19 

23.4 

May  10 

24.0 

Oct,  16 

23.3 

May  29 


23.8 


Nov. 


23,3 


;54'i- 


Date 
1924 

Dec.   9 
1925 

Dec.  17 


Dist.R.P. 

to  v.-ater 

surface, 

Feet 


23.: 


5£lW2aA  Continued 


Dist.R.P. 

to  vatpr 

surface, 

Feet 


Date 


1941 


53.0 


Jan.  ?3 

a 

27.1 

Apr,  15 

ab 

28.1 

May  16 

a 

26.0 

June  20 

a 

25.9 

July  18 

ab 

29.2 

Sep.  10 

a 

25.5 

Nov.  14 

a 

25.5 

Dec.  12 

a 

25.5 

Date 


1942 


Jan.  19 


Dist.R.P. 

to  water 

surface, 

Feet 


25.4 


a  Measurement  from  Metropolitan  V.'ater  District. 

b  Windmill  pumping. 

Measurements  from  Division  of  Water  Resources  except  as  noted • 


MAP  10 


5S1W30A 


^-122 


Location — 25  feet  south  and  1"5  feet  east  of  v^st  quarter  corner  of  Sec- 
tion 30. 
Reference  point--Puinp  base  at  ground. 

Elevation  of  reference  point — 1501,  estimnted  by  M.V'.D, 
Use — Irrigation.  Denth —  Casing — 12  inches. 


Date 


1940 


Jan.  17 


Dist.R.P. 

to  water 

surface, 

Feet 


53.0 


Date 


1941 


Jan.  30 


Dist.R.P. 

to  vater 

surface, 

Feet 


Date 


1942 


Dist.R.P. 
to  water 
surface, 
Feet 


Jan.  21  a 


51.3 


a  Measurement  from  Division  of  V/ater  Resources. 

Measurements  from  Metropolitan  Water  District  ercept  as  noted. 
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ViAP   ].0 


5S1W30B 


p-ie? 


Location — 1100  feet  east  and  900  fe'^^t  south  of  the  northwest  corner  of 


Section  30,  1100  feet  east  of  V/arren  Road. 


Reference  point — Northwest  side  of  bottom  of  punt)  base,  0.4V  foot  above 

top  of  casing  and  0.1  foot  above  ground. 
Elevation  of  reference  point--1503.7,  estimated  by  M.W.D. 
Use — Irrigation.  Depth —  Casinp — 12  inches, 


Date 


Dist.R.P. 

to  v/ater 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 
Jan.  27 


57.2 


1942 

Jnn.  21 


54. :5 


a  Measurement  from,  lletropolitan  Water  District, 
b  Measurement  from  Division  of  Water  Resources. 


MAP  10 


5S1W;^0C 


P-192 


Location — 50  feet  east  and  1050  feet  north  of  southwest  corner  of  Section 
30,  50  feet  east  of  Warren  Ro:-.d  and  7900  feet  south  of  A.T.  &  S.F. 
Railway. 

Reference  point — Top  of  4"  x  4"  blocks  south  side,  1,2  feet  above  ground. 

Elevation  of  reference  point — 

Use — Domestic.  Depth —  Casing — 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 


1945 


Jan.  30  a 


',2 . 7 


Jan.  21  b 


59.8 


a  lleasureiT'ent  from  Metropolitan  V'nter  District, 
b  Ivieasureiuent  from  Division  of  Water  Resources. 


'46 


N!AP  10 


5E1W34A. 


P-175 


Location--675  feet  west  and  0.25  mile  north  of  the  south  quarter  corner 

of  Section  34. 
Reference  point — Top  of  casing'  1.7  feet  above  ground. 
Elevetion  of  reference  point — 
Use — Not  used.  Depth —  Casing — 12  inches. 


Date 

Dist.R.P. 

to  water 

surface, 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

Date 

Dist.R.P. 

to  water 

surfece, 

Feet 

1940 

1941 

1942 

Dec.  9 

24.0 

Jan.  2:3 

23.8 

Jan.  19 

a    21.7 

a  Ueasurenent  from  Division  of  VJeter  Resources. 

Measurements  from  Metropolitan  V/ater  District  except  as  noted. 


liAP  10 


5S1W343 


P-176 


Location--12  feet  west  and  50  feet  north  of  the  southeast  cornfir  of  Sec- 
tion 34. 
Reference  point — Top  of  casin.e  £.1  fe^t  above  pround. 
Elevation  of  reference  point — 
Use — Not  used.  Depth —  Casinr — 12  inches. 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1940 


1941 


1942 


Dec. 


64.4 


Jan,  23 

64.2 

Jan.  19 

Apr,  16 

53.7 

l!ay  16 

53. S 

June  20 

53.3 

July  16 

63.1 

Dec.  Ic 

62.0 

61.5 


a  lleasur3ment  from  Division  of  Water  P'sources. 

Measurements  from  Metropolitan  Water  District  c;rc-:pt  as  noted. 
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5SIE5A 


¥M>  10 
S030BA  ETDIAN  RESIRVATION 


S.V.  106 


Location — 1225  feet  eouth  end  125  feet  east  of  northvjest  corner  of  Sec* 

tion  5. 
Reference  point--Top  of  concrete  at   manhole  opening,  0.5  foot  above 

ground. 
Elevation  of  reference  point--1663.7,  from  stadia  levels  by  1,1. W.D. 
Use —  Depth —        .  Casing — 3'  x  3' 

concrete  pit. 


Dist.R.P. 

Dist.R.P. 

Di 

pt .R .? . 

to  water 

to  water 

to 

water 

surface, 

surface, 

Eu: 

rface, 

Date 

Feet 

Date 

Feet 

Date 

Peet 

1938 

1939 

1941 

Hay   4 

2.8 

Liar.  21 

3.9 

Jan,  13 

8.5 

July  27 

8.7 

July  19 

a    15,5 

Nov.  29 

11.1 

1942 

Jan.   7 

4.7 

a  Pumping  50  feet  wrst. 

Measurements  from  Metropolitan  I'/ater  District, 


mp   10 


5S1E6A 


IT,  D.  ALLEN 


.V.  97 


Location — 2350  feet  south  ??nd  ISOO  feet  east  of  northwest  corner  of 

Section  6,  150  feet  northesst  of  Mountain  Avenue,  250  feet  northwest  of 
River  Stre-^t. 

Reference  point — Botton  of  piamp  base,  0.5  foot  above  ground. 

Eleveticn  of  reference  point--lo50.5,  estimated  by  K.VJ.D. 

Use — Dor.iestic.  Depth —  Casing — 


Date 

1938 

Apr.  11 
July  28 
Nov.  29 


Dist.R.P. 

to  water 

surface, 

Feet 


57.1 
65.9 
55,3 


Date 


1939 


Di-^t.R.P. 

to  water 

surface. 

Feet 


liar.  21  a 


66.3 


1940 


;.dai 


:.l  b 


a  Pumping  600  feet  southeest. 
b  Pumping  350  feet  northwest. 
Measurements  from  Metropolitan  V.'ater  District. 


Dist.R.P, 

to  water 

surface, 

Date 

F^et 

1941 

Jan.  14 

72.2 

1942 

Jan,   7 

55,1 

348 


5S1E6B 


l!AP   10 
rRTIITVAIZ  l!UTUAL  WATER  COT^PAfTY 


S.V.  102 


Location — 50  feet  northeast  of  center  of  Section  6,  0.25  mile  east  of 

Hemet  Street  on  WEPhinpton  Avenue,  0.2  mile  east  of  hiphway. 
Reference  point — Top  of  capinp,  S.9  feet  below  pround. 
Elevation  of  reference  point — 1653,1,  estimated  by  MkW.D. 
Uee—Irrigation,  Depth*-  Caslnp — 18  inches. 


Dist.R.P. 

Dist.R.F. 

Dist.R.P. 

to  water 

to  vater 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1938 

1939  Cont'd. 

1941 

Apr.  12 

48.6 

Sep.  11 

65.1 

Feb.  19 

68.2 

Sep.  12 

64.1 

Oct.  2 

50.7 

Mar.  17 

57.6 

Oct.  10 

63.0 

Nov.   6 

52. 8 

Apr.  15 

47.9 

Nov.  14 

62.0 

Dec.  4 

59.7 

May  12 

45.4 

Nov.  28 

52.0 

June  16 

b    45.4 

Dec.  12 

61.5 

1940 

Oct.   7 
Nov.  11 

54.6 
58.3 

1939 

Jan.  2 

59.2 

Feb.   5 

57.2 

1942 

Jan,  9 

58.3 

Mar.   5 

a    54.9 

Feb.   5 

57.5 

Apr.  8 

58.3 

Jan,  7 

56.2 

Mar.  21 

53.2 

Aup.  19 

78.6 

July  19 

59.1 

Oct.  14 

75.3 

Aug.  21 

55.4 

Dec.  20 

72.2 

Sep.   4 

65.2 

a  Pumping  one-fourth  mile  west. 

b  Pumping  1000  feet  northv-'est. 

Measurements  from  Metropolitan  Vifater  District. 


53  IE  60 


LiAP   10 
SOBOBA  imim  RESERVATIOTJ 


S.V.  108 


Location — About  1300  feet  west  and  100  feet  south  of  northeast  corner  of 

Section  5.  On  north  bank  of  Srn  Jacinto  River. 
Reference  point- -Top  of  casing,  1,7  feet  above  ground. 
Elevation  of  reference  point — 1651.5,  interpolated  by  W.W.D. 
Use— Not  used.  Depth— 300  feet.         Casing— 12  inches. 
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5SIEoC  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1938 

1939 

1941 

July  27 

40.7 

Mar.  21 

45.4 

Jan.  13 

51.3 

Nov.  29 

53.5 

July  19 

1940 
Mar.  21 

45.9 
45.4 

1942 
Jan.   7 

43.1 

Measurements  from  Metropolitan  %'ater  District, 


MAP  10 

5S1E6D  G.  E.  RYAN  S.V.  214 

Location--About  1000  feet  west  and  500  feet  north  of  center  of  Section  5, 

Reference  point — Top  of  casing,  1.1  feet  above  ground. 

Elevation  of  reference  point--1642.5,  from  levels  by  D.W.R. 

Use — Domestic.  Depth — 75  feet.  Casing — 7  Inches. 

Other  numbers- -Hard inp;  207, 


Dist.R.P.  Dist.R.P,  Dist.R.P. 

to  water  to  water  to  water 

surface,  surface,  surface, 

Date       Feet  Date       Feet  Date       Feet 

1921  1922  1922  Cont'd. 


Oct,  10 

42.7 

Jan.  20 

31,4 

July  20 

15.2 

Oct.  19 

43.0 

Feb .   3 

25.7 

Aug.  14 

18.5 

Oct.  31 

43,4 

Feb.  23 

20,5 

Sep.   5 

El. 7 

Nov .   7 

43.7 

Mar.  13 

17.7 

Sep.  29 

24.5 

Nov.  22 

44.1 

Mar.  31 

15.4 

Oct.  19 

26.3 

Dec.  9 

44,5 

AT>r.  18 

14.1 

Nov .   5 

27.5 

Dec.  29 

43.0 

May   a 

13.0 

May  23 

12.3 

1927 

June  12 

11.9 

July  1 

12.8 

July  11 

19.7 

Msasureraeats  from  Division  of  Water  Resources. 
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MAP  10 


5S1E7A 


BABTISTA  IIUTCAI   V'ATER  COfffANY 


S.V.  156 


Location--lCOO  feet  south  and  1350  feet  west  of  ei5st  quarter  corner  of 
Section  7,  50  feet  west  of  Lake  Street  and  100  fpet  north  of  Florida 
Avenue , 

Reference  point — Top  of  three-fourths  inch  hole  on  north  side  of  pur.p  base. 

Elevation  of  reference  point — 17^,0,  estirited  by  II.V.'.D. 

Use — Irrigation.  Derth — 450  feet.         Casinc — 


Date 

1940 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 
1941 


Dist.R.P. 

to  water 

surface, 

Teet 


Date 


Dist.R.P. 

to  water 

Furface, 

Feet 


Jan.   9  a   177.7 


Feb.  28 


139 . 6 


a  Recently  shut  down. 

Measurements  from  Metropolitan  VJater  District. 


J.:AP  10 


5S1E9A 


LAKE  KE1"ET  WATER  CCFPAJ^JY 


S.V.  98 


Location--750  feet  west  and  20  feet  north  of  east  quarter  corner  of  Sec- 


tion 9,  at  east  end  of  Palra  Avenue. 


Reference  point — Top  of  casinp",  0,8  foot  above  ground. 

Elevation  of  reference  point — 1777.8,  interpolated  by  M.W.D. 

Use — Not  used.  Depth —  Casinsr — 18  inches. 

Other  nunbers — Owner  No.  2, 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  vjater 

to  wster 

surface, 

surface. 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1938 

1938  Cont'd. 

1938  Cont'd. 

Apr.  11 

66.3 

June  27 

53.6 

Oct.  10 

74.2 

Apr.  29 

66.0 

July  28 

65,6 

Nov,  14 

77.9 

May  16 

64.2 

Aug.  1 

65,2 

Nov.  29 

78.5 

May  30 

63.9 

Sep.  12 

70.6 

Dec.  12 

79.1 

Jun":  13 

53.6 

?fcl 


SSn'PgA  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

tc  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

La- 

be 

Feet 

Date 

Feet 

1939 

1940 

1941 

Jan. 

9 

76.5 

Jan. 

2 

80.0 

Jan. 

15 

74.5 

Feb. 

6 

71.2 

Feb. 

5 

a    64.8 

Feb. 

19 

a    62.3 

Mar . 

20 

64.8 

Iciar. 

5 

a    58.2 

Mar . 

18 

58.4 

May 

8 

51.8 

Apr. 

1 

a    53.4 

Apr. 

15 

a    57.3 

June 

26 

64.7 

May 

6 

62.2 

Kay 

12 

a    54.7 

July 

10 

66.1 

June 

19 

55,2 

June 

23 

50.7 

Aug. 

7 

69.9 

July 

15 

69.5 

July 

15 

52.5 

Aug. 

14 

70.8 

Aug. 

14 

75.2 

Aug. 

27 

56.4 

Aug. 

21 

71.5 

Sep. 

16 

73.2 

Oct. 

7 

71.8 

Aug. 

28 

72.0 

Oct. 

14 

81.1 

Nov. 

11 

74.7 

Sep. 

4 

72.7 

Nov. 

12 

83.4 

Dec. 

12 

75.1 

Oct. 

2 

75.7 

Dec. 

17 

84.9 

Nov. 

6 

77.2 

1942 

Dec. 

4 

79.2 

Jan. 

5 

75.6 

a  Water  in  spreading  grounds. 

Measurements  from  Metropolitan  Water  District. 


MI'I'  10 


5S1E9B 


MERBL'^iT  WATER   COMPANY 


.V.  99 


Location--850  feet  north  and  50  feet  west  of  southeast  corner  of  Section 
9.   On  west  side  of  Grant  Avenue,  470  feet  south  of  Florida  Avenue. 

Reference  point — (a)  Three-eighths  inch  hole  in  west  side  of  piinp  base, 
0.2  foot  above  ground  through  January  25,  1926;  then  (b)  one-half  inch 
hole  in  northwest  side  of  purin,  C.3  foot  above  concrete  pump  base  and 
ground. 

Elevation  of  reference  point — (a)  1739.8;  (b)  1769.9;  from  levels  by 
D.W.R. 

Use — Irrigation.  Depth — 455  feet.  Casing — 12  inches. 

Other  numbers — Harding  No.  220,  Waring  No.  134. 
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5S1F.9B  Continued 


Date 


1915 


Dist.R.P. 

to  water 

surface, 

Feet 


Nov.     a 

1921 

Nov.  18 
Dec.  29 

1922 

Jan.  29 

Feb.  23 

Mar.  13 

Mar.  31 

Apr.  18 

Inlay  8 


80. 


68.5 
68.7 


65.0 
62.3 
60.6 
59.1 
58.0 
56.8 


Dist.R.P. 

to  v.atpr 

surface, 

Date 

Feet 

1922  Cc 

nt'd. 

tiay  23 

56.1 

June  12 

55.3 

July  1 

56.6 

July  20 

56.3 

Oct.  19 

79.7 

Nov.  18 

69.8 

1926 

Jan.  26 

1938 

Apr.  11  b 
Nov.  29  b 


97,8 


82.9 

102.9 


Date 


1939 


Dist.R.P. 

to  water 

surface, 

Feet 


a  Measurement  from  United  States  Geological  Survey, 
b  Measurement  from  Metropolitan  Water  District. 
Measurements  from  Division  of  Water  Resources  excerjt 


July  19 

b 

117.2 

1940 

Jan.  9 

b 

86.2 

1941 

Jan.  13 

b 

93.8 

Apr,  15 

b 

78.3 

May  16 

b 

68.0 

1942 

Jan.   6 

b 

81.9 

as  noted 

• 

5S1E9G 


MAP  10 
REPLOGLE 


S.7.  100 


Location — 1480  feet  north  and  88  feet  east  of  southwest  corner  of  Section 
9,  150  feet  north  of  Florida  Avenue  and  88  feet  east  of  Falrview  Avenue. 
Reference  point — Top  of  casin'^,  1.3  feet  above  piround. 
Elevation  of  reference  point — 1757.3,  interpolated  by  M.W.D. 
Use —  Depth —  Casing — 7  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface. 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1938 

1938  Cont'd. 

1938  Cont'd. 

Apr.  11 

89.3 

June  27 

85.6 

Sep.  12 

86.4 

Apr.  29 

89.3 

July  11 

85.8 

Oct.  10 

85.8 

May  16 

88.5 

July  28 

85.7 

Nov.  14 

86.1 

May  30 

86.9 

Aug.   1 

85.6 

Nov.  29 

97.0 

June  13 

86.5 

D-c.  12 

87.4 

5SIF:90  Continued 


753 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1939 


1940 


1941 


Jan. 

9 

87.5 

Jan. 

2 

88.0 

Jan.  13 

91.0 

Feb. 

5 

87.5 

Feb. 

5 

87.5 

Feb.  19 

91.1 

Mar. 

20 

86.8 

Mar . 

5 

86.4 

Mar.  18 

8S.3 

May- 

8 

84.9 

Apr. 

1 

85.4 

Apr.  15 

86.3 

June 

26 

84.3 

May- 

13 

85.0 

May  12 

84." 

July 

19 

84.7 

June 

19 

85.0 

June  23 

84.0 

Aug. 

7 

86.5 

July 

15 

85.5 

July  16 

83.5 

Aug. 

14 

85.2 

Aug. 

14 

83.5 

Aue.  27 

83.8 

Aug. 

El 

85.4 

Sep. 

16 

87.7 

Oct.   7 

83. 2 

Aug. 

28 

85.6 

Oct. 

14 

88.0 

Nov.  11 

84.1 

Sep. 

4 

85.9 

Nov. 

12 

88.8 

Dec.  12 

84.3 

Oct. 

2 

85.7 

Dec. 

17 

90.4 

Nov. 

6 

86.2 

1942 

Dec. 

4 

87.2 

Jan.   5 

84.3 

Measurements  from  Metropolitan  Water  District, 


MAP  10 


5S1E9D 


J.  F.  lAM. 


S.V.  157 


Locetion — 1250  feet  e^st  anrl  500  feet  south  of  west  quarter  corner  of 
Section  9,  500  feet  south  of  Palm  Avenue,  1250  feet  east  of  Fairview 
Avenue, 

Reference  point — Top  of  casinq;,  south  side,  at  ground. 

Elevation  of  reference  point — 1750.0,  from  levels  by  D.W.R. 

Use — Irrigation.  Depth — 180  feet.  Casing — 12  inches, 

Other  numbers — Hardinsr  No.  241. 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1921 


1922 


1922  Cont'd. 


Oct.  14 

71.6 

Jan.  20 

71.5 

May  23 

55.5 

Oct.  26 

71.5 

Feb.  3 

70,8 

June  12 

66.3 

Nov.   7 

72.2 

Feb.  23 

69.8 

July  1 

65.1 

Nov.  22 

72.0 

Mar.  13 

69.0 

July  20 

54.5 

Dec.   9 

72.1 

Mar.  31 

68.3 

Sep.   5 

56.5 

Dec.  29 

72.2 

Apr.  18 

67.8 

Nov.   5 

67.5 

354 


5S1E9D  Continued 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  vjeter 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1924 

1940 

1941 

Dec.   9 

72.5 

Jan.  9 

a    70.6 

Jan.  13 

a    69.6 

1926 

Jan.  25 

72.0 

a  Measurement  from  Metropolitan  Water  District. 

Measurements  from  Division  of  Water  Repources  except  as  noted. 


MAP  10 


5S1E9E 


FRUITVALE  ?!UTJAL  V;ATER  CO'tPANY 


S.V.  245 


Locatlon--About  2000  feet  east  and  1000  feet  north  of  center  of  Section  9, 

Middle  well  in  spreading  ground  south  side  of  river. 
Reference  point — Top  of  pipe,  0,5  foot  above  ground. 
Elevation  of  reference  point — 1734.0,  from  levels  by  D.W.R. 
Use —  Depth — 41  feet.  Casinf? — 2  inches. 

Other  numbers--Hardinsr  No.  431. 


Dist.R.P. 

Dipt.R.P. 

Dist.R.P. 

to  water 

to  v;eter 

to  water 

surface, 

surface. 

surface, 

Date 

Feet 

Date      Feet 

Date      Feet 

1922 

1922  Cont'd. 

1922  Cont'd. 

AvT.      4 

4.0 

May  21       3.0 

Aue,  12      15.6 

Apr.  15 

3.7 

June  11       2.3 

Sep.  11       13. 1 

Apr.  26 

3.1 

June  50       8.4 

Oct.  12       20.5 

May   6 

S.4 

July  22       13.4 

Nov.  13       22.6 

Meesurements  from  Divifion  of  V.'ater  Resources. 


5S1E10A 


LIA?  10 
G.  H.   BILLICK 


S.V.  256 


Location — 300  feet  east  end  250  feet  north  of  south  quarter  corner  of 

Section  10.  About  200  feet  south  of  State  Highway  to  Idyllwild. 
Reference  point — Top  of  casing,  0.9  foot  above  ground. 
Elevation  of  reference  point — 1820.9,  estimated  by  M.Vi[.D. 
Use — ^Not  used.  Depth —  Casinp:--10  inches, 


Dlst.R.F, 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1940 

1941 

1942 

June  19 

59.5 

Jan.  15 

65.1 

Jan.   6 

51.8 

Measurements  from  Metropolitan  Water  District. 


MA?  10 


5S1E10B 


;.V.  258 


Location--o50  feet  west  and  450  feet  north  of  southeast  corner  of  Section 
10,  about  650  feet  north  of  State  Highway  to  Idyllwild  near  south  bank 
of  San  Jacinto  River. 

Reference  point--Top  of  inside  edge  of  5  foot  diameter  Concrete  pipe  cas- 
ing at  ground. 

Elevation  of  reference  poiat--1810,  estimated  by  M.VJ.D, 

Use — Domestic.  Depth--45  feet.  Casing — 8  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1940 

1941 

1942 

June  19 

16,3 

Jan.  15 
Apr.  15 
May  15 
June  20 
July  18 
Oct.   7 

18.9 
9.5 
10.4 
11.1 
12.3 
15.5 

Jan.   5 

17.4 

Nov.  11 

17.6 

• 

Measurements  from  luetroDolitan  V'Jater  District. 


356 


I.IAP   10 


5S1E14A 


E.   J.   LTIID:JUI?T 


S.V.  114 


Location — About  1300  feet  north  and  400  feet  east  of  center  of  Section 
14.  Approximately  2.8  miles  easterly  of  Valle  Vista,  155  feet  south 
of  Florida  Avenue. 

Reference  point — Bottom  of  pump  base  at  ground. 

Elevation  of  reference  point — 1890,  estimated  by  M.Vf.D. 

Use — Irrigation.  Depth — 700h  feet.  Ca£;inp'-- 


Dist.R.P. 

Dist.R.F. 

DiFt.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1941 

1942 

Mar.  20 

76.6 

Jan.  15 
Feb.  28 

106.7 
85.4 

Jan.  6 

65.3 

1940 

Mar.  18 
Apr.  15 

78.6 
70.6 

Jan.  9 

84.4 

Hay  16 

54.8 

Feb.  28 

68.  [) 

Mar.   6 

64.0 

Measurements  from  Metropolitan  VJater  District. 


5S1E17A 


MAP  10 
JAMES  H.   SinDETj:R 


S.V.  116 


Location — 1500  feet  west  and  1250  feet  south  of  north  quarter  corner  of 

Section  17,  0.23  mile  east  of  Pleasant  Avenue  and  60  feet  north  of 

Mayberry  Avenue. 
Reference  point--(a)  Air  gage,  0.3  foot  above  -^ound  throu.?h  July  19, 

1939;  then  (b)  edge  of  opening  in  frame  0.1  foot  above  eir  gage  hole, 

0.4  foot  above  ground. 
Elevation  of  refersnce  point  — (a)  1762.3;  (b)  1762.4;  estinnted  by  M.VJ.D. 
Use — Irrigation.  Depth--  Casing-- 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  v.ater 

to  water 

surface, 

surface:, 

surface, 

Date 

Feet 

Date 

Ftet 

Date 

Feet 

1938 

1939 

1941 

Apr.  12 

200. 

July  19 

190. 

Jan.  14 

188.3 

July  23 

199. 

Nov.  29 

199. 

1940 

1942 

Jan.  9 

1P7.8 

Jan.   7 

1B1.7 

Measurements  from  Metropolitan  V.'ater  District. 


757 


I'lAP    10 


5SIE17B 


TIIEO.   KRUlffi? 


S.V.  lis 


Location — 1550  feet  ^^!est  an'\   50  feet  north  of  southeast  corner  of  Section 

17,  1350  feet  west  of  Fairview  Avenue  and  50  feet  north  of  Stetson 

Avenue. 
Reference  point — (s)  Top  of  casine  at  top  of  concrete  block  at  ground 

through  March  18,  1941;  then  (b)  hole  in  piimp  base, north  side, at  air 

column,  one  foot  above  ground. 
Elevation  of  reference  point — (a)  1B40;  (b)  1841;  estimated  by  M.W.D. 
Use —  Depth — ?50  feet.  Casinc — 15  inches. 


Dist.R.P. 

to  water 

surface, 

De.te 

Feet 

193S 

Apr.  12 

255.4 

Dist.R.P, 

Dist.R.P. 

to  water 

to  water 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

1941 

1942 

Feb.  23 

259.1 

Jan.   7 

259.1 

Mar.  18 

25S.5 

Measurements  from  Lletropolitan  Water  District. 


5S1E17C 


M/P   10 
n.    JACKSON 


S.Y.  119 


Location — 400  feet  east  and  100  feet  north  of  center  of  Section  17,  O.o 

mile  east  of  Pleasant  Avenue,  55  feet  north  of  "I'hittier  Avenue. 
Reference  point--    Top  of  casin^r,  0.7  foot  above  fj'round. 
Elevation  of  reference  point — 1800.7,  estimated  by  M.W.D. 
Use — Not  used.  Depth--  Casinp'-~14  inches. 


Date 


Dist.R.P. 

to  water 

sirrface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface 

Feet 


1939 


1941 


1942 


Mar.  20 
1940 


211, 


Jan.  15  216.1 
Feb.  28  215.0 
Aug.  14      214.3 


Jan. 

15 

214.2 

Mar . 

18 

213.4 

Apr. 

15 

212,9 

May 

15 

212.1 

June 

20 

211.5 

July 

18 

210.3 

Aug. 

27 

211.1 

Oct. 

7 

£11.2 

Nov . 

11 

210.8 

Dec. 

12 

210.5 

Measurement   from  Metropolitan  VJater  District. 


Jan. 


i09.7 


l!AP  10 


5S1E17D 


HIGHLINE  liUTUAL  7;ATER  CmrPAriY 


S.V.  179 


Location — In  southeast  one-fourth  near  south  quarter  corner  of  Section 

17,  500  feet  north  of  Stetson  Avenue,  200  feet  west  of  Chicago  Street. 
Reference  point--Top  of  casing,  1.5  feet  above  ground. 
Elevation  of  reference  point — 1831.2,  from  levels  by  D.W.R. 
Use — Irrigation.  Depth--3e3  feet.  C9slng~12  inches. 

Other  nunibers — Harding  No.  275. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1921 


1930 


1934 


Oct.  18  a  174.4 
Oct.  26  a  174.6 
Nov,   7  a   174.8 


235. 


1932 


1938 


250. 


1928 


240. 


260. 


Mar. 
Nov. 


215. 
230. 


1940 


270. 


a  Measurement  from  Division  of  Water  Resources. 

Lle'asurer.ents  by  owner  from  lletropolitan  Water  District  except  as  noted. 


5S1E18A 


MAP  10 
LAGfLiNA  WITTJAL  WA'TER  COIiPANY 


S.V.  117 


Location — 0.35  mile  north  and  1350  feet  west  of  southeast  corner  of  Sec- 
tion 18,  528  feet  north  of  Johnson  Avenue,  30  feet  west  of  Lake  Street. 
Reference  point--Air  gage,  1.0  foot  above  ground. 
Elevation  of  reference  point — 1753,  estimated  by  Ll.V.'.D. 
Use — Irrigation.  Depth — 500  feet.  Casino — 4'  x  4' 

pit  to  163  feet. 


^tiy 


Date 

1935 

May  16 
Sep.   1 

1936 

June  1 
Sep.  16 


Dist.R.P. 

to  water 

surface, 

Feet 


176. 
185. 


189. 
194. 


5S1F18A  Continued 

Dist.R.P. 
to  v'ster 
surface, 
Date       Feet 

1937 


Jan.  31 

liar.  18 

Aug.  29 

Sep.  25 

1938 

Apr.  18 

1939 

Apr.  14 
Aug.  24 


188. 
187. 
196. 
196. 


189. 


190. 
204. 


Date 
1940 


Feb. 

May 

Oct. 


1 


1941 

Jan. 
Sep. 

1942 

May   ] 


Dist.R.P. 

to  water 

surface, 

Feet 


197. 
210. 
223. 


208. 
200. 


200. 


Air  measurements  by  owner  from  Metropolitan  Water  District. 


5S1E18B 


M 


MAT  10 


MOTTLTON 


S.V.  232 


Location — 470  feet  east  and  800  feet  north  of  south  quarter  corner  of 
Section  18,  470  feet  ees-t:  of  Soboba  end  500  feet  south  of  Johnston. 
Reference  point — Tov   of  bolt  hole  in  nvr^.v   base,  3.4  feet  below,  ground. 
Elevation  of  reference  point — 1761.5,  from  levels  by  D.W.R. 
Use---Irrieation.  Depth — 374  feet.  Casing — 14  inches, 

Other  numbers — Hardine  No,  274. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1912 


1922 


1941 


ilay 
1921 


12c 


Oct.  18  116.0 
Nov.  7  116.1 
Dec.  29      115.8 


Jan. 

£0 

115.9 

Nov.  11 

b 

188.2 

Feb. 

4 

115.0 

Dec.  12 

b 

185.6 

Mar. 

13 

116.3 

Apr. 

18 

115.4 

194-2 

Jan.   6  b   185.3 


a  Measured  by  driller. 

b  Measurement  from  Metropolitan  Vfater  District. 

Measurements  from  Division  of  Water  Resources  except  as  noted. 


360 


VJF   10 
5SlEieC        MERIDIAN  MUnJAT.  'HATER   COLTAJjY         S.V.  253 

Location — 700  feet  east  and  550  feet  north  of  west  quarter  corner  of  Sec- 
tion 18,  45  feet  east  of  Henet  Street  and  550  feet  north  of  Whittier 
Street. 

Reference  point — Top  of  casing,  southwest  side,  at  OTound . 

Elevation  of  reference  point — 1730,  interpolated  by  11/';. D. 

Use — Irrlsration.  Denth —  Casin? — 14  inches. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

1925 

1932 

June 

108. 

Nov.  25 

1928 

1935 

Jan. 

115. 

Jan.  28 

Dist.R.P. 

Dist.R.P 

to  water 

to  water 

surface. 

surface, 

Feet 

Date 
1941 

Feet 

137. 

Feb.  28 

151.1 

Apr.  15 

160.2 

Kay  15 

159.7 

July  18 

153.8 

153.2 

Oct.   7 

177.3 

Nov.  11 

158.2 

Dpc.  12 

152.3 

1942 

Jan.   5      151.4 


Measurements  from  Metropolitan  V.ater  District. 

MAP  10 

5S1219A  liOYERS 

Location — 50  feet  west  and  100  feet  south  of  northeast  corner  of  Section 

19,  100  feet  south  and  50  feet  west  of  Stetson  and  Pleasant  Avenues. 
Reference  point — ^Bottom  edge  of  pump  frame,  1.2  feet  above  frround. 
Elevation  of  reference  point — 1803,2,  estimated  by  I'.V.'.D. 
Use — Irri-'atlon.  Depth — 400+  feet.         Casine' — 

Other  numbers — Koyers  '/.'ell. 


I 


Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  water  to  water  to  water 

surface,  surface,  surface. 

Date      Fe'^t  Date      Feet  Date      Feet 

1933  1941  1942 

July  15      199.  li'?r.  17      219.^.  Jan.   6      219.0 


Measurements  from  ^'fit^opolitan  'f.'ater  District. 
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IvlAP  10 


5S1E20A 


GAL.  CHAr,BER£ 


S.V.  120 


Location — Approximately  1000  feet  north  and  1200  feet  east  of  center  of 
Section  20,  on  north  side  of  Hemet  VJater  Gonpany  canal. 

Reference  point — (a)  Top  of  casing,  2,0  feet  above  ground  through  July 
18,  1941;  then  (b)  top  of  casing,  0.7  above  ground  surface. 

Elevation  of  reference  point--(e)  1855;  (b)  1853.  V  ^  estinated  byM.V.'.D. 

Use — Not  used.  Depth —  uasing — 20  inches. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  v;ater 

surface, 

Feet 


1939 


1940 


1941 


Mar.  20 

250. 

Jan.  15 

259.0 

Jan.  15 

253.3 

July  19 

261.2 

Feb.  28 

254.4 

Mar.  18 

251.6 

Aug.  14 

253.5 

Apr .  15 
May  16 
June  20 
July  18 
Aug.  27 
Oct.   7 
Nov.  11 

250.9 
249.9 
249.3 
249.4 
251.6 
251.8 
252.0 

Dec.  12 

252 . 1 

Measurements  from  Metropolitan  Water  District, 


MAP  10 


5S1E20B 


C.  E.  GHAi'IBERS 


S.V.  180 


Location — Near  center  of  northeast  quarter  of  Section  20.   125  feet 

northeast  of  5S1E20A,  S.V.  120,  just  north  of  flume. 
Reference  point — Hole  in  top  of  pump  base. 
Elevation  of  reference  point — 1861.0,  from  levels  by  D.W.R. 
Use — ^IJot  used.  Depth — 335  feet.  Casing — 16  inches, 

Other  numbers— Harding  No,  276. 


5S1E20B  Continued 


Dist.R.P. 

Dist.R.F. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922 

1924 

Oct,  le 

192.6 

Jan.  20 

193.5 

Dec.   9 

202.1 

Oct.  26 

192.9 

Feb.  4 

193.4 

Nov.   7 

192.8 

Mar.  13 

193.6 

1927 

Dec.   9 

193.1 

Apr.  16 

193.7 

Dec.  29 

193.2 

May  23 
July  1 
Sep.  29 
Oct.  19 
Nov.  6 

194.1 
194.8 
19S.2 
197.6 
197.7 

July  IP 

214.0 

Measurements  from  Division  of  V.'ater  Resources, 


MAP   10 


5S1E20G 


HHvIET  NURSERY  COIvTMY 


S.V.  182 


Location — 1200  feet  south  and  100  feet  west  of  east  quarter  cornei"  of 

Section  20.  On  west  side  of  Bautista  Canyon  Road. 
Reference  point--l  inch  hole  in  west  side  of  pump  base,  3.5  feet  below 

ground. 
Elevation  of  reference  point — 1900,  estimated  from  D.W.R.  levels. 
Use — Irrigation, 


Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

1934 

1941 

255. 

Jan.  13 

242.8 

Apr.  15 

232.7 

Llay  16 

226.3 

Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurements  from  Metropolitan  K'atpr  District. 
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MP   10 


5S1E20D 


CTIAI?RERS  Riilv'CH 


S.V.  254 


Location — 50  feet  east  and  150  feet  north  of  center  of  Section  20.  About 

250  feet  southeast  of  Lake  Hemet  Water  Conpany  Canal. 
Reference  point — 1  inch  hole  in  pump  base,  0.5  foot  above  ground. 
Elevation  of  reference  point — 1869.5,  estimated  by  M.W.D. 
Use — Irrigation.  Der>th —  Casins: — 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1941 


1942 


Jan.  14 


237.2 


Jan. 


:;34,4 


Measurements  from  Metropolitan  '','ater  District, 


5S3W1A 


I'^P  10 
J.!R.  AII-ILFY 


y.-Z2 


Location — In  northeast  quarter  of  Section  1.   Just  east  of  north  quarter 

corner. 
Reference  point — ^Unknown* 

Elevation  of  reference  point- -1426,  estimated  by  ?!.?'. D. 
Use--  Depth---  Gasing-- 

Other  numbers — ^I'/aring  No.  57, 


Dist.R.P, 

Di 

rt  .R  .P . 

Dist.R.P. 

to  water 

to 

water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

] 

?'eet 

Date 

Feet 

1905 

1907 

1909 

Sep,  23 

11.0 

Feb.  14 

4.4 

Apr.   2 

9.4 

Dec.  22 

11,5 

May  18 

5.9 

July  11 

11.0 

Aug.  31 

9,5 

Oct.  14 

11,2 

1906 

Dec.  31 

9,7 

1910 

Jan.  29 

12,0 

1908 

Mar,  16 

11.3 

Feb,   3 

8.0 

May  12 

6.7 

Apr.  23 

9,3 

Aug,  10 

12.3 

June  28 

8,0 

June  25 

9.2 

Aug.   4 

9.2 

Oct.  15 

11.0 

1911 

Sep,  27 

9,7 

Dec.  28 

10.9 

Dec,  21 

9,9 

Jan.   5 

13.2 

6S3/ilLA  Continued 


Dist.R.P. 

Di 

st.R.P. 

Dist.R.P. 

to  water 

to 

vjnter 

to  water 

surface, 

rtirface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1912 

1915 

1940 

May  29 

8.2 

Nov.  23 

10.0 

Feb.   9 

ab 

July  30 

9.1 

Oct.  18 

9.7 

1915 
July  30 

9.7 

a  Lleasurerr^nt  from  Metropolitan  Water  District. 

b  No  trace  of  well. 

Measurements  from  United  States  Geological  Survey  except  as  noted. 


l!AP  10 


5S3;*J2A 


KIRKPATRIGK 


M-6 


Location--50  feet  north  and  35  feet  u'est  of  center  of  Section  2,  50  feet 
north  of  east-west  road. 

Reference  point--(a)  Top  of  casin?',  R.5  feet  above  ground  throu-^h  Decem- 
ber 3,  1925;  then  (b)  top  of  caslns', north  side,  1,5  feet  above  ground. 

Elevation  of  reference  point — ("a)  14^9.2;  (b)  1427.2;  from  levels  by 
M.W.D. 

Use — Not  used.  Depth — 54.4  feet.         Casing — 10  Inches. 

Other  numbers — Harding  438. 


Dist.R.F. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922  Con 

t'd. 

1925 

Nov.  17 

31.9 

June  26 

22.9 

Dec.  3 

36.1 

Dec.  13 

32.0 

July  24 

23.6 

Aug.  22 

24.2 

1940 

1922 

Sep,  18 

25.0 

Oct.  20 

25.7 

Jan.  18 

54.2 

Jan.  17 

26.5 

Nov.  17 

26.1 

Feb.  14 

21.4 

1941 

Mar.  16 

21.4 

1924 

Apr.  13 

21.5 

Jan.  15 

a 

May   1 

21.8 

Oct.  11 

33.3 

May  24 

LP.l 

a  Dry  at  54.4  feet. 

Measurements  from  Division  of  Water  Resources, 


355 


ILAP   10 

esmm  h.  i:.  kirkpatrick  h-44 

Location — 1000  feet  west  and  225   feet  north  of  Center  of  Section  2, 
0.40  mile  south  of  Menifee  School  Road,  1700  feet  east  of  Antelope 
Road. 

Reference  point — Top  of  4-  inch  by  5  inch  -wooden  blocks  at  southwest 
corner  of  column  pipe,  O.P  foot  above  ground. 

Elevation  of  reference  point — 1425.9,  from  levels  by  M.'.''.D. 

Use — ^Domestic.  Depth —  Casino — 10  inches. 

Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  v.'ater  to  water  to  water 

surface,  surface,  surface. 

Date      Feet  Date      Feet  Date      Feet 

1941  1942 

Jan.  15 55.0 Jan.   7       45.8 

Measurements  from  Division  of  V^ater  Resources. 


IIAP  10 
esmZA  KIRFPATRICF  I! -7 

Location — 150  feet  west  an^.  550  feet  north  of  east  quarter  corner  of 
Section  3,  190  feet  west  of  Antelope  Road,  0.37  mile  south  of  Fenifee 
School  Road. 

Reference  point — (a)  Top  of  casin^',  1.3  feet  above  srround  throu.i^h  Novem- 
ber 17,  1922;  then  (b)  top  of  flsnp-e  over  casing,  south  side,  0.5  foot 
above  ground. 

Elevation  of  reference  -ooint — (a)  1429.2;  (b)  1428.4;  from  levels  by 
D.W.R. 

Use —  Det)th— k250  feet.  Casing— 10  inches. 

Other  numbers — Harding  No.  437. 


Date 

Dist.R.P. 
to  water 
surface, 

Feet 

Date 

Dist.R.P. 
to  water 
surface. 
Feet 

Dist.R.P. 
to  water 
surface. 
Date       Feet 

1921 

1922 

1922  Cont'd. 

Nov.  17 
Dec.  13 

34.8 
34.9 

Jan.  17 
Feb.  14 

31.2 
27.7 

Mar.  15       26.6 
Apr.  13       26.0 
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6S3W'?A  Continued 


Dist.R.P. 

to  water 

surface. 

Date 

Feet 

Date 

1922  Cont'd. 

1940 

May   1 

26.0 

Jan.  18 

May  24 

26.0 

June  26 

26. 4 

1941 

July  24 

26.8 

Aup.  22 

27.5 

Jan.  16 

Sep.  18 

28.1 

Oct.  20 

^8.6 

Nov.  17 

28.8 

Dipt.R.P. 

to  water 

surface. 

Feet 

Date 
1942 

Dist.R.P. 

to  water 

surface. 

Feet 

55.2 

Jan.   7 

50.4 

56.7 


Measurements  from  Division  of  V'ater  Resources, 


Ilk?   10 


6S3W3B 


M-41 


Location — 100  feet  south  and  380  feet  west  of  center  of  Section  3,  0.6 
mile  west  of  Autelope  Road,  2540  feet  north  of  road  alon?;  south  side  of 
Section  3. 

Reference  point — Top  of  casine-,  northwest  side,  2.9   feet  above  spround. 

Elevation  of  reference  point — 1453.0,  from  levels  by  H.V/.D. 

Use —  Depth —  Casinp; — 6  inches. 


Date 


1941 


Jan,  16 


Dist.R.P. 

to  water 

surface, 

Feet 


55.2 


Dist.R.P 

to  water 

surface, 

Date 

Feet 

1942 

Jan.   7 

50.6 

Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurements  from  Division  of  Water  Repourcer. 


1,'iAP   10 


6S3VJ4A 


MENIFEE  SCHOOL 


l!-4A 


Location — Northeast  corner  of  Section  4,  440  feet  south  of  Menifee  School 

Road,  200  feet  west  of  Bradley  Road. 
Reference  point--At  ground. 

Elevation  of  reference  point — 1438.3,  from  levels  by  M.W.D. 
Use — Domestic.  Depth —  Casin*?: — 

Other  numbers — ^U.S.G.S,  No.  78b. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1925 

1931 

1938 

Nov.   3 

52.1 

Mar.   4 

55.5 

Feb.  23 

57.0 

June  12 

53.9 

May   4 

55.5 

1925 

Au.T.  26 

54.7 

Oct.  18 

55.2 

May  13 

51.3 

1932 

1939 

Oct.  27 

51,4 

Mar .  8 

53.5 

Feb.  14 

53.8 

1927 

May   3 

54.6 

May  31 

52.9 

Auc.  10 

55.7 

Auo:.  16 

53.7 

June  24 

49.4 

Nov.  18 

54.5 

Nov.  15 

53.8 

Aug.  30 

51.3 

Oct.   7 

50.2 

1933 

1940 

1928 

Feb.   5 
May  18 

58.5 
59.0 

Feb.  15 

53.4 

Feb.  21 

51.7 

1941 

May  22 

50.8 

1934 

Aug.  15 

52.5 

Jan.  15 

55.8 

Feb.   5 

55.9 

Mar.  13 

54.7 

1929 

Dec.   4 

57.7 

May  22 
Aug.  £0 

53.5 
49.5 

May   1 

59.0 

1935 

Nov.   7 

49.5 

Sep.   7 

58.2 

Feb.  26 

55.9 

1942 

1930 

May   7 

56.9 

Feb.  18 

49.5 

Mar .   3 

55.7 

May  21 

56.3 

July  31 

54.1 

Dec.   4 

53.4 

Measurements  from  United  States  Geological  Survey. 
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6S3V/4B 


I.!AP   10 
l^ENTFFE  C^CHOOL 


!!-4 


Location — Northeast  corner  of  Section  4. 

Reference  point--Top  of  casinp'  at  pround. 

Ileve.tion  of  reference  point— 1437.8,  from  levels  by  D.W.R. 

Use —  Depth —  Casinp  — 

Other  numbers — Hardin/?  No.  431,  Waring  No.  54,  U.S.G.S.  No.  7Ba. 


Dist.R.P. 

Dlst.R.F. 

Dist.R.P. 

to  water 

to  v.'ater 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1914 

1918 

1922 

^      June  25 

32.8 

U^y   4 

38.6 

Apr.   7 

41.0 

■      Aug.  14 

33.2 

Oct,  12 

36,1 

May  16 

40.0 

^       Nov.  21 

33.2 

Au,<?,  29 

38.9 

1919 

Oct.  27 

b 

39.9 

1915 

May  11 

37.8 

1923 

May  21 

50.2 

Oct,  12 

b    41.2 

Oct.  31 

a    31,4 

Feb.  26 

39.5 

Nov, 

32. 

1920 

June  6 
Sep.  17 

b 

41.0 
41.7 

1916 

May  18 
Oct.  16 

b    41,4 
40.3 

Dec.  15 

b 

41.5 

May   6 

27.5 

1924 

Nov.  15 

29.2 

1921 

Aufr,  26 

b 

43.5 

1917 

Feb,  10 
May  13 

41.2 
41.8 

1925 

k       May  19 

SO. 9 

July  25 

43.0 

Nov.  25 

34.5 

Oct.  10 

43.5 

liar.  12 
May  26 
Auic?.  25 
Nov .   3 

b 
b 
c 

46.3 
53.8 
58.3 

a  Had  been  pumping. 

b  Pumping. 

c  Filled. 

Measurements  from  United  States  Geological  Survey. 


6S3S\'5A 


i'AP  10 
C.  E.  FOXLEY 


M-5 


Location — 160  feet  south  and  170  feet  east  of  northv.est  corner  of  Section 

5,  150  feet  south  of  Cottonwood  Canyon  Road. 
Reference  point— Top  of  casing,  east  side,  1.2  feet  below  ground. 
Llevation  of  reference  point — 1399,0,  from  levels  by  II.V.'.D. 
Use — Irrigation.  Depth— 102  feet,  Casinr—lO  inches. 
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Date 


1940 


Dist.R.P. 

to  water 

surface, 

Feet 


6S3l*<5A  Continued 

Dist.R.P. 
to  water 
surface, 
Date       Feet 

1941 


Date 


1942 


Dist.R.P. 

to  water 

surface, 

Feet 


Jan.  18  a 


"5.0 


Jan. 

15  a 

31.7 

Jan. 

31 

31,9 

Hay 

14 

18.1 

June 

18 

19.0 

July 

15 

19.5 

Aufl-. 

27 

20.3 

Oct. 

8 

21.3 

Nov. 

14 

22.1 

Dec. 

9 

22.4 

Jan.   7  a 


23.1 


a  Measurement  from  Division  of  Vi'ater  Resources. 

Measurements  from  Metropolitan  T^Vater  District  except  as  noted. 


6S3A'6A 


mT  10 
HARRY  KOPP 


M-5A 


Location — 50  feet  south  and  350  feet  west  of  northeast  corner  of  Section 

Reference  point — Top  of  4  x  4  across  pit  0.5  foot  above  ground  and  8.45 

feet  above  top  of  casin,?. 
Elevation  of  reference  point--1400.7,  frorr.  levels  by  D.ViJ.R. 
Use — ^Abandoned.  Depth — 144  feet.  Casing — 12  inches. 

Other  numbers — Harding  No.  429. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1922  Cont'd. 

1941 

Nov.  16 

32.5 

May   1 

20.2 

Jan.  28 

ab 

Dec.  13 

32.8 

May  24 
June  26 

20.2 

20.6 

1922 

July  24 
Aust.  £2 

21.0 
21.3 

Jan.  13 

29.4 

Sep,  18 

21.5 

Feb.  14 

25.0 

Oct.  20 

22.0 

Mar.  15 

21.5 

Nov.  17 

22.5 

Apr.  13 

£0.4 

a  Measurement  from  Metropolitan  Vtater  District. 

b  Pit  caved  in;  casing  covered. 

Measurements  from  Division  of  Water  Resources. 


I'JiP  10 


6S3/J1U 


M-42 


Location — 1340  feet  north  and  50  feet  esj-t  of  ?outhv;est  corner  of  Section 

11. 

Reference  point — Top  of  concrete  block  around  casin*?,  0,5  foot  above 

p;round . 
Elevation  of  reference  point — 
Use — Stock.  Dppth —  Casini-? — 8  inches. 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


Date 


Dist.R.F. 
to  water 
surface 
Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 


1942 


Jan.  16  a 


i.O 


Jan. 


:.5 


a  Water  standing  in  creek. 

Measurements  from  Division  of  V.'eter  He-ources, 


6S31V12A 


MA?  10 


M-15 


Location — 260  feet  south  and  90  feet  west  of  northeast  corner  of  Section 

12. 
Reference  point — Top  of  casing,  northwest  side,  0.7  foot  above  ground. 
Elevation  of  reference  point — 1429,5,  frorr.  levels  by  D.V.'.R. 
Use — ^Not  used.  Depth — 125  feet.         ■  Casing: — 8  inches. 

Other  numbers — Harding  No.  441. 


Date 
1921 

Nov.  17 

Dec.  13 

1922 

Jan,  17 
Feb.  14 
Mar.  16 
Apr.  13 


Dist.R.P. 

to  water 

surfece, 

Feet 


34.5 
34.3 


30.1 
25.8 
23.8 
23.2 


Date 


1922  Cont'd. 


May 

1 

May 

24 

June 

26 

July 

24 

Au,-:;. 

22  a 

Sep. 

18 

Oct. 

20 

Nov. 

17 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

surface, 

surface, 

Feet 

Date 

Feet 

•d. 

1924 

23.2 

Oct.  12 

35.7 

23.5 

25.8 

1925 

27.1 

29.0 

Dec.  3 

38.9 

371 


oSmiPA  Continued 


Date 

Dist.R.P. 
to  water 
surface. 
Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1940 

1941 

1942 

Jan.  24 
Feb.   9 

b 

53.5 
53.2 

Jan.  15 

54.8 

Jan,  8 

48.4 

a  Punpins^,. 

b  Measurement  from  Metropolitan  Water  District. 

Measurements  from  Division  of  Water  Resources  except  as  noted, 


mP   10 


6S31V23A 


ANTELOPE  SCHOOL 


M-37 


Location — 260  feet  south  and  75  feet  east  of  northwest  corner  of  Section 
23,  75  feet  east  of  Antelope  Road,  260  feet  south  of  road  along  north 
side  of  Section  12, 

Reference  point — Bottom  of  cljimp,  east  side,  1.0  foot  above  ground. 

Elevation  of  reference  point  — 

Use--Doraestic.  Deoth —  Casing — 10  inches. 


Dist.R.P. 
to  water 
surface, 
Date       Feet 


Date 

Dist.R.P. 

to  water 

surface, 

Feet 

Date 

Dist.R.P 

to  water 

surface, 

Feet 

1941 

1942 

Jan.  16 

9.8 

Jan .   7 

10.2 

Measurements  from  Division  of  Water  Resources. 


esgiyifSA 


I,fAP   10 
C.iRL  GUFiT'TKER 


11-15 


Location —0.19  mile  east  and  480  feet  north  of  southwest  corner  of 

Section  5. 
Reference  point--Top  of  casing,  west  side,  at  ground. 
Elevation  of  reference  point — 1440.0,  from  JI.W.D.  topog. 
Use — Irrigation.  Depth--2^7+  feet.         Casing — 12  inches. 


5S2W5A  Continued 


Dist.R.P. 

Dist.R.F. 

Dlet.R.P. 

to  v.ater 

to  Viator 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1940 

1941 

1942 

Jan.  24 

55.2 

Jan.  15 

30.6 

Jan.  8 

59.7 

Ivleasurements  from  Division  of  Water  Pesources. 


MAP  10 

6S2V;6A  LIBERTY  RAj^CH  M-28 

Location — 350  feet  northeast  of  west  quarter  corner  of  Section  3. 

Reference  point--Top  of  casin-';,  0.1  foot  above  frrcund. 

Elevation  of  reference  point — 1431,9,  from  levels  l^y  D.'A'.R. 

Use — Domestic.  Depth — 100  feet.  Casinf — 7  inches, 

Other  numbers — Hai'ding-  No.  442. 


Dist.R.P. 

to  v;ater 

surface, 

Date 

Feet 

1921 

Nov.  17 

36.4 

Dec.  13 

36.2 

Dist.R.P.  Dist.R.P, 

to  water  to  water 

surface,  surface, 

Date      Feet  Date      Feet 

1922  1940 

Feb.  14  26.2        Feb.   9  a    55.8 

Mar.  15  24.5 

Apr.  13  24.3  1941 

May   1  24.2 

Llay  24  24.8       Jan.  15  b    57.0 

June  25  26,4 

July  24  27.9 

Au^.  22  28.9 

Set5.  18  29.9 

Oct.  20  30.7 

Nov.  17  30.8 


a  Measurement  from  Metropolitan  Kater  District. 

b  Measurement  doubtful. 

Measurements  from  Division  of  VJater  Resources. 


.'7? 


6S2W6B 


llAP   10 
LIBERTY  RANCH 


M-34 


Location--60  feet  north  and  54  feet  west  of  southeast  corner  of  Section  5. 
Reference  point — Base  of  pninp  at  air  line  hole,  0.5  foot  above  ground. 
Elevation  of  reference  point — 1438.5,  from  M.V/.D.  topog. 
Use — Irrigation,  Depth —  Casing — 


Date 


1940 


Feb. 


Dist.R.P. 

to  water 

surface, 

Feet 


61.9 


Date 


1941 


Jan.  15 


Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

surface, 

surface. 

Feet 

Date 
1942 

Feet 

62.2 

Jan.   8 

56.5 

a  Measurement  from  Metropolitan  Water  District. 

Measurements  from  Division  of  Water  Resources  except  -is  noted. 


E>sm&c 


MAP   10 


LIRERTT  RAJNTCH 


M-27 


Location — 700  feet  east  and  50  feet  north  of  south  quarter  corner  of 

Section  6. 
Reference  point — Top  of  concrete  curb  at  southeast  corner. 
Elevation  of  reference  point— 1435.6,  from  levels  by  D.liV.R. 
Use — Irrigation,  Depth — 320  feet.  Casing — 14  inches. 

Other  numbers — Hardlns'  No.  440. 


Date 


1921 


Nov.  17 


Dist.R.P. 

to  water 

surface, 

Feet 


41.2 


Di 

St  .R  .P . 

Dist.R.P 

to 

water 

to  wster 

surface. 

surface. 

Date 

Feet 

Date 

Feet 

1922 

1925 

Jan.  17 

38,2 

Dec.   4 

50.3 

Feb.  14 

35.8 

Mar.  16 

33.2 

Apr.  13 

32.0 

May   1 

3S.6 

May  24 

«_ytJ  •  CZ, 

Oct.  20 

39.3 

Nov.  17 

?e.i 

Measurements  from  Division  of  Water  Resources, 


374 


MAT  10 

6S1W4A  T.  E.  DH'ilNG  P-177 

Location — 250  feet  west  and  200  feet  north  of  the  east  quarter  corner  of 

Section  4. 
Reference  point--Top  of  2   inch  x  12  inch  cover,  0,5  foot  above  ground. 
Elevation  of  reference  point-- 

Use — ^Domestic.  Depth —  Casins? — 

Other  numbers — Waring  No.  70. 


Dist.R.F. 

Dist.R.P, 

Dist.R.F. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1915 

1940 

1942 

Nov. 

a    45. 

Dec.  9 

b 

34.6 

Jan.  19 

c    re. 2 

a  Measurement  from  United  State?  Geolo.dcal  Survpy. 
b  Measurement  from  Metropolitan  V.'ater  District. 
c  Measurement  from  Division  of  V>'ater  Resources. 


IIAP  10 

6SlV;iOA  P-229 

Location — 530  feet  west  and  475  feet  south  of  northeast  corner  of  Section 

10. 
Reference  point — Top  of  casing,  south  side,  2  feet  above  ground. 
Llevatlon  of  reference  point — 
Use — Not  used.  Deoth--  Casing — 12  inches. 


Dist.R.F.  Dist.R.F.  Dist.R.F. 

to  water  to  water  to  wat^r 

surface,  surface,  surface, 

Date      Feet  Date      Feet  Date      Feet 

1942 

Jan.  19      49.6 


Measurement  from  Division  of  '.'.'ater  Resources , 


37b 


SOUTH  COASTAL  BASIN  I^r^TSTI'^.ATION 

Records  of  Ground  'I'ater  Levels  at  Wells 

in  Antelope  Valley 


■61'/ 


FJiP  11 


5N9W6A 


8944 


Location--In  northwest  quarter  of  northeast  quarter  of  Section  6,  0.7 
mile  east  of  147th  Street  E.,  800+  feet  south  of  Avenue  S. 


Reference  point— ^Top  of  casinp;,  1.3  feet  above  ground. 
Elevation  of  reference  point — 2847.3,  from  U.S. G.S .  tope? 
Use —  Depth— 


Casinp — 12  inches. 


Dist.R.P. 

Dist.R.P 

to  water 

to  water 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

1940 

1941 

Apr.   2 

48.9 

Jan.  31 

50.5 

May  18 

49.1 

Apr.   9 

41.4 

July  27 

49.8 

May  30 

36.2 

Aug.  23 

50.2 

July  18 

33.6 

Sep. 

50.3 

Sep.  27 

35.1 

Nov.  25 

50.4 

Nov.  25 

37.5 

Dec.  28 

50.4 

Dec.   2 

37.8 

Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurements  from  Los  Angeles  County  Flood  Control  District, 


IiiAP  11 


5N9'W21A 


0.  P.  MASSEY 


8989 


Location — In  northeast  quarter  of  southeast  quarter  of  Section  21,  500 
feet  west  of  Pear  Blossom  Highway  (177th  Street  E.),  300  feet  south 
of  Pear  Blossom  Highway  (Avenue  VS) . 

Reference  point — Top  of  2"  x  6"  on  concrete  casing,  2.5  feet  above  ground. 

Elevation  of  reference  point — 3207, 

Use — Domestic.  Denth- 


from  U.S.G-.S.  topog. 
-118  feet. 


Casina-- 


Date 

Dist.R.P. 
to  water 
surface. 
Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1940 

1941 

Sep.  12 
Dec.  25 

114,4 
114.3 

Apr.  22 
Nov.  26 

112.8 
110.3 

Measurements  from  Los  Ai:.geles  County  Flood  Control  District, 


37f 


KAP  11 


SNlCWeA 


8825 


Location — In  southwest  quarter  of  southwest  quarter  of  Section  6,  25  feet 

north  of  Avenue  T,  45  feet  east  of  87th  Street  F.. 
Reference  point — Base  of  pximp  at  oil  line,  north  side,'  at  ground. 
Elevation  of  reference  point — 2777,  from  U.S.G.S.  topo^. 
Use — Not  used.  Depth--  Casing — 

Other  numbers— P.I. D.  No.  27. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1925 


1938 


1940 


110. 

May   1 

b 

108. 

I'ar.  28 

91.5 

July  15 

107.8 

Nov.  26 

92.4 

1928 

Aug.  13 
Nov.  19 

94.5 
93.0 

1941 

Jan.    a 

89. 

1939 

Apr.  28 

87.2 

1930 

Feb.  11 

c 

Nov.  25 

90.8 

Oct. 

112. 

a  Dam  spilled  in  1927. 

b  Water  seeping  in. 

c  Irrigation  water  running  in. 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


MAP  11 


5N10W7A 


CAIAVALLEY 


8826A 


Location--In  southv;est  quarter  of  northwest  quarter  of  Section  7,  40  feet 

north  of  Avenue  T8,  130  feet  east  of  87th  Street  E. 
Reference  point — Top  of  concrete  pumi)  base  and  casing,  1.5  feet  above 

ground. 
Elevation  of  reference  point — 2817,  from  U.S.G.5.  topog. 
Use— Irrigation.  Depth— 550  feet.         Casing— 16  inches. 

Other  numbers — Owner  No,  1* 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1938 


1940 


1941 


July  16 
Aug.  13 


130.5 
127.4 


Mar. 

Nov. 


28 
27 


125.0 
126.5 


Apr, 

Nov. 


28 
25 


Measurempnts  from  Los  Anf;eles  County  Flood  Control  District, 


121.6 

123.3 


379 


MAP   11 


5N10W7B 


C/lLWALLIT 


8837 


Location — In  southeast  i^uarter  of  southiA'est  quarter  of  Section  7,  500+ 
feet  west  of  91st  Street  E.,  3C  feet  north  of  Avenue  U. 

Reference  point — Small  hole  between  punp  base  casting  and  concrete  block 
2  feet  above  ground. 

Elevation  of  reference  point — 2875,  from  U.S.G.S.  topog. 

Use — Irrigation.  Depth —  Casing — 


Dist.R.P 

to  water 

surface, 

Date 

Feet 

1938 

Nov.  19 

179.8 

1939 

Nov.  24 

177.3 

Date 


1940 


Mar.  28 
Nov.  27 


Dist.R.P. 

to  water 

surface, 

Feet 


177.5 

178.8 


Date 


1941 


Dist.R.P. 

to  water 

surface, 

Feet 


Apr.  28 
Nov.  25  a 


174.2 


a  Pump  pulled;  casino  plugged  with  concrete. 

Measurements  from  Los  Angeles  County  Flood  Control  District, 


IMP  11 


5N10W7C 


TAMARACK  PARK 


8847 


Location — In  southeast  quarter  of  southeast  quarter  of  Section  7,  50 
feet  north  of  Avenue  U,  200  feet  west  of  97th  Street  E. 

Reference  point — (a)  Base  of  pump,  top  of  concrete  block,  one  foot  above 
ground,  through  April  28,  1941;  then  (b)  pump  bsse,  raised. 

Elevation  of  reference  point--(a)  2893;  (b)  2893.5;  from  U.S.G.S.  topog. 
Use — Domestic.  Depth--  Casing — 18  inches. 


Dist.R.P 

to  water 

surface, 

Date 

Feet 

1938 

July  15 

205.0 

Date 

1940 

Mar.  28 
Nov.  27 


Dist.R.P, 

to  water 

surface, 

Feet 


202.7 
i:03.8 


Date 

1941 

Apr.  28 
Nov.  26 


Dist.R.P. 

to  water 

surface, 

Feet 


200.2 
202.4 


Measurements  from  Los  Angeles  County  Flood  Control  District. 


38  J 


i 


IIA?  11 
5NlCfW12A  ED.  SONTT^  8925 

Location — In  northwest  quarter  of  northeast  quarter  of  Section  12,  2'B00+_ 
feet  east  of  137th  Street  E.,  300+  south  of  Avenue  T,  produced. 

Reference  point — Top  of  timber  floor  at  bottom  of  punp  base,  0,4  foot 
above  r;round. 

Elevation  of  reference  point — 2884,  fron  levels  byU.S.G.S.  to-^off. 

Use — Domestic.  DeT)th--90  feet.  Casinc — 10  inches. 


Dist.R.P.  Dist.R.^.  Dist.R.P. 

to  water  to  water  to  water 

surface,  surface,  surface. 

Date      Feet  Date      Feet  Date      Feet 

1940  1941 


Mar.    28 

65.3 

Apr. 

9 

56.6 

Nov.    25 

63.8 

Nov. 

26 

54.2 

Measurements  from  Los  Angeles  County  Flood  Control  District. 

MAP  11 
5N10W23A  8909 

Location — In  southeast  quarter  of  northwest  quarter  of  Section  23,  65 
feet  north  of  Pear  Blossom  Kisrhway  (Avenue  V6),  900  feet  west  of  132nd 
Street  E. 

Reference  point — Top  of  casino,  1  foot  above  ground. 

Elevation  of  reference  point--3041.0,  from  U.S.G.S.  topog. 

Use — Not  used.  Depth —  Cesing — 10  inches. 


Dist.R.P.                Dist.R.P.  Dist.R.P. 

to  water                to  water  to  water 

surface,                 surface,  surface, 

Date      Feet  Date      Feet  Date      Feet 

1940  1941  1942 

Mar.  29  132.3        Apr.   9      127.5        Jan.  31  a 

Apr.  21  130. 5        May  30      1?9.2       Feb.  13  b   132.8 

June  29  130.7 

July  27  130.8 

Aug.  24  131.0 

Nov.  25  131.8 


a  Obstruction. 

b  Using  mirror. 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


I 


Apr. 

9 

127.5 

May 

30 

129.2 

July 

18 

132.4 

Aug. 

29 

133.4 

Sep. 

27 

a 

Oct. 

31 

a 

Nov. 

24 

a 

Bee. 

2 

a 

381 


MAP  11 


5N10¥25A 


R.  J.  DARLING 


7700 


Location — In  northwest  quarter  of  northeast  quarter  of  Section  25,  400 
feet  south  of  Avenue  W  (Pear  "Sloesom  Hiphvjay),  1150  feet  east  of  132nd 
Street  E. 
Reference  point — Top  of  casinc:  at  sround. 
Elevation  of  reference  point- 
Use--  Depth--85.5  feet, 


-3155,  from  U.S.G.S.  topo^. 


Casingr — 10  inchep, 


Date 


Dist.R.P. 

to  vater 

surface. 

Feet 


Date 


Dist.R.P. 

to  vater 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1940 
Sec.  15 


49.5 


1941 
Aot.  22 


48.2 


Measurements  from  Los  Angeles  County  Flood  Control  District, 


MAP  11 


5NllVv4A 


SAl,f  YELL^' 


8754 


location — In  southvest  quarter  of  ncrth\"est  quarter  of  Section  4,  70 
feet  north  of  bend  on  Pear  Blossom  Highway,  70  feet  north  of  lane 
(about  Avenue  S4),  275  feet  east  of  47th  Street  F, 

Reference  point — Hole  in  bese  of  pump  at  oil  line,  0.4  foot  above  ground. 

Elevation  of  reference  point — 2695,  fron  U.S.G.S.  topo.'j;. 

Use —  D°T5th —  Casing — 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


D^te 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Fe^t 


1941 


Nov.  25 


14? 


Measurement  from  Los  Angeles  County  Flood  Control  District. 


:-:S£ 


MAP   11 


5N11W4B 


BANIv  OF  AJTRICA 


9755 


Locsition — In  northeast  quarter  of  southwest  quarter  of  Section  4,  25  feet 
east  of  50th  Street  E.,  1500  fert  south  of  Pear  Blosson  ?Iiphway. 

Reference  point — Top  of  3'  t  3'  mptal  plate  over  pit,  0."  foot  above 
ground  surface. 

Elevation  of  reference  point — c722,  from  I'.S.G.S .  topop. 

Use — ^Not  used.  Depth — 378  feet.        Casinp — 15  inches. 

Other  numbers — ^LlcAdams  No.  8, 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

£^urface. 

Feet 


1940 


1941 


1941  Cont'd. 


Sep.  13 
Dec.   8 


153.6 
147.6 


Jan.  31 
Apr.   9 

May 
Aug. 


30 

29 


145.6 
144.2 
147.8 


Sep. 

27 

Nov. 

28 

Dec. 

1 

146.0 
145.7 


a  Obstruction  at  160  feet. 

Measurements  from  Los  Angeles  County  Flood  Control  District, 


MAT-  11 


5N11W4C 


SAM  YELLFN 


8764 


Location — In  southwest  quartar  of  northvjept  quarter  of  Section  4,  2500 
feet  east  of  47th  Street  F.,  60  feet  north  of  lane  (apr^roximately  Ave- 
nue S4) . 

Reference  point--Small  round  hole  in  puirp  base,  west  side,  at  sround. 

Elevation  of  reference  point — 2713,  from  U.S.G.S.  topop. 

Use —  Depth —  Casinp — 


Date 

Dist.R.P. 
to  water 
surface. 

Feet 

1941 

Nov.  £6 

138.8 

Date 


Dist.R.P. 

to  v.-ater 

surface, 

Fe'^t 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


M^asurenents  from  Los  Angr^les  County  Flood  Control  District. 


?83 


5N11W4D 


ILiP   11 


JOE  l/IAHTIN 


8775A 


Location — In  southeast  quarter  of  southeast  quarter  of  Section  4,  300 
feet  easterly  along  Pear  Blossom  Highway  fron  bend,  thence  300  feet 
north,  two  and  one-half  miles  west  of  Little  Rock  Creek. 

Reference  point — Hole  in  pump  base,  south  side,  0,5  foot  above  ground. 

Elevation  of  reference  point--2756,  from  U.S. G.S.  topos. 

Use — Not  used.  Depth —  Casing — 


Date 


Dist.R.P, 
to  water 
surface, 
Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1940 


1941 


Sep.  13 


153.9 


Nov.  25 


149.8 


Measurements  from  Los  Angel<=s  County  Flood  Control  District, 


I'LM?  11 


5N11V»9A 


8757 


Location — In  sovithwest  q^uarter  of  southeast  quarter  of  Section  9,  approx- 
imately 1.0  mile  north  alon??  road  from  Pear  Blossom  Highway,  15  feet 
west  of  road. 

Reference  point- — Top  of  casing,  1.0  foot  above  around. 

Elevation  of  reference  point- -285'^ ,  from  U.S.G.S.  topog. 

Use — ^Not  used.  Depth —  Casing — 10  inches. 


Date 


Dist.R.P. 

to  v;ater 

surface, 

Pert 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  vjater 

surface, 

■^eet 


1940 


1941 


Sep.  12 


Apr. 
Dec. 


9 
2 


51.5 
47.1 


Measurements  from  Los  ft.nreles  County  Flood  Control  'Histrict, 


384 


MAP  11 


i 


5N11W9B 


HARRY  TUEL 


8775 


Location — In  northeast  quarter  of  northeast  quarter  of  Section  9,  600 
feet  east  alon^  Pear  Blossom  Highway  from  bend,  thence  200  feet  south, 
two  and  one-half  niles  west  of  Little  Rock  Creek. 

Reference  point — Hole  in  base  of  pump,  east  side,  0.3  foot  above  eround. 

Elevation  of  reference  point — 2761,  fromU»S.O.S.  topo«7. 

Use —  Depth —  Casing- 


Date 
1940 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 
1941 


Dist.R.P. 

to  v.'ater 

surface, 

Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


i 


Sep.  13  a   155.1 


Nov.  26  b   151.9 


a  Pump  just  off. 

b  Pump  idle  all  day. 

Measurements  from  Los  Anceles  County  Flood  Control  District, 


1/IAP  11 


5N11W9C 


8776 


Location — In  southeast  quarter  of  southeast  quarter  of  Section  9,  approx- 
imately 0.9  mile  north  alonf  road  from  Pear  Blossom  Hiphvjp.y.  At  mouth 
of  canyon,  175  feet  east  of  road,  east  side  of  creek.  Casing  on  mound 
in  barbed  wire  corral. 

Reference  point — Top  of  casiue,  2,0  feet  above  ground  surface. 

Elevation  of  reference  point — 2835,  from  U.S. G.S .  topog. 

Use — Not  used.  Depth —  Casing — 12  inches. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P 

to  water 

surface, 

Feet 

1940 

1941 

Sep.  12 

54.1 

Apr.  19 
Dec.  2 

53.6 
50.7 

Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Measurements  from  Los  A.iS'eles  Countv  Flood  Control  District. 


385 


VJ\P   11 


5N11W10A 


8787 


Location--In  southeast  quarter  of  southeast  quarter  of  Section  10,  400 
feet  west  of  Pear  Blossom  Highway,  three-fourths  mile  southwest  of 
bridge  over  Little  Rock  Creek. 

Reference  point — Top  of  casing,  1.0  foot  above  ground. 

Elevation  of  reference  point--8836,  from  U.S.G.S.  topog. 

Use — Not  used.  Depth —  Casing — 15  inches, 

Other  numbers — F.I.D.  No.  36. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1927 


1937 


1940 


Oct.  19 

108.0 

May  29 

127.0 

Mar.  28 

114.3 

Dec.   5 

109.0 

June  25 

126.0 

May  31 
June  29 

114.4 
114.6 

1928 

1938 

July  27 
Aug.  24 

114.5 
114.7 

Jan.  21 

109.0 

Feb.  25 

138.2 

July  29 

110.0 

Moy   1 

132.2 

1941 

Dec.   5 

111.5 

July  15 

141 . 7 

AUtr.     13 

145.5 

Jan.  31 

117.8 

1930 

Sep.  24 

132.3 

Apr,   9 

115.7 

■  Nov.  19 

135.2 

May  30 

115.9 

Feb.   4 

115.0 

July  18 

42.8 

Apr.  26 

115.5 

1939 

Au,?.  29 

43.8 

July  17 

116.0 

Sep.  27 

52.2 

Nov.  29 

115.5 

Feb.  11 
May  20 

134.1 
125.5 

Nov.  25 

62.3 

1942 


Feb.  13 


Measurements  from  Los  Angeles  County  Flood  Control  District, 


78.5 


386 


5N11W12A 


rJU?   11 
F.  W.  KARTIN 


8815 


Location — In  southeast  ciuarter  of  northwest  quarter  of  Section  12,  30 
feet  north  of  center  line  of  Avenue  TP,  300  feet  west  of  Pear  Blossom 
Highway  (82nd  Street  E.). 

Reference  point — Top  of  pit  curb,  at  ground. 

Elevation  of  reference  point — 2800,  from  U.S. G.£ .  topoff, 

Use--Not  used.  Depth — 250  feet.         Casing — 12  inches, 

Other  numbers — P.I.D.  No.  69. 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 

Dist.R.P. 
to  water 
surface. 
Feet 

Date 

Dist.R.P 

to  v.ater 

surface. 

Feet 

1927 

1937 

Dec. 

86. 

Nov.  11 

103.6 

Date 


1938 


Feb.  26 

r.ay   1 


103.1 


a  Rocks;  cannot  measure. 

Measurements  from  Los  Angelas  County  Flood  Control  District. 


4 


5N11W12B 


MAP  11 


WHEELOCK 


881 6A 


Location — In  southvjest  quarter  of  southe^.st  quarter  of  Section  12,  400 

feet  east  of  82nd  Street  E.,  700  fert  north  of  Avenue  U. 
Reference  point — Air  line  hole  in  pump  base,  1.0  foot  above  ground. 


Elevation  of  referenc 
Use — Irrigation. 
Other  numbers — ^P.I.D. 

e  poi 
No. 

nt— 2834:, 
Depth- 
71. 

from  U.S.C.E. 
-392  feet. 

topoff. 

Crsing- 

-15  inches. 

Date 

Dist.R.P. 

to  water 

siurface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1927 

1940 

1941 

Dec. 
1937 

100. 

Mar.  29 
Nov.  27 

132.4 
134.2 

Apr.  28 
Nov.  26 

130.8 
131.4 

Nov.  11 

a   137.5 

a  Doubtful. 

Measurements  from  Los  An/^eles  County  Flood  Control  District. 


.■5H7 


l!AP  11 


5N11W12C 


CARR  &  bcnt:s 


8826 


Location — In  soutVieast  quarter  of  southeast  quarter  of  Section  12,    175 

feet  vjest  of  e7th  Street  E.,  700  feet  north  of  Avenue  U.  '  ' 
Reference  point — Cast  iron  punt)  base,  at  ground. 
Elevation  of  reference  point — 2842.0,  from  U.S.G.S,  topof?. 
Use —  Depth — 502  feet.  Casing — 14  inches. 

Other  numbers — P.I.D.  No.  57. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1927 


1939 


1941 


Dec. 

110. 

Feb. 

11 

144.3 

Jan. 

31 

144.1 

Nov. 

24 

145.2 

Apr. 

9 

143.1 

1937* 

May 

30 

143,1 

1940 

July 

18 

143.2 

Nov.    11 

147.0 

Aug, 

23 

143.3 

Feb. 

15 

142.1 

Sep. 

27 

142.7 

1938 

Mar. 
Apr. 

28 
21 

143.3 
143.9 

Nov. 

24 

142.1 

Feb.   25 

145.6 

May 

?1 

145.0 

May       1 

145.8 

June 

29 

145.2 

July  16 

145.0 

Au-^. 

24 

149.1 

Aue;.    13 

145.4 

Nov . 

25 

144.5 

Sep.    24 

144.7 

Dec. 

28 

144.3 

Nov.    19 

144.5 

*  Beginning  November  11,  1937,  0.5  foot  deducted  from  field  measuremrnt 

for  horizontal  correction. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


IIPF   11 


5N11W12D 


WHEELOCK 


88263 


Location — In  southeast  quarter  of  northeast  qiiarter  of  Section  12,  500 
feet  east  of  85th  Street  E.,  500  feet  north  of  Avenue  T8.  Northeast 
well  in  piJUTip  house. 

Reference  point — Hole  northwest  si^^'e  of  punp,  1.5  feet  above  ,f?round. 

Elevation  of  reference  point--2805,  from  U.S. G.S.  topog. 

Use- — Irrigation.  Depth— 310  feet.         Casing— 15  inches. 

Other  numbers- -Owner  B;  P.I.D.  No.  55, 


■IU.C 


Date 
1937 
Nov.  11 


Dist.R.P. 

to  water 

surface, 

Feet 


113.0 


5N11V.'12D  Continued 

Dlst.R.P. 
to  water 
surface, 
Date      Feet 

1940 


Date 


1941 


Measurements  from  Los  Angeles  County  Flood  Control  District. 


Dist.R.P. 

to  water 

surface. 

Feet 


liar.  29 

107.5 

Apr.  28 

103.8 

Nov.  l'.7 

108.9 

Nov.  26 

105.6 

tlAP  11 


5NHW14A 


8797 


Location — In  southeast  quarter  ol  northwest  quarter  of  Section  14,  100 

feet  south  of  Pear  Blossom  Highway,  300  feet  west  of  Little  Rock  Creek. 
Reference  point--Top  of  cssinf,  2.0  feet  above  pround. 
Elevation  of  reference  point — 2881,  fron  U.S.G.S.  topop. 
Use--Not  used.  Depth— 42^  feet.  Casing— 15  inches. 

Other  numbers --P. I. D.  No.  37,  U.S.G.S.  No.  24. 


Dist.R.P, 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1927 

1930 

1938 

Oct.  19 

32. 

Feb.   4 

a 

Feb.  2^^ 

c 

Dec.   5 

33. 

Nov.  29 

a 

L!ay   1 
July  16 

b 

22.7 
22.8 

1928 

1932 

Au.?.  13 
Sep,  24 

25.5 
28.9 

Jan.  21 

36.3 

Aug.   5 

32.8 

Nov.  19 

32.8 

July  29 

40.0 

Dec.   5 

a 

1937 

1939 

1929 

Apr.  22 

b 

24.2 

Feb.  11 

28.8 

May  29 

31.6 

May  20 

29.7 

June  22 

a 

June  26 
Nov,  9 

c 

33.2 

Nov.  24 

1940 
June  29 

c 

c 

SNllWl-yv  Continued 


Date 

Dist.R.P. 

to  vjater 

surface. 

Feet 

Dist.R.P. 
to  water 
surface. 
Date       Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1941 

1941  Cont'd. 

1942 

Jan.  31 
Apr.   9 
May  30 
July  18 

c 

23.4 

22.5 
25.2 

Aucr.  29       25.0 
Sep.  27       28.7 
Nov.  26       33.1 

Jan.  31 

c 

a  Dry  at  42.5  feet. 

b  Creek  flowinp. 

c  Dry. 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


MAP  11 


SNaVlOA 


W.  B.  B/lGa:TET 


10388 


Location — In  southwest  ci.uarter  of  soxithwest  quarter  of  Section  10,  250 
feet  east  of  dirt  road  to  north  and  175  feet  north  of  Avenue  "0", 
southwest  corner  Section  10. 

Reference  point — Top  of  casing  with  three  chisel  narks  on  north  side  at 
ground. 

Elevation  of  reference  point — 2804.0,  from  U.S.G.S.  topog. 

Use — Domestic  and  stock.    Depth —  Casing — 

Other  numbers — ^U.S,G.S.  No.  1  (New). 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  v;ater 

to  vjater 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1932 

1935 

1939 

Apr.   7 

27.5 

Apr.  15 

27.5 

Mar.  10 
Nov.  18 

a 

28.7 
29.2 

19S3 

1937 

1940 

Apr.  14 

27.5 

Jan.   9 

27.8 

Apr .  2P 

27.8 

Mar.  14 

b 

30.2 

1934 

Nov.  10 

27,8 

Nov.  27 

a 

30.4 

Apr.  20 

28.8 

1938 

1942 

1935 

May  24 

27,8 

Apr.  22 

28.6 

May   2 

27.4 

Dec.  12 

27.5 

a  Measurement  from  Los  Angeles  County  Flood  Control  District. 

b  Pumping. 

Measurements  from  United  States   Geological  Survey  except   as   noted. 


390 


MAP   11 


6N8WiaA 


HUFF 


10338 


Location — In  northeast  quarter  of  northvest  quarter  of  Section  18,  900+_ 
feet  south  of  Avenue  "0",  one-fourth  nile  east  of  west  line  of  Section 


18. 
Reference  point— Top  of  caslnr,  2   feet  above  around , 
Elevation  of  reference  point— 27?5,  from  U.S. G.S.  topop. 
Use — Domestic. 


CeT^th— .^IC  feet, 


Casing — 9  inches. 


Dist.R.P 

to  water 

surface, 

Date 

Feet 

1939 

Nov.  18 

159.0 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P 

to  water 

surface. 

Feet 

1940 

1941 

Mar.  14 
Nov.  27 

159.1 

3   159.6 

Apr.  25 

159.7 

a  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  United  States  Geoloficel  Survey  erceot  as  noted. 


MAP  11 


6NSV.'32A 


HIB3ARD 


9054 


Location — In  southeast  quarter  of  southwest  quarter  of  Section  32,  200+_ 

feet  north  of  Avenue  S,  150j_  fret  east  of  dirt  road. 
Reference  point—Top  of  3"  x  5"  timber,  0.5  foot  above  ground. 
Elevation  of  reference  point— 2955.5,  from  U.S. G.S.  topog. 
Use — ^Domestic  and  stock.     Depth —  CaEin<7 — 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


1940 


1941 


July 

Nov. 


27 
L5 


193.0 

19?.. 2 


Jan.  n 
Auc;.  r:9 


192.8 

198.2 


Mw.asurements  from  Los  Angeles  County  Flood  Control  District, 


li^i 


6N9W4A 


MAP  11 
WILSONA  SCHOOL 


10275 


Location — In  southeast  quarter  of  northeast  quarter  of  Section  4,  120 
feet  west  of  center  line  of  170th  Street  E.,  150  feet  southeast  of 
schoolhouse. 

Reference  point  —  (a)  Top  of  casing',  1.7  feet  above  ground  through 

March  11,  1939;  then  (b)  top  of  casing  0.45  foot  above  ground.   (Cas- 
ing cut  off.) 

Elevation  of  reference  point— (a)  2598;  (b)  2595.8;  from  U.S .0.3.  topog. 

Use — ^Domestic.  Depth —  Casing — 12  inches. 


Date 

Dist.R.P, 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

1932 

1935 

1939 

Apr.   7 

101.7 

Apr.  15 

104.2 

Mar.  11 

b 

105.0 

1933 

1937 

1940 

Apr.  14 
1934 

102.2 

Jan.   9 
Apr,  22 
Nov.  10 

b 

104.8 
104.9 
105.3 

Mar.  14 
1941 

b 

105.1 

Apr.  20 

102.9 

1938 

Apr.  25 

b 

107.0 

1935 

May  24 

b 

105.8 

1942 

May   2 
Dec.  12 

a   105 . 6+ 
104.0 

Apr.  22 

107.8 

a  Pumping. 

b  Measurement  fron  Los  Angeles  County  Flood  Control  District. 

Measurements  from  United  States  Geological  Survey  except  as  noted, 


6NgW26A 


MAP  11 
JOHNSON 


9002 


Location — In  southwest  quarter  of  southeast  quarter  of  Section  25,  150 
feet  north  of  Avenue  P,  400+_  feet  east  of  south  quarter  corner  of 
Section  25,  2200+  feet  west  of  190th  Street  E. 

Reference  point — Top  of  casing,  0.5  foot  above  ground. 

Elevation  of  reference  point — 2810,  from  U.S.G.S.  topog. 

Use —  Depth —  Casins — 5  inches, 


?9J 


6N%25A  Continued 


i 


Dist.R.P. 

Dist.R.P 

to  water 

to  water 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

1940 

1941 

lley     18 

111.2 

Apr.  28 

a 

July  27 

111.1 

Nov.  25 

111.2 

Date 


Dist.R.P. 

to  water 

surface. 

Feet 


a  Obstructed;  dry  at  108  feet. 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


I 


6N9V,'29A 


HAP  11 
RANKIN 


I 


8951 


Location — In  southwest  quarter  of  northeast  -^u.^rter  of  Section  29,  30 

feet  north  of  Avenue  ^8,  1.35  miles  west  of  170th  Street  E. 
Reference  point — Top  of  casing,  at  ground. 
Elevation  of  reference  point--27e0,  from  U.S. G.S.  topo". 
Use — Irrigation.  Depth — 180  feet.       Casinp--14  inches. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1939 

IV.  18 

34.0 

Date 


1940 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


1941 


Dist.R.P, 

to  water 

surface, 

Feet 


liar.  14 

a 

36.8 

Apr.  25 

b 

Nov.  25 

33.7 

Nov.  26 

1942 
Jan.   3 

29.8 


30.5 


a  Measurement  from  United  States  Geological  Survey. 

b  Pumping. 

Measurements  from  Los  An-^eles  County  Flood  Control  District. 


MAP  11 


6N9W31A 


BARLOW 


8934 


Location — In  southeast  quarter  of  southeast  quarter  of  Section  31,  85 
feet  north  of  Avenue  S,  30  feet  west  of  branch  of  Big  Rock  Creek, 
400+_  feet  west  of  southeast  corner  of  Section  31. 

Reference  point — Top  of  casing,  O.S  foot  belov:  ground. 

Elevation  of  reference  point — 2932,  from  U.S.G.S.  topog. 

Use--Not  used.  Depth —  Casing — 16  inches, 


Dist.R.P, 
to  water 
surface, 
Date       Feet 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1940 

1941 

May  18 
Nov.  25 

39.7 
40.4 

Ai^r .   9 
Nov.  26 

31.3 
27.4 

Meesureinents  from  Los  Aneeles  County  Flood  Control  District, 


6N9W34A 


MAP  11 
LE/J)BET1.'ZR 


8974 


Location--In  southwest  quarter  of  southwest  quarter  of  Section  34,  150 

feet  north  of  Avenue  S,  1000  feet  east  of  170th  Street  E. 
Reference  point--Floor  of  pump  house,  1.5  feet  above  ground. 
Elevation  of  reference  point--285e.5,  from  U.S .G.S .  topog. 
Use— Domestic  and  stock.      Depth — 520  feet.        Casing — 


Date 

Dist.R.P. 

to  vater 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1908+ 

1935 

1940 

a 

40.+ 

b 

•50.+ 

May  18 

c 

a  When  drilled. 

b  When  pump  pulled. 

c  Could  not  measure. 

Measurements  from  Los  Angeles  County  Flood  Control  District, 


794 


6N10W9A 


liAP   11 
RIFLEY  BROTHERS 


10157 


Location--In  northeast  quarter  of  southwest  quarter  of  Section  9,  0.5 

mile  west  of  110th  Street  E,,  0,4+_  mile  north  of  Avenue  0. 
Reference  point — Base  of  pump,  hole  south  side,  at  ground. 
Elevation  of  reference  point — 2586,  from  U.S.G.S.  topog. 


Use — Irrigation. 


Depth — 


Casing — 


Date 

Dist.R.P 

to  water 

surface, 

Feet 

1940 

Nov,  27 

146.8 

Date 

1941 

Apr.  24 
Dec.   2 


Dist.R.P, 

to  water 

surface, 

Feet 


141.2 
136.6 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurements  from  Los  Angeles  County  Flood  Control  District, 


MAP  11 


6N10W9B 


10157A 


Location — In  southwest  quarter  of  northwest  quarter  of  Section  9,  one- 
fourth  mile  east  of  100th  Street  E.  produced,  0.3+_ mile  south  of 
Avenue  N  produced. 

Refereqce  point — Hole,  east  side  of  pump  bfse,  0.3  foot  above  ground. 

Elevation  of  reference  point — 2575.3,  from  U.S.G.S ,  topog. 

Use — Irrigation  and  domestic.   Depth —  Casing — 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1940 

.V,  27 

135.4 

Date 

1941 

Apr.  24 
Dec.   2 


Dist.R.P. 

to  water 

surface, 

Feet 


130.2 
125.7 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurements  from  Los  Angeles  County  Flood  Control  District, 


395 


6N10W9C 


MAP  11 
COGBITRN 


10158 


Location — In  southwest  quarter  of  southeast  quarter  of  Section  9,  120 

feet  north  of  Avenue"0",  175  feet  east  of  105th  Street  E. 
Reference  point — Hole  in  casing  under  pump  base,  2.5  feet  above  ground. 
Elevation  of  reference  point — 2598.5,  from  U.S.G.S.  topoe:. 
Use — Domestic  and  irrigation.  Depth —  Casing — 


Dist.R.P. 
to  water 
surface. 
Date       Feet 


Date 

Dist.R.P. 

to  voater 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1940 

1941 

Nov.  27 

155.2 

Apr.  24 
Dec.   2 

149.7 

144.6 

Measurements  from  Los  Angeles  Countv  Flood  Control  District, 


6N10liV9D 


IIPF   11 
RILFY  BROTTIFRS 


10168 


Location — In  southv.'est  quarter  of  southeast  quarter  of  Section  9,  0.35 

mile  west  of  110th  Street  I.,    120  feet  north  of  Avenue  "0". 
Reference  point — Top  of  cpsing,  1.2  feet  above  ground. 
Elevation  of  reference  point — 2599,  from  U.S.Cr.S.  topog. 
Use — Not  used.  Depth —  Casing — 10  inches. 


Date 
1940 

Nov.  27 


Dist.R.P, 

to  vjater 

surface, 

Feet 


153. S 


Dist.R.P 

to  water 

surface. 

Date 

Feet 

1941 

Apr.  24 

147.6 

Dec.   2 

142.3 

Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurements  from  Los  An^^eles  County  Flood  Control  District, 


396 


eNlCA'SOA 


MAP  11 
MRS.  JOmSON 


8831 


Location — In  southeast  quarter  of  southwest  quarter  of  Section  20,  2600 

feet  east  of  90th  Street  F.,  30  feet  north  of  Avenue  q. 
Reference  point — Top  of  cnsln<7,  ?.4  feet  above  around. 
Elevation  of  reference  point--P539,  fron  U.S.G.S.  topop. 
Use — Not  used.  Depth —  Casinr; — 10  inches, 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1940 

1941 

1942 

Sep.  11 

a   158.0 

Apr.  9 

150.5 

Jan. 

158.7 

Nov.  26 

157.0 

Llay  30 

.  July  18 

Aug.  29 

Sep.  C7 

a 
a 
a 

169.0 
155.2 

155.7 
154.9 

a  Adjacent  well  pumpinf. 

Measurements  from  Los  Aneeles  County  Flood  Control  District. 


I'AP  11 


6Nia':27A 


8871A 


Location — In  northwest  quarter  of  northeast  quarter  of  Section  27,  50 
feet  north  of  Avenue  Q,,  one-half  mile  east  of  110th  Street  F. 

Reference  point — Air  liie  hole,  northeast  quadrant  of  pur.p  base,  0.5 
foot  above  ground. 

Elevation  of  reference  point — £577,  from  U.S.G.S .  topoe. 

Use — Irrigation.  Depth—  Casinr-- 


Dist.R.P. 
to  water 
surface, 
Date       Feet 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.-^ 

to  water 

surface. 

Feet 

1S40 

1941 

Sep.  11 
Nov.  27 

162.4 
152.2 

Apr.  23 

Nov.  26 

159.8 

153.3 

Measurements  from  Los  Angeles  County  Flood  Control  District, 


MAP  11 


6lJia\27B 


8871B 


Location--In  northwest   quarter   of  northeast   quarter  of  Section  27,    80 


feet   north  of  Avenup 


^) 


0.5  mile  esst   of   110th  Street  E, 


Reference  point--Bottcn  of  purip  base,    southeast,    0.7  foot   above   around. 

Elevation  of  reference   poj  nt — 2675,    fro:n  U.S.G.S .    topo-?. 

Use — Irrigation.  Denth —  Casing — 


Date 

Dist.R.^ 

to  water 

surface, 

Feet 

1940 

Sep.  11 
Nov.  27 

163.0 
163.1 

Date 

1941 

Apr.  23 
Nov.  26 


Dist.R.P. 
to  water 
surface, 
Feet 


160.7 
153.7 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurements  from  Los  Angeles  County  Flood  Control  District, 


I'lAP  11 


6NiaW27G 


88710 


Location — In  northwest  querter  of  northeast  quarter  of  Section  27,  85 

feet  north  of  Avenue  ^,    0.6  mile  east  of  110th  Street  E. 
Reference  point — Top  of  cr-sin,"?,  1.4  feet  above  grounc? . 
Elevation  of  reference  point — 2':.79,  from  U.S. G.S.  topog. 


Use — Not  used. 


Der)th— 


Casing — 12  inches. 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1940 


1941 


Sep.  11 
Nov.  27 


164.7 

154.6 


Apr.  23 
Nov.  26 


162.3 
155.5 


Lleasurements  from  Los  Angeles  County  Flood  Control  District, 


7aR 


6N1CW32A 


MAP   11 
MC/-XEETER 


8833 


Location — In  southeast  quarter  of  northwest  quarter  of  Section  32,  35 

feet  v.est  of  95th  Street  E.,  25  feet  north  of  Avenue  RB. 
Reference  point — Top  of  casinp-,  1.5  feet  above  ground. 
Elevation  of  reference  point — 2G94,  from  U.S. G.S.  topot^. 
Use — Domestic  and  stock.      Depth — 700  feet.        Casin.? — 15  inches. 


Date 


1940 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


1941 


Dist.R.F. 

to  water 

surface, 

Feet 


Sep.  11 

118.8 

Apr, 

9 

113.1 

Nov.  26 

119.5 

Nov. 

26 

113.0 

Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurements  from  Los  Angeles  County  Flood  Control  District, 


6N1 0,^323 


MAP  11 

UcALESTER 


8833A 


Location — In  southwest  quarter  of  northwest  quarter  of  Section  32,  30 

feet  east  of  90th  Street  E.,  25  feet  north  of  Avenue  R8.   (West  well). 
Reference  point — Hole  in  eFst  side  of  punp  base,  1  foot  above  <^ound. 
Elevation  of  reference  point — 2585,  from  U.S .O.S.  topof. 
Use— Not  used.  Depth~600  feet.  Casin^~l£  inches. 


Date 


1940 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


1941 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Sep.  11 

101.3 

Jan.  31 

102.6 

Nov.  26 

102.0 

Apr.  9 

95.9 

Dec.  28 

102.4 

May  30 

86.4 

July  18 

86.0 

Aug.  29 

85.8 

Sep.  27 

86.4 

Nov.  26 

88.3 

Measurements  from  Los  Anpeles  County  Flood  Control  District. 


399 


11AP  11 


6N1OT32C 


SHELDON 


8844 


Location — In  southwest  LiU^.rter  of  poutheest  quarter  of  Section  ?2,  25h 

feet  north  of  Avenue  S,  5C+_  feet  west  of  97th  Street  E.  extended  north. 
Reference  point — Top  of  casinr,  2  feet  ebove  ground. 
Elevation  of  reference  point — 2726,  f  rom  U.S  .G.S  .  topop;. 
Use — Not  used.  Depth —  Casing — 16  inches. 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1940 


1941 


Sep.  11  a 
Nov.  26  a 


79.0 
79.0 


Apr .   9 
Nov.  25  b 


74.5 


a  Partly  obstructed  at  78  feet. 

b  Obstructed  at  77  feet. 

Measurements  fron  Los  Angeles  County  Flood  Control  District, 


IrlAP  11 


6N10W32D 


8844A 


Location — In  southwest  quarter  of  southeast  quarter  of  Section  22,  15 

feet  west  of  98th  Street  E.,  30  feet  north  of  Avenue  S. 
Reference  point--Top  of  casing,  2  feet  above  ground. 
Elevation  of  reference  point — 2729,  f  roin  U  .S  .G.S.  topopr. 


Use-- 


Depth— 84  feet, 


Casinp'--13  inches, 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  Vi'ater 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1940 


Nov.  29  a 


a  Dry  at  84  feet. 

Measurement  from  Los  Angeles  County  Flood  Control  District, 


400 


MAP   11 

6Nir,V5A  LYCie  BROTHERS  10045 

Location — In  northeast  qur^rter  of  northeist   quarter  of  Section  5,    100 

feet  west  of  40th  Street  E.,    550  feet   south  of  Avenue  M. 
Reference  point--Pump  bese  at  crround. 

Elevation  of  reference  point--2477,    from  U.S.G.S.   tODO^. 
Use —  Depth —  Cesine — 


Bist.R.P.  Dist.R.P.  Dist.R.P. 

to  water  to  water  to  water 

surface,  surface,  surface, 

Date  Feet  Date  Feet  Date  Feet 

1939  194C  1941 

Nov.    18  134.8  llfiT.    28  133.6  Dec.      3     a        140.1 

Nov.  ;■  7 i?.£.e 

a  Measurement  from  United  States  Geolopic??!  Survey. 

Lieasurencnts  from  Los  Anpeles  County  Flood  Control  District  except  as 
noted. 


MAP  11 

6N11W6A  10015 

Location — In  southwest  quarter  of  southeast  quarter  of  Section  6,  20  feet 

north  of  Avenue  N,  one-half  mile  east  of  20th  Street  E. 
Reference  point--Top  of  casing  in  3'  x  5'  concrete  block  at  pround. 
Elevation  of  reference  point — 2502,  from  U.S.G.S.  topop. 
Use —  Depth--  Gasin^--6  inches. 


Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  water  to  vjater  to  water 

surface,  surface,  surface. 

Date      Feet  Date      Feet  Date      Feet 

1941 

Apr.  24      155.2 
Nov.  25      158.3 


Measurements  from  Los  A.ngeles  County  Flood  Control  District, 


401 


IIAP  11 


6N11W6B 


1001 5A 


Location — In  southwest  querter  of  routheast  qu&rter  of  Section  5,  150 
feet  north  of  Avenue  N.,0.6  nile  efst  of  20th  Street  Y. 

Reference  point — Top  of  concrete  block  aro^md  casins",  0.5  foot  above 
ground. 

Elevation  of  reference  point — S500.5,  from  U.S.a.S.  toriog. 

Use --Not  used.  Depth--160+  feet.       Gasinf:--12  inches. 


Dist.R.P. 

to  water 

surface, 

Date 

Feet 

Date 

1941 

Apr.  24 

153.5 

Nov.  25 

155.2 

Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurements  from  Los  Angeles  County  Flood  Control  District, 


MAP  11 


6Nir'\i7A 


DFP/R'BIEiKn'  0^   GOiilVIERCE 
PALCIDALE  AIRPORT 


10018 


Location--In  southeast  quarter  of  southwest  quarter  of  Section  7,  200 

feet  north  of  Avenue  "0",  2000  feet  east  of  20th  Street  E. 
Reference  point — Top  of  cfsine-,  0.5  foot  above  ground. 
Elevation  of  reference  point— 2538,  from  U.S. G.S.  topoe. 
Use--Domestic.  D'^-pth— 241,5  feet.      CaRin?'--10  inches, 

or  12  inches. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Datf 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1938 


1940 


1941 


Jan.  22 

152.8 

Mar.  28 

180.8 

Jan.  31 

184.1 

Sep.  24 

161.1 

May  31 

181.6 

Apr .   9 

184.0 

Nov.  19 

176.8 

June  29 

182,1 

Apr.  24 

184.2 

July  27 

182.6 

May  30 

184.8 

1939 

Aug.  24 

183.2 

July  18 

185.4 

Nov.  50 

164.2 

Au.^.  29 

187.0 

Feb.  11 

177.0 

Dec.  £8 

184,2 

Oct.  31 

187.6 

Nov.  18 

180.2 

Nov,  24 

187.6 

Measurements  from  Los  Aneeles  County  Flood  Control  District. 


4C2 


IIAP  11 


6N11W8A 


1003« 


Location — In  southeast  quarter  of  southeast  :iuarter  of  Section  S, 

north  of  Avenue  "0",  1100^^  feet  west  of  40th  Street  E. 
Reference  point — Base  of  pump  at  air  line,  1  foot  above  ground. 
Elevation  of  reference  point — 2523.5,  from  U.S. G.S .  topop. 
Use — Irrigation.  Depth —  Casing — 


50  feet 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P 

to  water 

surface. 

Feet 

1940 

1941 

Sep.  18 
Nov.  28 

71.0 
71.5 

Nov.  25 

174.1 

Date 


Dist.R.P. 

to  water 

surface. 

Feet 


MAP  11 


6N11W9A 


EDJTE  BENSON 


10057 


Location — In  southeast  quarter  of  northvest  quarter  of  Section  9,  1300 
feet  south  of  Avenue  N,  about  one-half  mile  eost  of  40th  Street  E. 

Reference  point — Northeast  quadrant,  top  of  pump  base  at  hole,  0.2  foot 
above  ground. 

Elevation  of  reference  point — 2505.5,  from  U.S. G.S.  topog. 

U<:;e--Irrigation.  Depth —  Casinp — 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


1940 


1941 


Nov.  27 


55.8 


Nov. 


158.5 


Measurements  from  Los  Anp'eles  County  Flood  Control  District. 


403 


6Nir.V10A 


IMP   11 
WILLI A1.I  JOIIES 


10067 


Location — In  northwest  quarter  of  northwest  quarter  of  Section  10,  1?00+ 
feet  south  of  Avenue  N,  300j^  feet  east  of  50th  Street  F.  ~ 

Reference  point — Top  of  pump  base,  0.5  foot  above  ground. 
Elevation  of  reference  point — £508,  from  U.S. G.S.  topog. 
Use — Domestic.  Depth —  Gasina- — 


Date 
1940 
Nov.  27 


Dist.R.P. 
to  water 
surface, 
Feet 


Date 
1941 


66.9 


Dec. 


Dist.R.P. 

to  water 

surface, 

Feet 


71.5 


Date 


Dist.R.y 

to  water 

surface. 

Feet 


Measurements  from  Los  Angeles  County  Flood  Control  District. 


6N11W12A 


MAP  11 


E.  J.  BALL, 


10097 


Location — In  northwest  quprter  of  southwest  quarter  of  Section  12,  1400 
feet  north  of  Avenue  "0"  produced,  1200  feet  east  of  70th  Street  F. 
produced. 

Reference  point — Pur,p  base,  east  side  of  air  line,  1  foot  above  ground. 

Elevation  of  reference  point — 2541,  from  U.S. G.S.  topop. 

Use —  Depth —  Casing — 


Dist.R.P. 

to  water 

surface, 

Date 

Feet 

1941 

Nov.  25 

172.1 

Date 


Dist.R.P, 
to  water 
surface, 
Feet 


Date 


Dist.R.P. 
to  water 
surface. 
Feet 


leasurement  from.  Los  Angeles  County  Flood  Control  District. 


6N11W12B 


MAP  11 
E.  J.  BALL 


10107 


Location — In  southeast  quarter  of  northv'est  quarter  of  Section  12,  300+_ 

feet  west  of  75th  Street  L.,  ertended,  2000+_  feet  south  of  Avenue  N. 
Reference  point — Top  of  4  inch  pipe,  1  foot  above  ground. 
Elevation  of  reference  point — 2537,  from  U.S.G.S.  topog. 
Use — Domestic.  Depth —  Casinp--4  inches. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  W8t°r 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 

Nov.  25  a    73.5 


a  Q,uestionable. 

Measurement  from  Los  Angeles  County  Flood  Control  District, 


6N11VJ12C 


MAP  11 


E.  J.   BALL 


10108 


Location — In  southwest  quarter  of  southeast  quarter  of  Section  12,  800 
feet  east  of  75th  Street  E.,  extended,  E60  feet  north  of  Avenue  "0" 
extended. 

Reference  point--Top  of  casing,  flush  with  concrete. 

Elevation  of  reference  point — 2552,  from  U.S.G.S.  topog. 

Use — Not  used.  Depth—  Casinp — 18  inches. 

Other  numbers--U.S.G.S.  No.  168. 


Date 


1941 


Nov,  25 


Dist.R.P. 

to  water 

surface, 

Feet 


176.0 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurenents  from  Los  Aneeles  County  Flood  Control  District, 


405 


MAP   11 


6N11118A 


V'lUJAH  CLIFF 


10019A 


Location — In  southvest  quarter  of  southeast  quarter  of  Section  18,  300 
feet  north  of  Avenue  P,  2700  feet  east  of  20th  Street  '^ . 

Reference  point — (a)  Top  rf  casing,  at  ground,  through  September  17, 
1940;  then  (b)  hole  in  casinp  slie;htly  north  of  efst  side  under  dis- 
charge pipe. 

Elevation  of  reference  point--(a)  2557.5;  (b)  2557.7;  from  U.S  .G.S .  topop;. 

Use — Irrigation  and  domestic,   Depth — 448  feet.       Casing — 12  inches. 


Date 
1940 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 
1941 


Dist.R.P. 

to  vater 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Sep.  17 
Nov.  27 


199.2 
200.2 


Nov.  25 
Nov.  25 


204.4 
210. 


a  By  air  gage. 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


6N11W18B 


1/iAP  11 
CHARLFS  RITCHIF 


10019 


Location — In  southeast  quarter  of  southwest  quarter  of  Section  18,  1400 

feet  east  of  20th  Street  F.,  500  feet  north  of  Avenue  P. 
Reference  point — ^Plugged  hole  in  north  side  of  pump,  1  foot  above  .around. 
Elevation  of  reference  point — ?562,  from  U.S. G.S  .  topo.'?. 
Use — Irrigation  and  domestic.   Depth — 256  feet.       Casing — 


Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

surface. 

surface. 

Date 

Feet 

Date 

Feet 

1940 

1941 

Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Nov.  27 


201: 


Nov.  25  a 


a  Obstructed  at  204  feet. 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


406 


LiAP  11 


6NllV:i8C 


MOULTON  PLACE 


10029 


Location — In  southeast  quarter  of  southeast  quarter  of  Section  18,  250 

feet  west  of  30th  Street  E.,  250  feet  north  of  Avenue  P, 
Reference  point — Top  of  wooden  cribbing. 

Elevation  of  reference  point--2553.5,  from  U.S.G.S.  topop. 
Use — Not  used.  Decth — ISB  feet.         Casing— 3  feet 

dianeter. 


Dist.R.P. 
to  water 
surface, 
Date      Feet 


Date 

Dist.R.P. 
to  water 
surface. 
Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

1940 

1941 

Ncv.  27 

195.8 

Apr.  24 
Dec.   2 

194.4 
a 

a  Dry  at  198  feet. 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


l!AP   11 


6N11W19A 


PAU.DALE  IRRIGATION  DISTRICT 


8700 


Location — In  southwest  quarter  of  northwest  quarter  of  Section  19,  35 

feet  east  of  20th  Street  E.,  45  feet  north  of  Avenue  P8  extended. 
Reference  point — ^Bottom  of  east  pur.p  base  at  ground. 
Elevation  of  reference  point — 2583,  from  U.S.G.S.  topog. 
Use — Domestic  and  irrigation.      Depth —  Casing — 

Other  numbers — P.I.D.  No.  76, 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1930 

1937 

19?8 

Feb.   4 

185.6 

May  29 

208.8 

Jan.  22 

218.4 

Apr.  26 

185.0 

June  25 

209.4 

May   1 

211.6 

July  17 

187.6 

Nov.   9 

210.9 

July  15 

214.6 

Nov.  29 

185.0 

Sep.  24 
Nov.  19 

217.8 
213.6 

5NHW19A  Continued 


407 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  viater 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1959 

1940 

1941 

Feb.  11 

213.0 

Feb.  16 

217.0 

Jan.  31 

219.7 

Nov.  18 

21V.  0 

May  31 

220,1 

Apr.   9 

219.4 

Dec.   9 

215.4 

Aug.  23 

a   223.4 

Apr .  24 

219.8 

Nov.  29 

220,9 

May  30 
Oct.  31 
Nov.  24 
Deo.   6 

b 
b 

224.0 
221.8 

225.4 
2P2.5 

a  Vj'ell  one-fourth  mile  northeast  Dumping. 

b  'Well  pumping  nearby. 

Measurements  from  Los  J^ngeles  County  Flood  Control  District. 


1.IAP  11 


6N11W20A 


MRS.  F.  C.  SI'lITR 


8731 


Location — In  southeast  quarter  of  southwest  quarter  of  Section  20,  30 

feet  north  of  Avenue  4,  200  feet  west  of  35th  Street  F. 
Reference  point — Hole  on  east  side  of  pump  base,  0.5  foot  above  ground. 
Elevation  of  reference  point — 25f^l,  from  U^S.G.S.  topog. 
Use —  Depth —  Casing — 


Date 
1941 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


Apr.    28 
Dec.      2 


210.2 
212.8 


Measurements   from  Los  Angeles  County  Flood  Control  District. 


408 


6N11WC0B 


Ll/iP   11 
ALBERT  COOl^'S 


i 


8731A 


Location — In  southeost  quarter  of  coutheast  -,uarter  of  Section  20,  700 

feot  north  of  Avenue  4,    800  fept  west  of  40th  Street  E, 
Reference  point--Top  of  plank  over  pit,  one  foot  above  ground. 
Elevation  of  reference  point— 2582,  from  U.S. G.S.  topog. 
Use —  Depth— 227  feet.         Casins;— IS  inches. 


Date 

1941 

Apr.  28 
Dec.   2 


Diet. R. P. 

to  water 

surface, 

Feet 


211.4 

213.5 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


i 


4 


i 


Measurements  from  Los  Anpeles  County  Flood  Control  District, 


6N11W21A 


MA?  11 
P.  1.:.   GREGORY 


8740 


Location — In  southwest  quarter  of  northvjest  quprter  of  Section  21,  75 

feet  east  of  40th  Street  E.,  50  feet  north  of  Avenue  P8  produced. 
Reference  point — Air  line  hole  north  side  of  pur.p  base  at  ground. 
Elevation  of  reference  point — 2570,  from  U.S. G.S.  topoc. 


Use — Irrigation. 


Depth--570  feet. 


Casing — 15  inches. 


Date 


1940 


Spri 


ns 


Dist.R.P, 

to  water 

surface. 

Feet 


195. 


Date 


1941 


Dec, 


Dist.R.P. 

to  water 

surface. 

Feet 


2C3.9 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurements  from  Los  Angeles  County  Flood  Control  District. 


409 


5N11\\'21B 


MAP   11 
Sm  YELLEN 


8741A 


Location — In  southwest   quarter  of   southwiest    q.uarter   of  Section  21,    25 


■^) 


Reference  point — ^Plur.ged  hole  in  southeast  corner  of  pump  head. 

Elevation  of  reference  poj nt — 2588.5,  from  U.S. G.S.  topog. 

Use —  Depth —  Casinsr — 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface. 
Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1940 


1941 


Sep.  12 


218.2 


Apr.  28  a 
D^c.   2 


218.1 

220.6 


a  Pumping  nearby. 

Measurements  from  Los  Anseles  County  Flood  Control  District. 


1.IAP  11 


5N11W26A 


8792 


Location--In  southeast  quarter  of  southeast  quarter  of  Section  23,  225 
feet  west  of  70th  Street  E.,  300  feet  north  of  Avenue  R. 

Reference  point — Top  of  timber  on  concrete  cribbing',  0,5  foot  above 
ground. 

Elevation  of  reference  roint — 2663,  from  U.S.G.S.  topog^ 

Use — Not  used.  D?pth —  Casing — 5  inches. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  v;ater 

rurface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


1940 
Nov.  29 


113.6 


1941 

Apr.  28 
Dec.   2 


111.2 
96.5 


Measurements  from  Los  Angeles  County  Flood  Control  District. 


/.I 


MAP  11 


6NllW2aA 


PIERCE 


8741 


Location — In  southwest  quarter  of  northwest  quarter  of  Section  28,  1100 

feet  east  of  40th  Street  E.,  ?0  feet  north  of  Pear  Blossom  Hlsthway. 
Reference  point — Top  of  casing,  1.7  feet  above  jrround. 
Elevation  of  reference  point--260e,  from  U.S. G.£.  topog. 
Use — Not  used.  Depth —  Casing — 12  inches. 

Other  numbers — ^P.I.D.  No.  26. 


Date 

1927 

Oct.  18 
Oct.  28 
Dec.   5 

1928 

Jan.  21 
Apr.  26 
July  29 
Nov.  17 
Dec.  15 

1929 

Apr.  25 
June  22 
Dec.  28 

1930 

Feb.  4 
Apr.  17 
Apr.  26 
July  17 
Nov.  29 


Dist.R.P. 

to  water 

surface. 

Feet 


190.8 
187.2 
186.5 


185.0 
187.5 
189.0 
189.2 
187.0 


189.8 
191.0 
192.4 


192.6 
192.7 
193.0 
194.0 
195.4 


Dist.R.P 

to  water 

surface, 

Date 

Feet 

1931 

Dec.  15 

194.3 

1932 

Apr.   7 

200.5 

Dec.  29 

204.3 

1933 

Apr.  13 
Dec.  20 

1934 

Apr.  17 

1935 


Jan,  8 
Kay  2 
Dec.  12 


1935 
Apr,   5 


204.5 
206.9 


208.2 


210.9 
212.1 
214.5 


215.8 


Date 

1937 

Jan,  8 
Apr.  22 
May  29 
June  25 
Nov.   9 

1938 

Jan.  22  a 

Feb.  26  a 

May  1 

July  16 

Aup:,  13  a 

Nov,  19 

1939 

Feb.  11  a 

1940 
July  27  a 

1941 
Apr.  22  B 


Dist.R.P. 

to  water 

surface, 

Feet 


218.5 
218.6 
227.3 
221.0 
221.4 


222.5 
224.3 

232.5 


a  Dry. 

Measurements  from  Los  Anpeles  County  Flood  Control  District, 


MAP  11 


SNllWaSB 


8742 


Location — In  southwest  quarter  of  southwest  quarter  of  Section  28, 
feet  north  of  Avenue  R,  ISEO  feet  east  of  40th  Street  E. 

Reference  point — Edge  of  8  inch  discharge  pipe  north  side  of  p\imp, 
feet  horizontally  from  top  of  casing'. 

Elevation  of  reference  point — 2625,  from  U.S.G.S.  topog. 

Use —  Depth —  Casing — 


150 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


Date 


Dist.R.P. 
to  water 
surface. 
Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 


Apr.  28 
Dec.   2 


a 
a 


93.5 

94.2 


a  2.5  feet  deducted  from  actual  measurement. 

Measurements  from  Los  Anpeles  County  Flood  Control  District. 


IIAP  11 


6N11W32A 


PAUi^'DALE  RANCHO 


8734 


Location — In  southeast  quarter  of  southwest  quarter  of  Section  32,  30 

feet  north  of  Avenue  S,  50  feet  west  of  35th  Street  E, 
Reference  point — Bottom  of  I-beam,  2.5  feet  above  ground. 
Elevation  of  reference  point — 2577.5,  from  U.S.G.S.  topog. 
Use —  Depth — 500  feet.  Casing — 15  inches, 

Other  numbers — ^Palmdale  Rancho  Well  No.  1, 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1940 
Sep.  13 


180.0 


1941 


Apr. 
Dec. 


2 


159.1 
170.8 


Measurements  from  Los  Angeles  County  Flood  Control  District, 


41J 


4 


IIAP   11 


6N11W33A 


PETE  iriKALIVNAS 


875ffi 


Location — In  southwest  quarter  of  southeast  quarter  of  Section  33,  25 

feet  north  of  Avenue  S,  200  feet  west  of  Pear  Blossom  Hisihway. 
Reference  point — Concrete  piKap  base,  0.5  foot  above  ground  surface. 
Elevation  of  reference  point — 2678,  from  U.S.G.E.  topog. 
Use — Domestic.      Depth — 295  feet.        Casing — 10  inches,  250  feet; 
8  inches,  45  feet. 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


Date 


Dist.R.P. 

to  vjster 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1941 


Apr. 
Dec. 


28 
2 


132.4 

133.9 


Measurements  from  Los  Angeles  County  Flood  Control  District. 


6N11W33B 


HAP  11 

THCRNBERG 


8754A 


Location — In  southeast  quarter  of  southeast  quarter  of  Section  33,  30 

feet  north  of  Avenue  S,  750  feet  east  of  Pear  Blossom  Highvjay. 
Reference  point — Pump  base  at  eir  line,  0.5  foot  above  ground. 
Elevation  of  reference  point~2585,  from  U.S.G.S.  topog. 
Use--Irrigation.  Depth —  Casing — 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1940 
Sep.  13  a 


1941 

Apr.  28 
Dec.  2 


120.0 
121.8 


a  Pumping. 

Measurements  from  Los  Ansrele?  County  Flood  Control  District. 


413 


imp  11 


6N12';'/1A 


9985 


Location — In  southwest  quarter  of  southwest  quarter  of  Section  1,  300 

feet  north  of  Avenue  N,  IOC  feet  east  of  10th  Street  E. 
Reference  point — Top  of  casing  at  pround. 
Elevation  of  reference  point — 2531,  from  U.S. G.S.  topog. 


Use— 


Depth- 


Casine — 


Dat; 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1940 


Nov. 


a  Dry  at  134  feet. 

Measurement  from  Los  Angeles  County  Flood  Control  District, 


MAP  11 


6N12W10A 


9956 


Location — In  northeast  quarter  of  northwest  quarter  of  Section  10,  350 

feet  south  of  Avenue  N,  75  feet  west  of  5th  Street  W. 
Reference  point — Top  of  collar  around  casing,  0.8  foot  below  ground. 
Elevation  of  reference  point--2587,  from  U.S. G.S.  topor^. 
Use— Not  used.  Depth--245+  feet.         Casing--12  inches. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1940 


1941 


May  31 

Nov.  26 


239.0 
237.5 


Apr. 
Nov , 


23 

18 


235.7 
239.5 


Measiirements  from  Los  Angeles  County  Flood  Control  District. 


414 


IIAP  11 


6ia2W21A 


8630 


Location — In  southwest  quarter  of  northwest  quarter  of  Section  21,  0.25 

mile  north  of  Avenue  PB  produced,  0.1  r.ile  east  of  20th  Street  W. 
Reference  point — Top  of  12  inch  collai'  and  casinpr  at  ground. 
Elevation  of  reference  point — 2711,  from  U.S. G.S.  topog. 
Use — Not  used.  Depth — 350+_  feet.         Cesinp — 


Dist.R.P. 
to  water 
surface. 
Date      Feet 


Date 

Dist.R.P. 
to  water 
surface. 
Feet 

Date 

Dist.R.P 

to  water 

surface. 

Feet 

1940 

1941 

y  31 

348.5 

Apr.  23 
Dec.   2 

347.0 

345.? 

Heasurenents  from  Los  Anpeles  County  Flood  Control  District. 


MAP  11 


5N12W24A 


pahidalt:  irrigation  district 


8690 


Location — In  northeast  quarter  of  northwest  quarter  of  Section  24,  25 

feet  west  of  15th  Street  E.,  1000  feet  south  of  Avenue  P. 
Reference  point — PuiTip  base  at  ground. 

Elevation  of  reference  point--25S7,  from  U.S. G.S.  topocr. 
Use — Domestic  and  irrigation.     Depth —  Casing — 

Other  numbers — P.I.D.  No.  75. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1927 

1930 

1939 

Dec.   6 

188. 

Feb.  4 

Nov.  29 

190.1 

189.5 

Feb.  11 

234.7 

1928 

1937 

1941 

July  29 

191. 

Apr.   9 

a 

Dec.   5 

188. 

June  25 

235.0 

1929 

1938 

June  22 

190. 

May   1 

220.6 

Sep.  24 

"^.22.0 

I 


a  New  pump;  cannot  meeeure. 

Measurements  from  Los  Angeles  C'>unty  Flood  Control  District. 


415 


MAP  11 


5N12V<25A 


8682 


Location — In  southwest  quarter  cf  southwest  quarter  of  Section  25,  175 

feet  east  of  10th  Street  E,,  250  feet  north  of  Avenue  R. 
Reference  point — Top  of  casin'?,  2  feet  above  ground. 


Elevation  of  reference  point — 2551, 
Use — Not  used.  Depth- 

Other  numbers  used — P.I.D.  No.  77. 


from  U,S.Ct.S.  by  topog. 

Casinff — 15  inches. 


Date 

1927 

Dec.   6 

192.8 

July  29 
Dec.   5 

1929 

June  22 

1930 

July  17 
Nov.  29 


Dist.R.P. 

to  water 

surface, 

Feet 


238.0 


241.0 
240.5 


241.0 


243.0 
244.0 


Date 

1937 

June  26 

1978 

Feb.  26 
May   2 

1939 

Nov.  IP 


Dist.R.P. 
to  water 
surface, 
Feet 


251.4 


254.4 
254»6 


S50.4 


Date 

1940 

May  31 
June  29 
July  27 
Aus:.  24 
Nov.  29 
Dec.  28 

1941 

Jan.  31 
Apr,  9 
May  30 
July  18 
Au!T.  29 
Sep.  27 
Oct.  31 
Nov.  24 
Dec.   5 


Measurements  from  Los  Angeles  County  Flood  Control  District. 


Dist.R.P. 

to  water 

surface, 

Feet 


270.6 
271,0 
271.2 
271.6 
272.0 
272.1 


272.4 
275.9 
273.3 
274.7 
275.4 
276.0 
275.8 
275.8 
276.0 


MAP    11 


5N12'A"35A 


paujIdale  irrigation  district 


867: 


Location — In  northwest  quarter  of  northeast  quarter  of  Section  35,  25 

feet  east  of  5th  Street  E.  extended,  150  feet  south  of  Avenue  R. 
Reference  point — Top  of  concrete  pit  at  ground. 
Elevation  of  reference  point--2680.5,  from  U.S.G.S,  topog. 
Use--Not  used.  Derith—  Casing--14  inches. 


415 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


SNISVCSSA  Continued 

Dist.R.P. 
to  water 
surface, 
Date      Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 
Nov.  18 


271.7 


tieasurenent  from  Los  Angeles  County  Flood  Control  District, 


MAP  11 


6N13';:i2A 


GLICK 


9897 


Location — In  northeast  quarter  of  southeast  quarter  of  Section  12,  35 

feet  south  of  one-half  section  line,  200+  feet  west  of  41th  Street  W. 
produced. 

Reference  point~(a)  Top  of  3"  x  4"  timber,  0.5  foot  above  rround  to  and 

including  April  23,  1941;  then  (b)  top  of  casin?. 

Elevation  of  reference  point~(c)  2508;  (b)  2507.5;  fron  U.S.  t.S.  topoe. 

Use—Stock.  Depth—  CnsinF--- 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1940 


1941 


May 

Nov, 


31 

26 


234.2 

235.2 


Apr. 

Nov. 


23 

18 


236.4 

240.4 


a  Well  nearly  dry. 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


417 


IIAP  11 


7N9Va8A 


S.  ALYEY 


10250 


Location--In  southeast  quarter  of  southeast  quarter  of  Section  18,  110 
feet  north  of  Avenue  J,  400  feet  west  of  150th  Street  E. 

Reference  point — Top  of  casing,  0.1  foot  above  concrete  curb,  0.6  foot 
above  ground  surface. 

Elevation  of  reference  point — 24i,0.5,  f  rom  U.S  .G-.S.  topos. 

Use- — ^Domestic.  Depth — 400+_  feet.         Casing — 

Other  numbers— U.S. G.S.  No.  2  (New). 


Dist.R.P. 
to  water 
surface. 

Dist.R.P. 
to  water 
surface. 

Dist.R.P. 
to  water 
surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1932 

1936 

1939 

Apr.   7 

90.7 

AvT.    15 

a 

101.5 

Nov,  18 

113.0 

1933 

1957 

1940 

Apr.  14 

a 

94.3 

Jan.   9 

103.3 

Mar.  14 

112.6 

Apr.  22 

104,0 

Nov.  27 

115.4 

1934 

Nov.  10 

107.2 

Nov.  10 

c 

105.8 

1941 

Apr.  2C 

b 

95.0 

1938 

Apr.  25 

115.5 

1935 

May  24 

a 

107.9 

Dec.   3 

118.6 

May   2 

a 

98.3 

Dec,  12 

100.4 

a  Pumping  nearby. 

b  Pumping  600  feet  north  for  past  month. 

c  Measurement  from  Los.  An«!eles  County  Flood  Control  District. 

Measurements  from  United  States  Geological  Survey  except  as  noted. 


•il- 


7N10W5A 


MAP   11 
aTNNINGKAl.' 


11437 


Location — In  southwest  quarter  of  southwest  quarter  of  Section  5,  100 

feet  north  of  Avenue  "K",  1100  feet  east  of  90th  Street  E. 
Reference  point — Top  of  casing  at  rround. 
Elevation  of  reference  point — 2401,  fron  U.S.G.S. 

Use — Irrigation.  Depth —  Casing — 14  or  16  inches. 

Other  numbers — U.S.G.S.  No.  7  (Old). 


Dist.R.P. 

to  water 

surface. 

Date 

Feet 

1922 

Oct.  30 

23.8 

1924 

Oct.  23 

28.5 

1925 

May   6 

a 

46.7 

Oct.   3 

a 

46.4 

1926 

ITay  13  a 
Oct.  16 

1927 

May   9  a 
Oct.  27 

1928 

Apr.  25  a 
Nov.  18 


46.3 
34.4 


52.2 
35.8 


57.3 

32.4 


Date 

Dist.R.P. 
to  water 
surface. 
Feet 

1929 

Apr.  25 
Dec.  28 

b 

54.5 
32.1 

1930 

Apr.  17 

55.5 

1931 

Dec.  15 

c 

37.1 

1932 

Apr .  8 

Dec.  29 

d 

39.3 

1933 

Apr,  14 
Dec.  20 

1934 

Apr.  20  e 


55.0 
42.7 


62.7 


Dist.R.P. 

to  water 

surface, 

Date 

Feet 

1935 

Jan.  e 

45.7 

Dec.  12 

49.9 

1936 

Apr.  15 

f 

64.5 

1937 

Jan.  9 

51.6 

ADr.  22 

B 

Nov.  10 

57.6 

1938 

Kay  23 

hi 

1939 

Mar.  10 

58.9 

Nov.  18 

ij 

50.1 

a  V/ell  to  south  pumping. 

b  Just  shut  down. 

c  Probably  surface  water. 

d  Plugged  and  dry  at  51  feet. 

e  Punpinc  nearby. 

f  Pumpinc. 

g  Bottom  caved;  dry  at  59  feet. 

h  Dry  at  53  feet. 

1  lieasurement  from  Los  Angeles  County  Flood  Control  District, 

j  Not  good;  plU(:;ged. 

Ueasurenents  from  United  States  Geolof^ical  Survey  except  ar  noted. 


41  < 


7N10'a5B 


IMP  11 
ELLA  E.  CITK^JING-HAI.! 


11437A 


Location — In  southwest  q.uarter  of  southvest  quarter  of  Section  5,  55  feet 
north  of  Avenue  "H",  one-fourth  mile  east  of  90th  Street  E.,  45  feet 
south  of  old  well. 

Reference  point — Hole  in  base  of  pump,  northeast  si(3e,  1.5  feet  above 
ground . 

Elevation  of  reference  point — 2402.5,  from  U.S.G.S.  topos. 

Use — Irrigation.  De-pth — 405  feet.         Casing — 15  inches. 

Other  numbers— U.S. G.S.  Mo.  7. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface^ 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1940 

1941 

Nov.  18 

72.7 

Nov.  29 

73.0 

Jan.  31 
Apr.   9 
Apr.  25 
May  30 
Dec.   3 

a 
b 

a 

65.9 
75.2 
82.5 

72.7 

a  Measurement  from  United  States  Geological  Survey, 
b  Water  surface  belov.'  obstruction  at  100  feet.  Heavy  pumping  near. 
I'e$surements  from  Los  Aneeles  County  Flood  Control  District  except  as 
noted. 


7N10W5C 


MAP  11 


ELLA  E.  CTJN!^T:NCtHA1,I 


11437B 


Location — In  northwest  quarter  of  southwest  quarter  of  Section  5,  1440 

feet  north  of  Avenue  "H",  1320  feet  east  of  90th  Street  E. 
Reference  point--Hole  in  pump  base,  1  foot  above  ground. 
Elevation  of  reference  point — 2397,  from  U.S.G.S.  tor)Og. 
Use — Domestic  and  irrigation.  Depth — 387  feet.  Casing — 14  inches,  150 
Other  numbers—U.S.C.S.  No.  7B.  feet;  10  inches,  227  feet. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 
to  water 
surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1939 

1940 

1941 

Nov.  18 

a    70.8 

Mar.  13 
Nov.  29 

74.4 
a    72 . 5 

Apr,  25 
Dec.   3 

79.7 

68.5 

a  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  United  States  Geological  Survej^  except  as  noted. 


4£;0 


i:ap  11 


7N10W7A 


BOECJE 


11428 


Location — In  northwest  quarter  of  northeast  quarter  of  Section  7,  1400 

feet  west  of  90th  Street  E.,  150  feet  south  of  Avenue  H. 
Reference  point — Top  of  casing,  0.4  foot  above  ground. 
Elevation  of  reference  point — 2397.5,  fron  U.S.G.S.  topoc. 
Use — Domestic.  Depth —  Casinp — 6  inches. 

Other  numbers — U.S.G.S.  No.  6  (ITew)  . 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


1932 


1936 


1939 


Apr.  8 
1933 

Apr,  14 
1934 


41.6 


45.4 


Apr.  15 

b 

56.5 

I  Tar.  10 

53.6 

Nov.  IB 

c 

57.7 

1937 

1940 

Jan.   9 

4B.5 

AvT,    22 

b 

58.0 

Mar.  14 

57.2 

Nov.  10 

52.9 

Nov.  29 

c 

60.2 

Apr.  20 

1935 

May   2 
Dec.  12  a 


50.6 


54.1 
47.3 


1938 


May  23 


50.4 


1941 

Arr.  25 
Dec.   3 


50.5 
61.0 


a  Pumping. 

b  Pumping  nearby. 

c  Measurement  from  Los  Anpeles  County  Flood  Control  District. 

Measurements  from  United  States  Geological  Survey  except  as  noted. 


YAP  11 


7N10W„0A 


E. 


BALL 


10123B 


Location — In  southwest  quarter  of  northeast  quarter  of  Section  30,  1P00+_ 
feet  west  of  90th  Street  E.,  10+_  feet  north  of  quarter  section  line. 

Reference  point — Under  side  of  cunp  base,  east  side,  1,5  feet  above 
ground. 

Elevation  of  reference  polnt--2488,  from  U.S.G.S.  topop. 

Use--Irrigetion,  Det^th— 450  feet.         Casing— 14  inches. 


421 


Date 
1940 
29 


Tov 


Dist.R.P. 

to  water 

surface, 

Feet 


144.6 


7IH0W30A  Continued 


Dist.R.P. 

to  v;ater 

surface, 

Date 

Feet 

1941 

Dec.      2 

145.4 

Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurements  from  Los  Angeles  Countv  Flood  Control  District. 


IIAP  11 


7N10W31A 


E.  0.  BAl-irEN 


10114 


Location — In  southvest  quarter  of  southv'est  quarter  of  Section  31,  one- 
fourth  mile  north  of  Avenue  1:  produced, one-fourth  mile  east  of  SOth  St.E. 
Reference  point — Base  of  pump  at  air  line,  0.7  foot  above  erround. 
Elevation  of  reference  point- 
Use — Irrigation. 


-2506,  from  U.S.O.S,  topo^. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Depth— 355  feet, 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Casino? — 12  inches. 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1940 


1941 


Nov.  27 


151.7 


Dec. 


154.3 


Measurements  from  Los  Aaeeles  County  Flood  Control  District, 


MAP  11 


7N10W31B 


10123 


Location--In  northwest  corner  of  northeast  quarter  of  northeast  quarter 
of  Section  31,  60  feet  south  of  Avenue  L  and  1000  feet  west  of  90th 
Street  E. 

Reference  point — Top  of  casina,  2.5  feet  above  ground. 

Elevation  of  reference  point — 2503.0,  from  U.S.G.S. 

Use--  Depth--300+  feet,         Gasing--14  inches. 

Other  numbers — U.S.C.S.  No.  5. 


4£E 


7m.m?:lB   Continued 


Date- 

Dist.R.F. 

to  water 

surface. 

Feet 

Date 

Dist.R.F. 

to  water 

surface. 

Feet 

Date 

Dist.R.F. 

to  water 

surface. 

Feet 

1937 

1940 

1941 

Nov.  10 
1939 

a   143.6 

Mar.  13 
Nov.  £9 

148.8 
a   156.2 

Apr.  11 
Dec.   3 

152.2 
a   158.6 

Nov.  18 

151. C 

a  Measurement  from  Los  Angeles  County  Flood  Control  District, 
Measurements  from  Uiiited  States  Geological  Survey  except  es  noted. 


i:ap  11 
7n11w8a  jiae  avery  11329 

Location — In  southeast  quarter  of  southwest  quarter  of  Section  8,  850 
feet  north  of  Avenue  I,  0.32  mile  east  of  30th  Street  E. 

Reference  point — Top  of  casiner,  0,3  foot  below  concrete  curb,  0.4  foot 
above  ground. 

Elevation  of  reference  point — 2383»4,  from  U,S.G,S,  topop. 

Use — Not  used,  Deoth — 300+  feet.        Casing — 12  Inches. 


Dist.R.F. 

Dist.R.F, 

Dist.R.F. 

to  water 

to  water 

to  water 

surface, 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1933 

1936 

1939 

Apr.  14 

45.0 

Apr.  15 

a 

54.3 

Mar.  10 
Nov.  IB 

51,7 
c    53,6 

1934 

1937 

1940 

Apr.  20 

51.0 

Jan.   9 

46.8 

Apr.  22 

a 

56.6 

Mar.  14 

53.8 

1935 

Nov,  10 

b 

53.9 

Dec.   5 

c    54,1 

May   2 

a    53.5 

1938 

1941 

Dec.  12 

46.3 

May  23 

c 

59.4 

Apr.  10 

D.?c .   3 

54.8 
56.2 

a  Pumping  near. 

b  Pump  1000  feet  southeast  running. 

c  Measurement  from  Los  Angeles  County  Flood  Control  District, 

Measurements  from  United  States  GeolORical  Survey  except  as  noted. 


MAP  11 


423 


7NirA'23A 


H.  E.  STAUSS 


10072 


Location — In  southwest  quarter  of  southwest  quarter  of  Section  23,  900 
feet  north  of  Avenue  Y,    150  feet  east  of  60th  Street  E. 

Reference  point — ^Punp  base  at  top  of  4'  r  4'  concrete  block,  1  foot 
above  ground. 

Elevation  of  reference  point — "441,  fror.  U.S.G-.S.  topor. 

Use — Irrigation.  Depth--  Casing — 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1940 


1941 


Sep.  19  a 
Nov.  27 


123.5 


Apr.  24  a 
Dec.   2  a 


a  Could  not  measure. 

Measurements  from  Los  Angeles  County  Flood  Control  District, 


MAP  11 


7NirJ23B 


¥RS.    BAR!ffiS 


10081 


Location--In  northe^.st  qunrter  of  southwest'  q\iarter  of  Section  23,  75 

feet  west  of  65th  Street  E.,  1600  feet  north  of  Avenue  K. 
Reference  point — Top  of  casing  (north),  0.5  foot  above  ground. 
Elevation  of  reference  point — 2439,  from  TJ.S.G.S.  topof. 
Use — Domestic.  De-pth —  Casin(js--8  inches  (two) 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1940 


1941 


Sep.  18 
Nov.  27 

122.7 

122.9 

Apr. 
Dec. 

24 
2 

123.1 

124.  B 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


k 


424 


tlAP  11 


7N11V;23C 


10082 


Location — In  southvest  quarter  of  southeast  quarter  of  Section  23,  60 

feet  north  of  Avenue  K,  900  feet  enst  of  65th  Street  E. 
Reference  point — Top  of  casinc',  2  feet  above  ffround. 
Elevation  of  reference  point — 2452,  fron  U.S.O.S.  topoff. 
Use —  Decth —  Casiap — 14  inches. 


Date 
1941 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Apr. 
Dec. 


24 
2 


115.2 
117.7 


Measureinents  from  Los  Angeles  County  Flood  Control  District. 


liAP  11 


7N11W24A 


STEVENSON 


10101 


Location — In  northeast  querter  of  'Torthv.'est  quarter  of  Section  24,  150_+ 
feet  south  of  Avenue  J,    150^_  feet  west  of  dirt  road,  one-half  mile  east 
of  70th  Street  E. 

Reference  point--Top  of  casinp,  1.0  foot  above  ground. 

Elevation  of  reference  point — 24?3,  fror.  U.S.'^/.S.  topog. 

Use— Domestic.  D9pth--S'12  feet.         Casing— P  inches. 

Other  numbers — U.S.G.S.  No.  8  (new). 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface. 

surface. 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1932 

1934 

1976 

Apr.  8 

73.4 

Apr.  20 

83.8 

Apr.  15 

a 

91,7 

1933 

1935 

1937 

Apr.  14 

75.2 

Uay       2 

a    87.7 

Jen.  9 

85.4 

Dec,  12 

81.0 

AvT.    22 
Nov.  10 

a 
b 

95.5 
94.6 

7N11VJ24A  Cox^tinued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  vjater 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1938 

1940 

1941 

Hay     PA 

a 

101.1 

liar.    14 

97.6 

Apr.    11 

98.4 

Not.    S9 

b        104.2 

May     30 

b        111.6 

1939 

1942 

Mar.    10 

92.5 

Nov.    IS 

b 

ICO.O 

Apr.    22 

112.0 

a  Heavy  pu'ipinp  nearby. 

b  Keasurerient  from  Los  Angeles  County  Flood  Control  District. 

lleasurements  fron  United  States  Geoloerical  Survey  except  "s  noted. 


7N11V;27A 


MAP   11 
JAI,IES  N.  PR0V0:;YANCE 


10063 


Location — In  southeast  quarter  of  northwest  quarter  of  Section  27,  0.25 

mile  east  of  50th  Street  E.,  one-half  mile  south  of  Avenue  K. 
Reference  point — Air  line  hole  in  northwest  side  of  pumr)  base  at  ground. 
Elevation  of  reference  point — 2454,  from  U.S.G.S.  tonoe. 
Use — Irrigation,  Defth--  Casing — 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1940 


1941 


Nov.  27 


114.2 


Dec. 


116.3 


Measurements  from  Los  Anseles  County  Floor!  Control  District. 


4i;5 


yjff  11 


7N1IW28A 


IIRS.    LESHIM  AND  SONS 


1005S 


Location--In  northeast  quarter  oi"  northeast  quarter  of  Section  88,  500+ 
feet  fouth  of  Avenue  K,  30  feet  west  of  50th  Street  E, 

Reference  point — (a)   Top  of  timbers  supportinp  r>upp,  O^^B  foot  above 
ground  throuph  December  ?,  1941;  then  (b)  top  of  casing  at  ground. 

Elevation  of  reference  point — (a)  2445;  (b)  ri444,P;  from  U.S.Cl.S.  topoe. 

Use — Irrigation.  Depth —  Cnsinp — 


Dist.R.P. 

to  v;ater 

surface, 

Date 

Feet 

1940 

Nov.  27 

99.5 

Date 


1941 


Dec. 


Dist.R.F. 

to  water 

surface, 

F<-et 


lO: 


Date 


Dist.'>R.P. 

to  water 

surface, 

Feet 


Measurements  from  Los  Ancreles  County  Flood  Control  District. 


IIAP  11 


7N11W28B 


10053 


Location — In  northeast  quarter  of  southwest  quarter  of  Section  88,  100 
feet  west  of  north  and  south  center  line  of  Section  28  (about  one-half 
mile  east  of  40th  Street  E.)  1000+_  feet  south  of  east  and  west  center 
line  of  Section  28. 

Reference  point--Top  of  casing  and  concrete  slab,  0.7  foot  above  ground. 

Elevation  of  reference  point — 244B.7,  from  U.S.G.S.  topog. 

Use — Not  used.  Depth —  Casing — 12  inches. 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Fe?t 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1937 


1939 


1941 


Nov.  10 

96.4 

Kar.  10 

95.0 

Apr.  IC 

100.6 

Nov.  18 

a 

99.2 

Acr.  24  a 

100.9 

1938 

1940 

Dec,   2 

103.8 

May  24 

98.3 

Mpr.  13 
Nov.  27 

a 

98.5 
101.7 

a  Measurement  from  Los  Anfreles  County  Flood  Control  Di?trict. 
Measurements  from  United  States  GeolO'Tical  Survey  except  as  noted. 


427 


IIAP    11 


7N11W28C 


US3.   LESHIN  AND  SONS 


10053A 


Location — In  southeast  quarter  of  northeast  quarter  of  Section  28,  one- 
half  mile  south  of  Avenue  E,  50  feet  west  of  50th  Street  E. 

Reference  point — Under  side  <^f  punp  base,  south  side,  0,2  foot  above 
ground. 

Elevation  of  reference  point — 2449,  from.  U.S.G-.S.  topog. 

Use — Irrigation  Depth--  Casing — 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1940 


1941 


Nov.  27 


101.5 


Dec. 


107.5 


Measurenents  from  Los  Ang'eles  Countv  Flood  Control  District. 


Fjsp  11 


7N12l(V4A 


11248 


Location — In  southeast  quarter  of  southwest  quarter  of  Section  4,  170 

feet  north  of  Avenue  H,  l.S  mile?  west  of  Sierra  Kiehway. 
Reference  point — Top  of  plug  in  casing,  1.2  feet  above  ground. 
Elevation  of  reference  point — 2315,  from  U.S.G.S.  topog. 
Use —  Depth —  Casing — 8  inches, 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1939 
Dec.   9  a 


1940 

July  25 
Nov.  29  b 


1941 


6.4 


Ai^r.    23 

b 

Aug,    29 

5.9 

Sep.    25 

8.8 

Oct.    31 

3.4 

Dec.      5 

b 

I 


a  V/ater  flowing  out  of  hole  in  side  of  casing  0.2  foot  below  s-round  forn- 

ing  pond. 
b  Flowing. 
Measurements  from  Los  Anfreles  County  Flood  Control  District. 


4£8 


MAP  11 


7N12',V4B 


11248A 


Location — In  southeast  quarter  of  southvest  quarter  of  Section  4,  50  feet 

north  of  Avenue  K,  1.2  miles  v;est  of  Sierra  Highway . 
Reference  point — 3ottora  of  slot  in  south  side  of  pipe,  1,2  feet  above 

ground. 
Elevation  of  reference  point — 2315,  from  U.S. G.S.  topoe. 
Use — Not  used.  Depth —  Casing — 3  inches. 


Date 

Dist.R.P. 

to  water 

surface, 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 
to  water 
surface. 
Feet 

1939 

1940 

1941 

Dec.  9 

a 

July  25 
Nov,  29 

b 

4.2 

Apr.  23 
Ausr,  29 
Sev,    26 
Oct.  31 
Dec.   5 

c 

4.0 
4.3 
\.' .  ^j 
■*.3 

a  V;ater  flowing  out  of  small  hole  in  pipe,  0.2  foot  below  around. 

b  Flowing. 

c  Water  flowing  out  of  pool. 

Measurenents  fron  Los  Anneles  County  Flood  Control  District, 


MAP  11 


7Nia'v'4C 


11257 


Location — In  southeast  quarter  of  northeest  quarter  of  Section  4,  150 

feet  west  of  lOth  Street  VJ,,  0.7  mile  north  of  Avenue  H. 
Reference  point — Top  of  casing,  2  feet  above  "Tround. 
Elevation  of  reference  point — 2315,  fron  U.S. 0,3,  topog. 
Use — Not  used.  Depth —  Casing — 6  inches- 


Date 
1941 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Dec.   5 


5.2 


Measurement  fron  Los  Angeles  County  Flood  Control  District, 


4?!  9 


J-IAP  11 


7N12'kaOA 


11259 


Location — In  northwest  quarter  of  southwest  quarter  of  Section  10,  200j_ 
feet  east  of  10th  Street  W.,  2000+_  feet  north  of  Avenue  I.   Open  aban- 
doned casinsr  on  knoll. 

Reference  point — Top  of  casinc:,  0,5  foot  above  adjacent  ground. 

Elevation  of  reference  point — 2327.5,  from  U.S. G.S .  topog. 

Use — Stock.  Depth —  Casing — 12  inches, 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1939 

1940 

1941 

Dec.   9 

Flowing 

Nov.  29 

Flowing 

Apr.  22 
Dec.   5 

Flowing 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


IMP   11 


7Nla^'15C 


ACNES  H.   POWELL 


11259B 


Location — In  southeast  quarter  of  northwest  quarter  of  Section  15,  50 

feet  north  of  9th  Street,  130  feet  west  of  Elrr.  Street. 
Reference  point — Top  of  iron  clamp,  1  foot  above  ground. 
Elevation  of  reference  point — 2348,5,  from  U,S,C.S.  topog. 
Use — Domestic.  Depth —  Casing — 


Date 
1924 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Flowing 


Measurements  from  Los  Ano-eles  County  Floud  Control  District, 


430 


MAI'   11 


7N12W22A 


LOS  AlWELES  COUNTf  WATER  DISTRICT  NO .   4 


9961 


Location— In  northvest  quarter  of  northeast  quarter  of  Section  22,  190 
feet  south  of  south  property  line  of  Avenue  J,  275  feet  west  of  west 
property  line  of  4th  Street  Vv» 
Reference  point — 
Elevation  of  reference  point — 

Use — Municipal.            Depth — 602  feet.         Casing — 16  Inches, 
Other  numbers — Owner  No.  3.  224  feet;  12 
^ Inches,  3FP  feet. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1941 


Oct. 
Oct. 


61. 
75. 


a  Pumping. 

Measurements  from  Los  Angeles  County  Flood  Control  District, 


MAP  11 


7N12V;29A 


OLD  COIcJl-IUNITY  WELL 


9923 


Location — In  southeast  quarter  of  southwest  quarter  of  Section  29,  25 
feet  north  of  property  line  of  Avenue  L,  300  feet  west  of  ?5th  Street  W. 

Reference  point — Hole  in  southeast  side  of  pump  base,  0,4  foot  above 
ground  surface. 

Elevation  of  reference  point — 2449,  from  U.S.G.S.  topog. 

Use — Irrigation.  Depth —  Casing — 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dipt.R.F. 

to  water 

surface, 

Feet 

1939 

1940 

1941 

Dec.   9 

111.7 

Nov.  29 

112.9 

Apr.  23 

Ncv.  18 

112.5 
114.2 

Measurements  from  Los  Ancreles  County  Flood  Control  District. 


431 


FiAP   11 

7N12W32A  9934 

Location — In  southeast   quarter  of  northeast   quarter  of  Section  32,    one- 
half  mile   north  of  Avenue  l'.,    400   feet  west  of   20th  Street  W. 
Reference  point—Top  of  casing. 

Elevation  of  reference  Doint — '"'486,    fron  U.S.G.S.    topog. 
Use — Not  used.  Depth —  Casing — 

Other  numbers— U.S.G.S.   No.   20. 


Dist.R.P, 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1937 

1939 

1940 

Nov.   9 

146.0 

Mar .  8 

147.5 

Mar.  13 

149.7 

Nov.  17 

150.4 

Nov.  2d 

a 

1938 

1941 

May  23 

14-6.1 

Apr.  10 

be  152.3 

a  Dry. 

b  Only  about  0.5  foot  of  water;  may  be  rain, 
c  Measurement  from  United  States  Geological  Survey, 

Measurements  from  Los  Angeles  County  Flood  Control  District  e^rcept  as 
noted. 


MAP   11 

7N12V."32B  9935 

Location — In   southeast   quarter  of   southeast    quarter  of  Section  32,    40 

feet  north  of  Avenue  M,    150  feet  vest   of   ?0th  Street  W. 
Reference   point — Top  of  casing,    0.5  foot   above   ground   surface. 
Elevation  of  reference  point— 2523,    from  U.S.G.S.    topog, 
Use'-Not  used.  Depth— 2604_  feet.  Casing--10   inches. 


7N12V.'32B  Continued 


Date 


Dist.R.P. 
to  water 
surface 
Feet 


Date 


Dist.R.P, 

to  wnter 

surface, 

Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


1937 


1939 


1941 


Nov.   9 

172.8 

liar.  8 
Nov.  17 

a 

175.4 
177.6 

1938 

1940 

May  23  a 

173.4 

Feb.  16 

179,2 

Mar.  13 

a 

177.6 

Nov.  rg 

180.6 

Apr.  10  a   180.6 
Dec.  2  a   182.9 


a  Measurement  from  United  States  Geological  Survey. 

Measurements  from  Los  Angeles  County  Floo'^  Control  District  except  as 
noted. 


im-   11 


7N12V;34A 


MORRISON 


9964 


Location--In  southeast  quarter  of  northeast  quarter  of  Section  34,  800jt_ 
feet  west  of  Sierra  Highway,  0.6  mile  north  of  Avenue  K. 

Reference  point — (a)  Top  of  casing  cap,  0.8  foot  above  eround  through 
March  8,  1939;  then  (b)  bottom  inside  1^  inch  elbow. 

Elevation  of  reference  point— (a)  2502;  (b)  2502.7;  from  U.S.G.S.  topog. 

Use--Not  used.  Depth — 173  feet.        Casing — 

Other  numbers--U.S.G.S.  No.  157,  Old  No.  21. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1921 

1924 

1926 

Oct.  4 

123.6 

July  16 

125.4 

Hay  12 

126.7 

Oct.  22 

127.0 

Aug.  25 

133.4 

1922 

Nov.  14 

126.1 

Oct.  15 

128.5 

Feb.   8 

121.7 

1925 

1927 

May  21 

122.5 

Oct.  22 

125.1 

Feb.  19 

126.6 

Jan.  20 

130.0 

May   5 

125.5 

I!ay   9 

128.5 

1923 

June  8 
Aug.  12 

125.9 
126.7 

Oct.  26 

130.7 

May  13 

123.5 

Oct.  6 

127.2 

July  11 

124.5 

Dec.  29 

126.9 

7Nia'34A  Continued 


4?:5 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


Date 


DiFt.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


1928 

Apr.    26 
Nov.    17 

19S9 

Apr.    25 
Dec.    28 

1930 
Apr.    17 

1931 
Dec.    15 

1932 

Apr.      7 
Dec.    29 

1933 

Apr.    13 
Dec.    20 


150.8 
134.1 


133.4 
139.8 


157.0 


145 . 9 


145.5 
147.9 


1934 

Apr.    19 

1935 

Jan,  8 
May  1 
Dec.    13 

19  3S 

Apr .    15 

1937 

Jan.  8 
Apr,  22 
Nov.      9 

1938 

May     23 

1939 

Mar.  8 
Nov.  17 
Dec .      9 


1940 


147.8 


150.3 
149.9 
152,7 


152.5 


155,4 
155.4 
158.3 


158.4 


160,7 
164.2 

164.1 


Feb. 

16 

c 

163.9 

Anr. 

21 

c 

164.2 

May- 

31 

c 

164.6 

June 

29 

c 

165.0 

July 

27 

c 

165.6 

Au<?. 

24 

c 

156.0 

Nov. 

29 

c 

167.  C 

Dec. 

28 

c 

166.9 

1941 


Jan. 

31 

c 

165.8 

Apr. 

9 

c 

166.5 

Apr. 

10 

165.6 

Apr. 

c 

165.5 

Hay 

30 

c 

165.9 

July 

18 

c 

157.7 

Aug. 

29 

c 

158.4 

Sep. 

26 

c 

158.8 

Oct, 

31 

c 

159.1 

Nov. 

24 

c 

169.0 

Dec. 

2 

168.2 

a  Dry  at  140  feet. 
b  Could  not  measure 
c  Measurement  from  Lo 
Measurements  from  Uni 


s  Angeles  County  Flood  Control  District, 

ted  States  rreological  Survey  except  as  noted, 


7N13'V5A 


MAP  11 


11106 


Location — In  northe=ist  qu'^rter  of  northeast  qi^^rt-^r  of  Section  6,  600 


feet  ^'-est  of  90th  Street 


550  feet  south  of  Avenue  G^. 


7 

Reference  point — Top  of  concrete,  0,2  foot  above  ground. 
Elevation  of  reference  point — 2433,  from  T- .S.G.S .  topog 


Use — Domestic, 


Depth--375jf  feet. 


Casing — 8  incher. 
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VNlSA'oA  Continued 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  v.ater 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1936 

193?. 

1940 

Apr.  16 

93.0 

May  23 

a 

99.5 

Dec.  6 

b   104.0 

1937 

1939 

1941 

Jan.  8 

91.0 

Mar.  8 

a 

99.3 

Apr.  25 

98.6 

Apr.  22 

95.1 

Nov.  17 

b 

102.2 

Dec.   3 

105.2 

Nov.  9 

98.8 

a  Windmill  pumping. 

b  Measurement  from  Los  Angeles  County  Flood  Control  District. 

Measurements  from  United  States  Geological  Survey  except  as  noted. 


ISA?  11 


7N13W11A 


JOmi  PAYNE 


11168 


Location — In  northwest  quarter  of  southwest  quarter  of  Section  11,  20 
feet  east  of  center  line  of  60th  St.  W,, about  one-half  mile  north  of 
Avenue  I. 

Reference  point — ^Punp  base  at  ground. 

Elevation  of  reference  point — 2354,  from  U.S.G.S,  topog. 

Use — Domestic.  Depth —  Casing — 6  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface. 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1939 

1940 

1941 

Nov.   7 

14.0 

Feb.  16 

11.4 

Jan.  31 

14.2 

May  31 

18.0 

Apr.  9 

13.0 

June  29 

17.9 

May  30 

20.9 

Aug.  24 

21.6 

July  18 

20.8 

Nov.  26 

15.8 

Aug.  29 

20.8 

Dec,  PS 

14.1 

Sec.  27 
Oct.  31 

20.0 
15.4 

Dec.  5 

a    18.8 

0  Just  shut  off. 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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MAP  11 


7N13VH6C 


J.  R.  HARRIS 


11139B 


Location--Ir.  northeast  quarter  of  northwest  quarter  of  Section  16,  500 
feet  south  of  Avenue  I  and  approximately  on  center  line  pro(3uced  of 
75th  Street  W. 

Reference  point — Ground  surface. 

Elevation  of  reference  point — "374,  fror:  TT.s.O-.s.  topoff. 

Use—  Depth— 356  feet.   Casinf--14  inches,  200  feet; 

10  inches,  156  feet. 


DiPt.R.P. 

to  vcater 

surface, 

Date 

Feet 

1941 

Spring 

90+ 

Date 


Dist.R.P. 

to  vater 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


135. 


a  Pumping  91  miners  inches. 

Measurements  by  owner  from  Los  Angeles  County  Flood  Control  District. 


7N131V17A 


MAP  11 
G.  ZARRO 


11119 


Location — In  north'.vest  quarter  of  northwest  quarter  of  Section  17,  20 

feet  south  of  Avenue  I,  £00  feet  east  of  90th  Street  W, 
Reference  point — Top  of  concrete  block  at  pump  base,  1  foot  above  ground. 
Elevation  of  reference  point--24gl.5,  from  levels  by  U.S.G.S.  topog. 
Use—Irrisation.  Depth — 450  feet.         Casing— 12  inches. 


Dist.R.P. 

to  water 

surface. 

Date 

Feet 

1937 

Nov.   9 

92,5 

1939 

Mar .   8 

P5.4 

Nov.  17 

99.7 

Date 


1940 


Mar . 
Dec. 


Dist.R.P, 
to  water 
surface. 

Feet 


Date 


1941 


Dist.P.^. 

to  water 

surface, 

Feet 


17 

a 

92.5 

Apr. 

25 

a 

100.5 

5 

96.9 

Dec. 

2 

a 

95.8 

a  Measurement  from  United  States  Creolorj  cal  Svirvey. 

Measurements  from  Los  Angeles  County  Flood  Control  District  except  as 
noted. 


7N13W27A 


LIAP  11 
A.  F.  GCDDE 


9843 


Location — In  south,  est  quarter  of  southv.est  quarter  of  Section  S7,  800 

feet  east  of  70th  Street  v;.,  0.25  mile  north  of  Avenue  L. 
Reference  ^oint — Base  of  pump,  1  foot  above  eround. 
Elevation  of  reference  point — 2421,  fron  U.S.G.S.  topop. 
Use — Irrigation.  Depth —  Casinp — 


Date 

Dist.R.P 

to  water 

surface. 

Feet 

1941 

Nov.  24 

117.8+ 

Date 


Dist.R.P. 

to  water 

surface, 

Fret 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurement  from  Los  Angeles  County  Flood  Control  District. 


7N13W28A 


IMP  11 
CRSm!ER 


9833 


Location — In  southeast  quarter  of  southwest  quarter  of  Section  ?8,  750 

feet  north  of  Avenue  L,  0.3  rdle  east  of  80th  Street  W. 
Reference  point — Top  of  casing,  0.5  foot  above  sround. 
Elevation  of  reference  point — 2475,5,  from  U.S.G.S.  topog. 
Use —  Depth — 172.5  feet.        Casing — 8  Inches. 


Date 

1941 

July  7 
Nov.  24  a 


Dist.R.P. 

to  water 

surface, 

Feet 


172,jf 
172.5 


Date 


DiFt.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


a  Nearly  dry. 

Measure.Tients  from  Los  Angeles  County  Flood  Control  District. 
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7N13W34A 


I.IAP    11 
E.  P.   WIE/iAN 


9854 


Location — In  southeast  quarter  of  northeast  quarter  of  Section  34,  2400+ 

feet  south  of  Avenue  L,  200  feet  west  of  60th  Street  W. 
Reference  point — Top  of  casing,  0.4  foot  pbove  ground. 
Elevation  of  reference  point — 245?^,  from  U.S.G.S.  topop. 


Use — Domestic, 


Depth-- 


Gasing-- 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  vcater 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1934 

1937 

1940 

Apr.  19 

142.4 

Nov.   9 

a 

156.5 

Mar.  13 

152.2 

Nov.  22 

149.7 

Nov.  26 

b 

155.2 

1935 

1939 

1941 

May   1 

141.3 

Dec,  13 

143.3 

Nov.  17 

be  161.3 

Anr.  10 

b 

155.5 

Dec.   2 

b 

165.2 

1936 

Apr.  16 

145.4 

a  Pumping, 

b  Measurement  from  Los  Anpeles  County  Flood  Control  District. 

c  Well  700  feet  northeast  pumping. 

Measurements  from  United  States  G-eoloe-ical  Survey  ezce-pt  as  noted. 


7N13W35A 


¥J\P   11 
GEORGE  LANE 


9854A 


Location — In  southwest  quarter  of  northwest  quarter  of  Section  35,  1500+_ 

feet  south  of  Avenue  L,  230  feet  east  of  60th  Street  W. 
Reference  point — Bottom  of  cast  iron  pump  base,  1  foot  above  ground. 
Elevation  of  reference  point — 2444,  from  U.S.G.S.  topog. 
Use--Irrigation  and  domestic.   Depth —  Casing — 12  inches. 
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7N1.X35A  Continued 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

1937 

1939 

1941 

Nov.  9 
1938 

138.8 

Mar.  8 
1940 

130.2 

Apr.  10 
Dec.   2 

136.5 
146.8 

May  23 

137.2 

Mar.  13 
Nov.  26 

a   ir'3.5 

145.2 

a  Meesurenent  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  United  States  Geological  Survey  except  as  noted. 


8N9W2A 


MAT  11 
MRS.  E.  G.  BITRMN 


12908 


Locntion — In  southwest  quarter  of  southeast  quarter  of  Section  2,  1200 

feet  north  of  Avenue  B,  1700+  feet  west  of  190th  Street  E. 
Reference  point — Tox>  of  3"  x  6",  one  foot  above  ground. 
Elevation  of  reference  point — 2476,  from  U.S. G.S,  topop. 
Use —  Depth— 245  feet.  Casinp — 


Date 
1941 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface. 
Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Apr. 


45.+ 


a  Doubtful;  may  be  seepage. 

Measurement  from  Los  Anpeles  County  Flood  Control  District, 


439 


MAP   11 


8N9W2B 


U.S.   .ARI..!Y  RESERVATION   (FORMERLY  BURIIAJt) 


12898 


Location — In  southwest  quarter  of  northwest  querter  of  Section  2,  0.5 
mile  north  of  Avenue  B,  0.18  mile  east  of  IBOth  Street  E.,  extended. 
Reference  point — Top  of  concrete  block,  two  feet  above  ground. 
Elevation  of  reference  point — 23-?7,  from  U.S.G.S.  topor. 
Use —  Depth — 113h  feet.         Casing — 


Date 
1941 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  vjater 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Apr .  24  a 


a  Dry  at  113  feet;  some  seepage. 

Measurement  from  Los  Angeles  County  Flood  Control  District, 


8NgW4A 


imp  11 

U.S.   ARIT  RESEP.VATIOK   (FORITRLY  'A'lLSON) 


12878 


Location — In  southeast  quarter  of  northeast  quarter  of  Section  4,  0.5+_ 

mile  north  of  Avenue  E,  700  feet  vest  of  170th  Street  E.  extended. 
Reference  point — Top  of  casing,  2.5  feet  above  ground. 
Elevation  of  reference  point — 2301,  from  U.S.G.S.  topog. 
Use — Not  used.  Depth--lP.5  feet.         Casing — 5  inches, 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface, 
Feet  I 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 


Apr.  24 
Dec.   6 


18.2 

18.6 


Measurements  from  Los  Angeles  County  Flood  Control  District, 
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I'iAP  11 
8N9V;4B     U.S.  ARIT  P.ESERVATION  (TORMETtLY  LEE  JOffilSON)    12869 

Location — In  southeast  quarter  of  southwest  quarter  of  Section  4,  50  feet 
north  of  Avenue  B,  1900  feet  east  of  160th  Street  E.,  extended. 

Reference  point — Bottom  side  of  2  x  4  block  on  east  side,  0.5  foot  above 
ground. 

Elevation  of  reference  point — 2305.5,  from  U.S.G.S.  topog. 

Use — Not  used.  Depth —  Casinp — 


Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  water  to  water  to  water 

surface,  surface,  surface, 

Date      Feet  Date      Feet  Date      Feet 

1941 

Apr.  24      21.6 

Dec.   6 21.6 

Measurements  from  Los  Anpeles  County  Flood  Control  District, 


1!AP  11 

8N9V,'4C    U.S.  AR1«T  RESERVATION  (F0R!!ERLY  RALPH  WILSON)   1286aA 

Location — In  southeast  quarter  of  southwest  quarter  of  Section  4,  1600 
feet  north  of  Avenue  B,  3200+_  feet  west  of  170th  Street  E.,  extended. 
Reference  point — Top  of  casing,  0.2  foot  ebove  ground. 
Elevation  of  reference  point — 2291,  from  U.S.G.S.  topog. 
Use —  Depth —  Casing — 6  inches. 


Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  water  to  water  to  water 

surface,  surface,  surface, 

Date      Feet  Date      Feet  Date      Feet 

1941 

Apr.  24        9.6 

Dec.   6 9;7 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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IL^P    11 


8N9VHD 


U.S.  AR!T  ^iSERVATION   (FORMERLY  VJILS ON) 


12858 


Location — In  northeast  quarter  of  southeast  quarter  of  Section  4,  ,50+ 
mile  north  of  Avenue  B,  .25+_  mile  v.'est  of  170th  Street  E.,  extended. 
Reference  point — Top  of  6  x  5  timber,  0.5  foot  above  ground. 
Elevation  of  reference  point-'-2297.5,  from  U.S.G.S.  topog. 


Use  — 

Depth- 

Gasinc? — 

Date 

Dist.R.P. 
to  water 
surface. 
Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1941 

Apr.  24 
Dec.   6 

16.4 

17.0 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


IMP   11 


8N9W4E 


U.S.   ARI.IY  RESERVATION 
(FORl^'ERLY  CHARLES  VJ.   GREEN) 


12B59A 


Location — In  southvest  quarter  of  southvipst  quarter  of  Paction  4,  500 
feet  north  of  Avenue  B,  500  feet  east  of  130th  Street  E.,  extended. 
Reference  point — Top  of  casing  at  ^rround. 
Elevation  of  reference  point — ?^£94,  from  U.S.G.S.  topog. 
Use — Not  used.  Depth — 125  feet. 

Other  numbers — Original  Owner  No.  5. 


Casing — 8  inches. 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 


Apr.  24 

Dec.   6 


10.1 
10.2 


Lleasurements  from  Los  Angeles  County  Flood  Control  District, 


442 


mp  11 
U.S.  ar:.t  reservation 

8N9V/4H  (FORIvIERLY  CH/'iRLES  V,'.  GREEN)  12858A 

Location — In  southwest  quarter  of  ?outhwest  quarter  of  Section  4,  650+_ 

feet  north  of  Avenue  B,  150  feet  east  of  150th  Street  E.  extended. 
Reference  point — Top  of  2  x  12  plank,  two  feet  above  ground , 
Elevation  of  reference  point — 2298,  from  U.S.G.S.  topoff. 
Use —  Depth — 125   feet.         Ceslnp — 8  inches. 

Other  numbers — Original  Owner  No.  3. 


Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  water  to  water  to  water 

surface,  surface,  surface, 

Date      Feet  Date      Feet  Date      Feet 

1941 

Apr.  24       12.0 

Dec.   6 12.4 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


IIAP  11 

U.S.  ARLT  RESERVATION 
8N9V>'4I  (FORI-ERLY  CHARLES  W.  GREEN)  12853 

Location — In  southwest  quarter  of  southwest  quarter  of  Section  4,  800+_ 
feet  north  of  Avenue  B,  500+  feet  east  of  130th  Street  E.,  extended. 
Reference  point — Top  of  casing,  0.5  foot  above  ground. 
Elevation  of  reference  point — 2294,  from  U.S.G.S.  topoe. 
Use — Domestic.  Depth — 245  feet.         Casing — 5  inches. 

Other  numbers — Oricinal  Owner's  No.  2. 


Dist.R.P.                Dist.R.P.  Dist.R.P. 

to  water                to  water  to  water 

surface,                 surface,  surface, 

Date      Feet          Date      Feet          Date  Feet 

1941 

Dec.   6 12.8 

Measurement  from  Los  Angeles  County  Flood  Control  District, 


&■:  3 


8N9¥J5A 


J.IAP   11 
U.   S.   ARl/lY  RSSKRVATION 


12828 


Location — In  southeast  quarter  of  northwest  quarter  of  Section  6,  1450 
feet  east  of  v;est  section  line,  which  should  be  140th  Street  t;.^  iqo 
feet  north  of  road  wh^ch  rnaj''  be  Avenue  AS. 

Reference  point — Tor  of  8  inch  cssinsr,  0.5  foot  above  pround. 

Elevation  of  reference  point--2296,  from  U.S.G.S.  topoT. 

Use — Not  used.  Depth —  Casin? — 12  inches; 

8  inches  inside. 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.^^P. 

to  water 

surface, 

Feet 


1941 

Apr.  24 
Dec,  6 


9.1 
10.8 


Leasurements  fror.i  Los  Angeles  County  Flood  Control  District. 


SlWi&r, 


MAP   11 
U.   S.  x'fCiY  RESFRVATION 


12828A 


Location — In  southeast  quarter  of  northwest  quarter  of  Section  6,  1450 
feet  east  of  140th  Street  E.  produced,  125+_  feet  north  of  what  nay  be 
Avenue  A8. 

Reference  point — Iron  clar^p  at  c^ronnd. 

Elevation  of  reference  point — 2:'95.5,  fron  U.S  .G-.S.  topop. 

Use--Not  used.  Depth —  Casing — 


Date 


Dist.R.P, 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 


Apr. 
Dec. 


21 

6 


8.9 
10.4 


Measureir.ents  from  Los  Ani^eles  County  Flood  Control  District. 
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8N9"A'6C 


IIAP   11 
U.   S.  ARir/  RES:lJ{VATION 


12888B 


Location — In  southeast  quarter  of  northwest  quarter  of  Section  6,  1450 
feet  east  of  140th  Street  E.  produced,  150  feet  north  of  what  may  be 
Avenue  AP. 

Reference  point — Top  of  casing,  1  foot  above  ground. 

Elevation  of  reference  point — 2294,  from  U.S.G.S.  topof?. 

Use—  Depth —  Casing — 12  inches. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

1941 

Apr.  24 

Dec.   6 

8.2 
10.0 

Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


lleasurements  from  Los  Angeles  County  yiood  Control  District. 


MAP   11 


8N9W5D 


U.   S.   ARliY  RESERVATION 
(FCRI.Iim,Y  HOl!ER  CAITBEIL) 


12B29 


Location — In  southwest  quarter  of  southvest  quarter  of  Section  5,  500+_ 

feet  north  of  Avenue  B,  0.15  mile  east  of  140th  Street  E,  produced. 
Reference  point — Top  of  casing,  1.5  feet  ebove  "round. 
Elevation  of  reference  point — 2304,  from  U.S.G.S.  topog. 
Use —  Depth —  Casing — 5  inches. 


Date 

Dist.R.P. 

to  water 

surface, 

Feet 

1941 

AvT.    ?A 
Dec.   6 

10.6 

11.1 

Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Measurements  frora  Los  Angeles  County  Flood  Control  District. 
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I.!jiP    11 


BN9W5E 


U.S.   AR!  lY  RESERVATI  ON 


12839 


Location--In  southeast  quarter  of  southeast  quarter  of  Section  6,  300+ 
feet  west  of  section  line,  ^«hich  should  be  150th  Street  E.,  100  feet" 
north  of  Avenue  B. 

Reference  point — Top  of  2  x  12  plank,  1.4  feet  above  eround. 

Elevation  of  reference  point — 2300,  from  U.S.G.S.  topog. 

Use —  Depth —  Casing — 12  inches. 


Date 

Dist.R.P. 

to  water 

surface, 

Feet 

1941 

Apr.  24 
Dec.   6 

12.0 
12.4 

Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface. 
Feet 


Measurements  from  Los  Angeles  County  Flood  Control  District. 


MAP  11 


SNIOVJIA 


U.S.  ARIIY  RESERVATION 


12818 


Location — In  northeast  quarter  of  northeast  quarter  of  Section  1,  4000 
feet  north  of  Avenue  B,  between  road  and  what  shoul'^  be  140th  Street  'F., 
50+_  feet  east  of  road. 

Reference  point--Top  of  casing  at  ground. 

Elevation  of  reference  point — 2295,  from  U.S.G-.S.  topoe. 

Use —  Depth--  Casing — 8  inches. 


Dist.R.P. 
to  water 
surface. 
Date       Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 


Apr.  24 
Dec.   6 


5.8 
7.2 


Measurements  from  Los  Angeles  County  Flood  Control  District. 
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MAP  11 

8N10V.'2A  U.S.  AR'!Y  RESERVATION  12799 

Location — In  southeast  quarter  of  southwest  quarter  of  Section  2,  725 

feet  north  of  Avenue  B,  1900_+  feet  east  of  120th  Street  E. 
Reference  point — Top  of  6  x  5  railrofld  tie  at  north  end  of  pit  at  ground, 
Elevation  of  reference  point — S310,  from  U.S.G.S.  topog. 
Use — Not  used.  Depth — 75  feet.  Casing' — 


Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  water  to  weter  to  water 

surface,  surface,  surface, 

Date      Feet  Date      Feet  Date      Feet 

1941 

Apr.  24        4.8 

Dec.   6 5^6 

lleasurements  from  Los  Angeles  County  Flood  Control  District. 


liAP  11 

8N10W9A  J.   U.  HA1>'IILT0N  11450 

Location — In  northwest   quarter  of  southwest  quarter  of  Section  9,    600 

feet  east  of  100th  Street  E.,    1400  feet  north  of  Avenue  C. 
Reference  point — Top  of  casin/ar,    1.8  feet  above  ground. 
Elevation  of  reference  point — 2719,    from  U.S.G.S.    topog. 
Use--Not  used.  Depth — 25+_  feet.  Casing — 8  inches. 

Other  numbers — ^U.S.G.S.   No.  8,  " 


Dist.R.P. 

DiPt.R.t=. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface. 

surface. 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1922 

1926 

1929 

Oct.  30 

11.8 

May  13 

12.4 

Apr.  25 

13.8 

Oct.  16 

13.4 

Dec.  28 

14.8 

1924 

1927 

1930 

Oct.  23 

12.5 

May   9 

12.8 

Apr.  17 

14.6 

1925 

1928 

1931 

May   6 

11.9 

Oct.  6 

12.8 

Apr.  26 

13.5 

Apr.  8 

15.3 

Nov.  18 

14.5 

Dec.  16 

15.8 

447 


8N1CW9A  Continued 


Dist.R.P. 

Dist.R.P. 

Di 

st.R.P. 

to  water 

to  water 

to 

•water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1932 

1935 

1938 

Dec.  29 

16.5 

Jan.   8 
May   2 

17.7 
17,5 

May  23 

19.6 

1933 

Dec.  12 

18.3 

1939 

Apr.  14 

16.4 

1936 

May  10 

19.8 

Dec.  20 

17.2 

Apr.  15 

18.3 

Nov.  18 

20.5 

1934 

1937 

1940 

Apr.  20 

17.3 

Mar.  13 

20.3 

Jan.   9 

18.9 

Nov.  29 

a 

21.0 

Apr.  22 

18.5 

Nov.  10 

a    19.6 

1941 
Aot.  25 

20.5 

a  Measurement  froir.  Los  Angeles  County  Flood  Control  District. 
Measurements  from  United  States  Geological  Survej''  e^xept  as  noted. 


MAP  11 
BN10W19A  ITNION  TRUST  &  SAVINGS  BANK  11423 

Location — la.  southwest  quarter  of  southeast  quarter  of  Section  19,  50 

feet  north  of  center  line  of  Avenue  E.,  2400+_  feet  west  of  90th  Street  E. 

Reference  point--Small  oval  hole  in  side  of  pump  base,  0.5  foot  above 
ground. 

Elevation  of  reference  point — 2342.5,  from  U.S.G.S.  topog. 

Use — Irrigation.  Depth — 750  feet.  Casing — 


Dist.R.P.  Dist.R.P.               Dist.R.P. 

to  water  to  water                to  water 

surface,  surface,                surface, 

Date       Feet           Date  Feet          Date       Feet 

1939                      1941  1942 

Jan.  31  31.4       Jan.   3       35.6 

Apr .9  30 . 2 

Apr.  25  a    35,7 

Dec.   3  a    42.7 


a  Measurement  from  United  States  Geological  Survey. 

Measurements  from  Los  Angeles  County  Flood  Control  IDistrict  except  as 
noted. 


Nov.  18 

45.2 

1940 

Mar.  13  a 

37.0 

Nov.  29 

42.3 

446 


8N1OT29A 


&!>   11 
REDMAN  SCHOOL 


1143; 


Location — In  northvcest  quarter  of  northv;est  quarter  of  Section  29,  250 

feet  east  of  90th  Street  E.,  1000  feet  south  of  Avenue  E. 
Reference  point — 
Elevation  of  reference  point — 
Use — Domestic .  Depth —  Ct;sinp — 6  inches. 


Date 
1938 


Nov, 


Dist.R.P. 

to  vuater 

surface, 

Feet 


38, 


Date 
1940 


Dist.R.P, 

to  vater 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


a  Sealed;  cannot  measure. 

Lleasurenents  from  Los  Angeles  County  Flood  Control  District. 


8NHV.'22A 


MAP  11 


G.  L.  PROTHRO 


11363B 


Location--In  northwest  quarter  of  southwest  quarter  of  Section  22,  one- 
fourth  mile  north  of  Avenue  E.,  one -fourth  r.ile  east  of  50th  Street  E. 

Reference  point — (a)  One-half  inch  hole  in  northwest  side  of  casing  at 
ground  level  through  May  23,  1938;  then  (b)  one  inch  pipe  in  concrete 
base  0,3  foot  above  ground. 

Elevation  of  reference  point — (a)  2317.7;  (b)  2318;  from  U.S. G.S.  topog. 

Use — Irrigation.  Depth — 175  feet.         Casing — 12  inches. 

Other  numbers — U.S. G.S.  No.  7C. 


Dist.R.P, 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

siiTface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1937 

1939 

1941 

Nov.  10 

34,5 

Mar.  10 

23.6 

Apr ,  25 

b    33.0 

Nov,  17 

34,7 

Dec,   3 

b    37.2 

1938 

1940 

May  23 

a 

Liar.  17 
Nov.  29 

ab 

37.6 

a  Pumping. 

b  Measurement  from  United  States  Geological  Survey. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as 
noted. 


449 


IJ[AP   11 
8NllVk22B  G.    L.   PRCTHRO  11353 

Location — In  southwest   quarter   of   southwest   quarter  of  Section  22,    45 
feet   north  of   center   line  of  Redman  RoacJ   (Avenue  E),    1200j^  feet   past 
of  50th  Street  E. 

Reference   point--Top  of  casino;  at  ground. 

Elevation  of  reference  point — 2321,    from  U.S.G.S.    topop:. 

Use — Not  used.  Depth — 210   feet.  Casing—Top  8   inches; 

Other  numbers — U.S.G.S.   No.    7A  (formerly  No.   7).  bottom  Gg-  inches. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

1932 

1934 

1936 

Apr.  8 

34.7 

Apr.  20 

48.8 

Apr.  15 

b 

47.8 

1933 

IS  35 

1937 

Apr .  14 

a    45.0 

Jan.   8 
Kay   2 
Dec.  12 

45.7 

a    52.7 

25.4 

Jan.   9 

c 

a  Pumping  near. 

b  Heavy  pumping  one  month. 

c  Pump  installed;    could  not  measure. 

Measurements  from  United  States  Geological  Survey, 


L1AP   11 
8NllVr22C  G.   L.   PROTHRO  11563A 

Location — In  southwest   quarter   of   southwest   quarter  of  Section  22,    45 
feet  north  of   center   lin"  of  R.edmnn  Road    (Avenue  E),    115C+_  feet   east 
of   50th  Street  E.,    50   feet  west   of  No.    113G3. 

Reference   point — Top  of  casing  at   around. 

Elevr.tion  of   reference   point — 2321,    from  U.S.G.S,    topog. 

Use--  Depth —  Casing — 8   inches. 

Other  numbers— U.S.G.S.   No.    7B. 
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8N11W22C  Continued 

Dlst.R.P.                Dist.R.P.  Dlst.R.F, 

to  water                to  water  to  water 

surface,                 surface,  surface, 

Date       Feet  Date      Feet  Date      Feet 

1936  1937 

Apr.  15  a    4''.P        Jan.   9       27.0 

Apr.  22  b    45.2 

a  Heavy  pumping  one  month. 

b  Pumped  yesterday. 

Measurements  from  United  States  Geological  Survey, 


MAP  11 

8N11W30B  11325A 

Location--In  southeast  quarter  of  southeast  quarter  of  Section  30,  850 

feet  west  of  30th  Street  E,,  400  feet  north  of  Avenue  F. 
Reference  point — Top  of  casing,  0,2  foot  above  ground. 
Elevation  of  reference  point — 2330.2,  from  U.S. G.S.  topop. 
Use —  Depth —  Casing — 


Dist.R.P.                Dist.R.P.  Dist.R.r. 

to  water                to  w^ter  to  water 

surface,                 surf -ace,  surface. 

Date      Feet          Date      Feet          Date  Feet 

1941 

Dec.   6 37.0 

Measurement  from  Los  Angeles  County  Flood  Control  District. 


I'lAP  11 


451 


SNiaVBA 


12529 


Location — In  northwest  quarter  of  northeast  quarter  of  Section  8,  75  feet 

south  of  Avenue  B,  lj+  mile  west  of  Sierra  Highway. 
Reference  point — Top  of  casing,  0.5  foot  belov;  ground. 
Elevation  of  reference  point — £319.5,  from  U.S.G.S.  topog. 
Use —  Depth —  Casing — 8  inches. 


Date 
1941 


Dist.R.P, 

to  water 

surface, 

Feet 


Pate 


Dist.R.P. 
to  water 
surface, 
Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Dec. 


e.o 


Measurement  from  Los  Angeles  County  Flood  Control  District. 


IIAP  11 


SNlS/i'SOA 


11222 


Location — In  northwest  quarter  of  northeast  quarter  of  Section  20,  75 

feet  south  of  Avenue  D,  0.35  mile  west  of  rOth  Street  W. 
Reference  point — Top  of  casing,  two  feet  above  ground. 
Elevation  of  reference  point — 2319,  from  UcS.G.S.  topog, 
Use — Not  used.  Depth —  Casing — 6  inches. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

siirface, 

Feet 


1941 


Dec. 


7.5 


Measurement  from  Los  Ane'eles  County  Flood  Control  District. 
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I!AP  11 
8N12WE0B  1122SA 

Location — In  northwest  quarter  of  northeast  quarter  of  Section  20,  75 
feet  south  of  Avenue  D,  0.45  mile  west  of  20th  Street  W. 

Reference  point — Top  of  wooden  plug,  flush  \Nith  top  of  ceslnc,  0.5  foot 
above  ground. 

Elevation  of  reference  point — 231R,  from  U.S.G.S.  topog. 

Use — Not  used.  Depth —  Casing — 6  inches, 


Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  vpater  to  water  to  water 

surface,  surface,  surface, 

Date      Feet  Date      Feet  Date      Feet 

1941 

Dec.   5        5.7 


Measurement  from  Los  Angeles  County  Flood  Control  District. 


MAP  11 
8N12W21A  HOFFIIAN  GUN  CLUB  11242 

Location — In  northeast  quarter  of  northwest  quarter  of  Section  21,  60 
feet  south  of  Avenue  D,  0.5  mile  west  of  Sierra  Highway. 

Reference  point — (a)  Top  of  1  inch  elbow  in  suction  line,  1.7  feet  above 
ground  through  November  24,  1941;  then  (b)  top  of  casing. 

Elevation  of  reference  point— (a)  2307.7;  (b)  2306.3;  from  U.S.G.S.  topog. 

Use — ^Not  used.  Deoth —  CaF'inp — ^   inches. 


Dist.R.P.                Dist.R.P.  Dist.R.P. 

to  water                to  water  to  water 

surface,                 surface,  surface. 

Date      Feet          Date      Feet  Date      Feet 

1941 

Nov.  24 AA 

lleasurement  from  Los  Anceles  County  Flood  Control  District. 
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8N12VJ22A 


l!AP  11 


OLD  RAILROAD  V;ELL 


11252 


Location — In  northwest  quarter  of  northviest  quarter  of  Section  22,  60 
feet  south  of  Avenue  D  extended,  200  feet  east  of  railroad  track  along 
Sierra  Way. 

Reference  point — Bottor.  of  ''T'',  0.5  foot  above  ground. 

Elevation  of  reference  point — 2301.5,  from  U.S. G.S.  topog. 

Use— Stock.  Depth —  Casing--4  inches. 

Other  numbers — ^U.S.G.S,  No.  271. 


Dist.R.P, 

to  water 

surface, 

Date 

Feet 

1940 

Sep.  20 

a 

Dec.   6 

a 

Date 

1941 

Apr.  22  b 
Sep.  27  a 
Nov.  24  c 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


a  Flowing  l+_  inch. 

b  Flowing  2+  inches. 

c  Flowing  1.5j+  inches. 

Measurements  from  Los  Ans'eles  County  Flood  Control  District, 


8N12V,'22D 


l.'Jtf>  11 

I.  B.  v:ibi':jlfr 


11263 


Locetlon — In  southeast  quarter  of  southeast  quarter  of  Section  22,  60 

feet  west  of  Division  Street,  100  foet  north  of  Avenue  E. 
Reference  point — Top  of  casin?,  2.5  fpet  above  ground. 
Elevation  of  reference  point — 2301.5,  frorc  U.S.G.S.  topop. 
Use- 


Depth— 400+  feet. 


Casing — 6  inches. 


Dist.R.P. 

Dist.R.F. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface. 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1928 

1933 

1941 

a 

a 

Dec.  5 

b 

a  Flowing  considerably  more  than  present. 

b  Flowing  three  to  four  inches. 

Measurements  from  Los  An<reles  County  Flood  Control  District. 


8N12W22E 


KAP  11 

I.  B.  WIBIGLER 
ANTELOPE  VALLF/  OJN  CLIB 


11253A 


Location — In  southeast  quarter  of  southeast  quarter  of  Section  22,  175 

feet  west  of  Division  Street,  250  feet  north  of  Avenue  F. 
Reference  point — Top  of  casing  at  ground. 
Elevation  of  reference  point — 2299,  from  U.S.G.S.  topog. 
Use— Domestic.  Depth — 115  feet.  Casing — 8  inches, 


Date 
1941 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  vjater 

surface, 

Feet 


Dec. 


1.4 


Measurement  from  Los  Anreles  County  Flood  Control  District, 
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MAP  11 


8N12VJ2SA 


11272 


Location — In  southwest  quarter  of  northwest  quarter  of  Section  23,  400hi^ 

feet  east  of  Division  Street,  250  feet  north  of  Avenue  D5. 
Reference  point — Valve  connection  at  frround . 
Elevation  of  reference  point— 2293,  from  U.S. G.S.  topog. 
Use —  Depth--  Casing — 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 


Dec. 


Flowing 


Heasurement  from  Los  Angeles  County  Flood  Control  District. 


ILKP   11 


8N12!'J24A 


11303 


Location--In  southeast  quarter  of  southeast  quarter  of  Section  24,  250 

feet  north  of  Avenue  E,  200  feet  west  of  20th  Street  E.,  extended. 
Reference  point — Top  of  concrete  pit  curb  at  ground. 
Elevation  of  reference  point — 2310,  from  U.S. G.S.  topog. 
Use —  Depth —  Cr.sing — 4  inches. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dipt. R. P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 
Dec.   5 


8.0 


Measurement  from  Los  Angeles  County  Fiood  Control  District. 


i!AP  11 


8N12V;34A 


11S65 


Location — In  southeast  quarter  of  northeast  quarter  of  Section  34,  50 
feet  north  of  Avenue  F8  ertende'l,  120  feet  w«(«t  of  Division  Street. 
Reference  point — Top  of  casin?^,  0.4  foot  above  pround. 
Elevation  of  reference  point — 2316,4,  from  U.S. G.S.  topofr. 
Use —  Depth—  Casin<^-- 


Date 
1941 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  vnter 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Dec, 


a 


4.0 


a  Casing  seems  obstructed. 

Measurement  from  Los  Angeles  County  Flood  Control  District. 


MAP  11 


BN12W34B 


11266 


Location--In  southwest  quarter  of  southeast  quarter  of  Section  34,  10 

feet  north  of  Avenue  G,  550+^  feet  east  of  Sierra  Kiehway. 
Reference  point — 'Top  of  casinc'  unOer  pu-".p  base-,  0.5  foot  above  ground. 
Elevation  of  reference  point — 2318^  fromU.S.G.S.  topor. 
Use —  Depth--  Casing — 4  inches. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface, 

Feet 


Date 


Dist.R.P. 

to  water 

purface, 

Feet 


1941 


Dec.  5 


12.4 


Keasurenent  from  Los  Anceles  County  Flood  Control  District. 
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LlAP  11 

SNIOTSA        E.  G.  RANCH  NO.  2  (?I.  G.  WILEY)  12399 

Location — In  northeast  quarter  of  southwest  quarter  of  Section  5,  0.3 

mile  north  of  Avenue  B,  O.S  mile  east  of  100th  Street  W. 
Reference  point — ^Air  gage,  1.5  feet  above  ground. 
Elevation  of  reference  point — 2458,  from  U.S. G.S.  topog. 
Use — Irrigation.  Depth —  Casing — 

Other  numbers — Owner's  No,  1. 


Date 

Dist.R.P. 
to  water 
surface. 
Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface, 

Feet 

1935 

193" 

1941 

May  10 
May  10 
Oct.  20 

102. 

a   118. 

116. 

Aug.  11 
1940 

Nov.  29 

a   114. 
120. 

Nov.  24 

125. 

a  Pumping. 

Air  measurements  from  Los  Angeles  County  Flood  Control  District. 


?.mP  11 
8N15/J6B  H.    G.  RANCH  NO.   2  12 39 9 A 

Location — In  southwest   quarter   of   southwest   quarter  of  Section  5,    25   feet 

east  of  100th  Street  v;.,    1000  feet  north  of  Avenue  B. 
Reference   point--Genter  of  air  gage,    two   feet  above   floor  four  feet   above 

ground. 
Elevation  of  reference   point — 24^7,    from  U.S. G.S.    topog. 
Use — Irrigation.  Depth —  Casing — 

Other  numbers — Owner  No.    2. 

Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  water  to  water  to  water 

surface,  surface,  surface, 

Date  Feet  Date  Feet  Date  Feet 

1940  1941 

Sep.    20     a Nov.    24     b        171.0 

a  Pumping. 

b  Air  measurement. 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


liAP  11 

fflI13lV7A  LOME  BUrTE  RANCH  11100 

Loc8tion--In  southeest  quarter  of  northeast  quarter  of  Section  7,  30  feet 

west  of  90th  Street  W,  0.5  rile  south  of  Avenue  B. 
Reference  point — Bottom  of  ■pumvi   base,  esst  side,  at  eround. 
Elevation  of  reference  point — 244C,  from  U.S.G.S.  topor. 
Use — Irrigation.  Depth —  Casing — 


Dlst.R.P.                Dist.R.P.  T)ist.R.P. 

to  water                to  water  to  water 

surface,                 surface,  surface, 

Date      Feet          Date      Feet  Date      Feet 

1940                     1941  194S 

Dec.      6 9S.0 Apr .      9 95.1 Jan.    31 96.5 

Ilea Eure Tie nts  from  Los  Aneeles  County  Flood  Control  District. 


MAP  11 

8N13^;7B  F.   A.   CROSS  12399B 

Location — In  northwest  quarter  of  northwest  quarter  of  Section  7,    400 

feet  south  of  Avenue  B,   one-fourth  mile  east  of  100th  Street  VJ. 
Reference   point — Center  of  air  cafe,    1.5  feet  above  ground  surface. 
Elevation  of  reference   point--£750,    froi.i  U.S.G.S.    topog. 
Use — Irrigation.  Depth — 265  feet.  Casing — 1^  inches. 


Dist.R.P.  Dist.R.P.                                     Dist.R.P. 

to  water  to  wj^ter                                       to  water 

surface,  surface,                                       surface. 

Date                Feet                          Date  Feet                        Dnte                Feet 

1940  1941 

Sep.   20     a                                    Aor.    23  a 

Dec.      6 92.4 Nov .    24     a 

a  Punpinp. 

lieasurenents  from  Los  Awreles  County  Flood  Control  District, 
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!,1AP  11 


eN13W8A 


ROGERS  SCHOOL 


12419 


Location--In  northwest  quarter  of  northviest  quarter  of  Section  8,  50  feet 

east  of  90th  Street  W.,  150  feet  south  of  Avenue  B. 
Reference  point — (a)  Top  of  casing  and  concrete  block,  0.2  foot  above 

ground  through  April  21,  1942;  then  (b)  top  of  clanp. 
Elevation  of  reference  tjoint  —  (a)  2442,  from  U.S. G.S.  topog. 
Use — Domestic.  Depth — 200+  feet.  .       Casing — 6  inches. 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1937 

19^59 

1941 

Nov.  10 

a    86. 

Mar .   3 

a 

85,2 

Apr.  25 

88.2 

Nov.  17 

a 

89.2 

Dec.  7^ 

92.5 

a  I.!easurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  United  States  Cteological  Survey  except  as  noted. 


8Nia\'8B 


I'lAP   11 
MRS.   A.   BOULIN 


1241 9 A 


Location--In  northeast  quarter  of  northwest  quarter  of  Section  8,  175 

feet  south  of  Avenue  B,  1580  feet  east  of  90th  Street  W. 
Reference  point — Top  of  pipe  flange,  1.0  foot  above  ground. 
Elevation  of  reference  point — 2427,  fron  U.S.G.S.  topog. 
Use — Domestic.  Depth — 120  feet.         Casing— 6  inches. 


Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  water 

surface. 

Feet 

Date 

Dist.R.P. 

to  weter 

surface. 

Feet 

1940 

1941 

1942 

Dec.   6 

90.7 

At)r.  2:^ 

86,? 

Jan.  31 

89.6 

Measurements  from  Los  Angeles  County  Flood  Control  District, 


450 


LlAP  11 


eN14W2A 


12369 


Location — In  southeast  quarter  of  southwest  quarter  of  Section  2,  600+_ 
feet  north  of  Avenue  B,  0.6  to  0.7  nile  west  of  110th  Street  W.  On  top 
of  high  spot  of  (ground. 

Reference  point — Top  of  casing,  5  fer-t  above  ground  surface. 

Elevation  of  reference  point — 2508,  from  U.S.G.E.  topop. 

Use — Not  used.  Depth — 140+  feet.       Casing — 14  inches. 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


1940 


Sep.  20  a 


a  Dry  at  140  feet. 

Measurement  from  Los  Angeles  County  Flood  Control  District. 


1.IAP  11 


8N14W10A 


1''349 


Location — In  northeast  quarter  of  northwest  quarter  of  Section  10,  on 

south  edge  of  Avenue  B  right  of  way,  1400+  feet  east  of  130th  Street  W. 
Reference  point — Top  of  casing,  two  feet  above  ground. 
Elevation  of  reference  point — 2528,  from  U.S.G.S.  topof?. 
Use — Not  used.  Depth — 116  feet.  Casing — 5  inches. 


Date 
1940 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P, 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Sep.  20  a 


a  Dry  at  116  foet. 

Measurement  from  Los  Angeles  County  Flood  Control  Dir.trict. 
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?.!AP  11 


8N14W12A 


H.  G.  RAJICH  NO.  1 


12389 


Location — In  northeast  quarter  of  northeast  quarter  of  Section  12, 

feet  west  of  100th  Street  W.,  50  feet  south  of  Avenue  3. 
Reference  point — Bottom  of  pump  base,  two  feet  above  ground. 
Elevation  of  reference  point  —  2472  fror:  U.S.G.S.  topog. 


1100+ 


Use — Irrigation. 

Other  numbers--Owner' s  No. 


Depth--500  feet. 


Casing- 


Dist.R.P. 

DiEt.R.P 

to  water 

to  water 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

1940 

1941 

Sep.  20 

a 

128.0 

Nov.  24 

127.3 

Sep.  20 

126.0 

Nov.  29 

a 

127.0 

Nov.  29 

126.1 

Date 


Dist.R.P. 

to  water 

surface, 

Feet 


a  Air  measurement. 

Lleasurements  from  Los  Angeles  County  Flood  Control  District. 


VAP   11 


8N14W12B 


H.  C.  RANCH  NO.  1 


12379 


Location — In  northwest  quarter  of  northwest  qu^.rter  of  Section  12,  660 

feet  south  of  Avenue  B,  one-fourth  nil'='  enst  of  liOth  Street  W, 
Reference  point--Purip  base  at  oil  line,  0.5  foot  above  .around. 
Elevation  of  reference  point — 2482.5,  frop  U.S.O-.S.  topog. 
lTse--Irrigation,  Depth —  Casing-- 


Date 
1939 
Apr.  11 


Dist.R.P. 

to  water 

surface, 

Feet 


122.0 


Date 

1940 

Sep.   1 
Nov,  29 


Dist.R.P. 

to  water 

surface. 

Feet 


124.0 

123. + 


Date 


Dist.R.P. 

to  water 

surface, 

Fe-:t 


a  Air  line. 

Measurements  from  Los  Angelas  County  Flood  Control  District, 


UA"   11 


8N15V'24A 


CHA£.   L.   SCHIIEIDKR 


10982 


Location — In  northwest  quarter  of  northeept  qurrter  of  Section  24,  300 

feet  south  of  Avenue  D,  0.7  mile  east  of  170th  Street  V/. 
Reference  point — Top  of  round  concrete  collar,  one  foot  above  pround. 
Elevation  of  reference  point — 356o.O,  from  U.S.G.S.  topos. 
Use — Domestic.  Depth — 180  feet.  Oeslnft — 10  inches. 


Date 
1932 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


July 


138. 


MHasm-errient  from  Los  Anrelep  County  Flood  Control  District. 


9N10W14A 


J.IAF   11 
IT.   S.   ARl!Y  RESERVATION 


12782 


Location — In  northwest  quarter  of  northwest  quarter  of  Section  14,  0.2 

mile  east  of  120th  Street  E.  extenaed,  four  miles  north  of  County  line. 
Reference  point — 

Elevation  of  reference  point — 2290+,  from  U.S.G.S.  tonop. 
Use--  ■Perth —  Casins'-- 


Date 
1941 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

=urf ace , 

Feet 


Dec. 


a  V.ater  surface-  in  concrete  box  1.5  feet  above  pround  v;ith  two  inch  pipe 

at  ground  discharging  full. 
Measurement  from  Los  Anpelcs  County  Flood  Control  District. 
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T-IAP  11 


9N10V;23A 


12784 


Location — In  northwest  quarter  of  southwest  quarter  of  Section  23,  750 
feet  east  of  120th  Street  E.  produced,  end  2.5  miles  north  of  County- 
line. 

Reference  point — 

Elevation  of  reference  point--22904_,  from  U.S. G.S .  topos-. 

Use —  "Jenth — 2  feet.  Casing — 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.?. 

to  water 

surface, 

Feet 


1941 
DcC.   6 


Ti"! 


J  .lowing 


Measurement  from  Los  Anpeles  County  Flood  Control  District. 


IIAP  11 


SOrTIIERN  PACIFIC   lAIIDS  AGENCY 


125 33A 


Location--In  northwest   quarter  of  northv.-est  quarter  of  Section  21,    150 
feet  north  of  Center  Street,    75   feet  vest   of  Sierra  Highway. 

Reference  point — Top  of  3"  x   5"'  wootJen  clamp  on  top  of  casing,    0.5  foot 
above  ground. 

Elevation  of  reference  point — 

Use — Domestic.  Depth —  Casing — 8  inches. 


Dist.R. P. 

Dist.R. P. 

Dist.R.t^. 

to  water 

to  water 

to  water 

surface. 

surface, 

surface, 

Date 

Feet 

Date 

Feet 

Date 

Feet 

1932 

1933 

1935 

Apr.   8 

33.3 

Apr.  13 

34.5 

Jan.   8 

37.1 

Dec.  29 

34.7 

Dec.  20 

35.4 

Hay   1 
Dec.  13 

37.1 
37.8 

1954 


Apr.    19 


35.7 


464 


9N12V.'21A  Continued 

Dist.R.P.                DiFt.R.P.  "Dist.R.P. 

to  water                to  water  to  water 

surface,                surface,  surface. 

Date      Feet          Date      Feet  Date      Feet 

1935                    1938  1940 

37.7  Mar.  13       36.6 
Dec.   6a    39.2 


Apr.  15 

37,8 

iley  23 

1937 

1939 

Jan.  8 

37.2 

Nov.  17 

Apr.  22 

35.7 

Nov.  10 

40.4 

39.3 


1941 

Apr.   4       36.6 
Dec.   3       38.2 


a  Measurement  from  Los  Anfeles  County  Flood  Control  Dir-trlct. 
Ueasurenents  from  United  States  Geological  Survey  ercept  as  noted. 


VA-^   11 
9N13;''20A  HARRY  VJHITE  12424 

Location — In  southeast  quarter  of  northeast  quarter  of  Section  20,  0.2 
mile  west  of  60th  Street  V.'.,  2000+  feet  south  of  Rosanond-^Jlllow  Spring 
Road. 

Reference  point — Top  of  casing  at  ground. 

Elevation  of  reference  point — 2420+,  from  U.S. G.S.  topop. 

Use — Not  used.  Depth — 350  feet.  Casino? — 12  inches. 

Other  numbers— U.S. G.S.  No.  13  (Old). 


Dist.R.P. 

Dist.R.P. 

Dist.R.P. 

to  water 

to  water 

to  water 

surface, 

surface. 

surface. 

Date 

Feet 

Dtte 

Feet 

Date 

Feet 

1922 

1927 

1930 

Oct.  17 

38.5 

tay   9 
Oct.  27 

43.1 
43.0 

Apr.  17 

45.8 

1924 

1928 

1931 

Oct.  23 

38.7 

Apr.  26 

43.8 

Dec,  16 

48.2 

1925 

Nov.  18 

43.6 

1932 

May   5 

40.4 

1929 

Apr.   7 
Deo.  29 

a    52.2 
49.5 

1926 

Apr.  25 
Dec.  28 

44.7 
44.5 

May  13 

40.5 

Oct.  15 

42.3 

4  65 


Date 

1933 

Apr.  13 
Dec.    20 

1934 

Apr.    19 

1935 

Jan.  8 
May  1 
Dec.    13 

1935 

Atdp.    15 


Dist.R.P. 
to  water 
surface, 
Feet 


52.6 

50.4 


llAP  11 
9N13l':20A  Continued 


Dist.R.P. 

to  water 

surface. 

Feet 


53.8 


51.3 

52.8 
52.6 


53.1 


Date 

1937 

Jan.  8 
Apr.  22 
Nov.  10 

1938 

Mar .  8 
May  23 

1939 

Nov.  17  b 


Date 


1940 


Dist.R.P. 

to  water 

surface. 

Feet 


53. 

54.1 

55.1 


55.7 

58.8 


57.4 


Mar.  13 
Dec,   6 

194; 


be 


57.4 
51.8 


Apr. 

9 

b 

58.8 

Apr, 

25 

58.5 

May 

30 

59.3 

July 

18 

60.2 

Aug. 

29 

60.4 

Sep. 

27 

50.5 

Oct. 

31 

d 

1942 


Jan. 


51.8 


a  Pumping  300  feet  south. 

b  Measurement  from  Los  An,?eles  County  Flood  Control  District. 

c  Adjacent  well  pumping. 

d  Obstruction  at  61+  feet. 

Measurements  from  United  States  Geolop'ical  Surve^"  excent  as  noted. 


9N13;i;20B 


liiAP   11 
FIARRY  '-miTE 


12424A 


Location--In  southeast  quarter  of  northeast  quarter  of  Section  20,  400+ 

feet  south  of  vVell  No.  12424, 
Reference  point — Hole  in  north  side  of  puirp  base  at  ground. 
Elevation  of  reference  point — 
Use —  Depth —  Casing — 


Date 


1941 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P, 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 
to  water 
surface, 
Feet 


Dec. 


59.4 


Measurements  from  Unite'^   States  Creologieal  Survey. 


466 


MAP  11 
9N14W20A  ROSFNFFLT  12314 

Location — In  northwest  quarter  of  northeast  quarter  of  Section  20,  1000 
feet  south  of  Rosamond  Avenue  (north  line  Section  20),  1500  feet  west 
of  140th  Street  v:,,  produced. 

Reference  point— Top  of  v.ooden  cover  0.2  foot  above  oasinp,  2  feet  above 
ground. 

Elevation  of  reference  point-- 

Use —  Depth — 2*52  feet.         Caslnp — 6  inches. 


Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  water  to  v.ater  to  v;ater 

surface,  surface,  surface. 

Date      Feet  Date      Feet  Date      Feet 

1941 

ITov.  22  a 

a  Dry  at  190  feet;  probably  caved. 

lleasurement  from  Los  Angeles  County  Flood  Control  District, 


MAP  11 
9N141V24A  DE  FONE  12384 

Location — In  southv.-est  quarter  of  southeast  quarter  of  Section  24,  0.2 
mile  north  of  south  line  of  Section  £4,  0.5  mile  v.'est  of  100th  Street 
V,'.,  produced. 

Reference  point — ^Hole  in  metel  punp  base,  1.0  foot  above  averape  cround. 

Elevation  of  reference  point — 

Use — Irriration  and  donestic.   Depth —  Cfisin£?--14  inches. 


Dist.R.P.  Dist.R.P.  Dist.R.P. 

to  water  to  water  to  water 

surface,  surface,  surface. 

Date      Feet          Date  Feet  Date      Feet 

1941 

Nov.  22 94.5 

Measurement  from  Los  Anpeles  County  Flood  Control  District. 


467 


!.'IAP  11 


9N14W24B 


DE  FONE 


12384A 


Location — In  northwest  quarter  of  southeast  quarter  of  Section  24,  0.4 
mile  north  of  south  line  of  Section  24,  0.5  mile  west  of  100th  Street 
W.,  produced. 

Reference  point — Hole  at  junction  of  pump  base  nlates,  near  one-half 
inch  pipe,  0.5  foot  above  ground. 

Elevation  of  reference  point — 

Use — Irrigation.  Depth — 310  feet.  Casing — 14  inches. 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


1941 


Nov.  22 


93.6 


Measurement  frOiTi  Los  Anfeles  County  Flood  Control  District. 


l!AP  11 


9N14V;g5B 


12385B 


Location — In  northwest  querter  of  northeast  quarter  of  Section  25,  0,5 
mile  west  of  ICOth  Street  VJ,,.  produced,  one-fourth  nile  south  of 
north  line  of  Section  25  (on'^  and  one-fourth  niles  south  of  Rosamond 
Road) . 

Reference  point — Top  of  casinp-  at  concrete  block,  1.0  foot  above  ground. 

Elevation  of  reference  point — 

Use —  Depth — 400  to  450  feet.     Ca?ing — 


Date 
1940 


Dist.R.P. 

to  water 

surface, 

Feet 


Date 


Dist.R.P. 

to  water 

surface. 

Feet 


Date 


Dist.R.P. 

to  water 

surface, 

Feet 


Aug. 


90.2 


lieasurement  from  Los  Angeles  County  Flood  Control  District. 


458 


1.IAP  11 


9N14'.V29A 


12306A 


Location — In  northwest  quarter  of  southwest  quarter  of  Section  29,  500 
feet  east  of  150th  Street  W.  produced,  1500  feet  north  of  south  line 
of  Section  29. 

Reference  point — Top  of  casinp  0.7  foot  above  sround. 

Elevation  of  reference  point-- 

Use —  Depth —  CaFinr — 6  inches. 


Date 


Diet. R. P. 

to  water 

surface, 

Feet 


Date 


Dist.R.?. 

to  water 

surface, 

Feet 


Date 


Dist.R. P. 

to  water 

surface, 

Feet 


1941 


Nov.  2n 


175.2 


Measurement  from  Los  Angeles  County  Flood  Control  District. 


TAP  11 


9N14K32A 


SEARS 


12?05 


Location — In  northwest  quarter  of  northwest  quarter  of  Section  32,  200 
feet  east  of  150th  Street  W.  produced,  375+_  feet  south  of  north  line 
of  Section  32. 

Reference  point — Top  of  casing,  0.5  foot  above  ground. 

Elevation  of  reference  point — 

Use--  Deij-^h —  C^pin^ — 15  inches. 


Date 


Dist.R .P. 

to  water 

surfa.ce, 

Feet 


Dete 


Dlft.R.P. 

to  waiter 

surface, 

Fe«t 


Date 


Dist.R .P. 

to  water 

surface, 

Feet 


1941 


Nov.  22 


155.3 


Measurement  from  Los  An^'ele?  County  Flood  Control  District. 


469 


prt:ci?itation  t^i:copds 


471 


JJONTFLY  PR'P'CTPITATIOM  R"rCORDS 


FROM  TJ. 


I'JFATHFP.  BUREAU 


Pr££i_p  j^t 


t  i  0  n 


In       laches 


Season 

and 

413 

2755 

3290 

4142 

4832 

Month 

Long  Beach 

Los  Ane-eles 

Claremont 

Sierra  Madre 

San  Fernando 

1940-41 

July 

0.00 

T 

0.00 

0.00 

T 

Aug. 

0.00 

0.00 

0,00 

0.00 

0.00 

Sep. 

0.00 

0.01 

m 
i. 

0.04 

0.02 

Oct. 

1.20 

1.31 

1.72 

2.35 

1.15 

Nov. 

0.63 

0.25 

0.94 

0.93 

0.32 

Dec. 

7.24 

6.59 

7,29 

7.98 

7.69 

Jan. 

2.85 

2.54 

2.57 

2.75 

3.14 

Feb. 

8.13 

13.31 

8.54 

15.91 

12.24 

Mar. 

6.44 

7.86 

13.32 

12.79 

10.48 

Apr. 

2.55 

4.02 

3.85 

3,69 

4.87 

May- 

0.00 

0.00 

0.03 

0,11 

0.45 

June 

0.00 

0.00 

0,00 

0.03 

0.01 

TOTAL 

29.09 

35.99 

38.27 

49.53 

40.57 

14552 

15933 

Santa  Ana 

Corona 

1940-41 

July 

0.00 

0.00 

Aug. 

0.00 

0.00 

Sep. 

0.00 

0,00 

Oct. 

1.52 

0,85 

Nov. 

1.12 

1,01 

Dec. 

6.39 

3.09 

Jan. 

2.20 

1.61 

Feb. 

8.56 

6.32 

Mar. 

10.02 

5.67 

Apr. 

3.76 

2.55 

May 

0.72 

0.00 

June 

0.05 

0.00 

TOTAL 

34.34 

25.30 

18826 

17023 

17417 

San  Bernar- 

Riverside 

Beaumont 

dino    ( ne  ar ) 

0.00 

0.00 

0,00 

0.00 

0.00 

0.00 

0.00 

T 

0.00 

1.08 

1.51 

1.89 

0.91 

0.58 

0.95 

4.97 

6.35 

7.34 

1.22 

2,37 

2.57 

4.81 

5.33 

9.05 

6.61 

8.37 

9.65 

2.78 

4.75 

3.82 

0.94 

0.72 

0.25 

0.05 

0.27 

0.38 

25.37 

30.25 

55.90 

Less   than  0.01   inch. 


472 


PRECIPITATION  RECORIg  FOR  SEASON  1940-41 
(Season  -  July  1   to  June   30) 


Map 

Precipitation 

Station 

Index 
0-6 

in  inchep 

185 

25.32 

212 

N-7 

31.59 

327 

P-9 

25.18 

331 

N-9 

28 .  39 

401 

N-10 

27.79 

403 

0-10 

27.87 

40  3A 

0-10 

24.98* 

413 

0-10 

29.09 

458 

N-11 

27.01 

453** 

0-11 

28.39 

485 

0-12 

26.53 

587 

P-14 

28.84 

595 

0-14 

29.58 

598 

P-14 

23.80 

715 

M-7 

26.48 

754 

M-8 

29.30 

794 

M-8 

29.67 

864 

M-10 

28.25 

985 

M-12 

31.13 

1014 

M-12 

31.46 

1030 

L-13 

31.26 

1081 

L-14 

33.51 

1099 

N-14 

32.53 

1103 

L-14 

31.42 

1137 

M-15 

31.78 

1156 

M-15 

32.59 

1186A 

M-16 

32.88 

1187 

M-16 

33.58 

1199 

N-16 

33.97 

1241 

1-5 

35.00 

1288 

K-6 

29.58 

1343 

J-7 

33.11 

1395 

J-8 

33.70 

1409 

L-9 

28.60 

1444 

J -9 

30.99 

1475 

K-10 

35.20* 

1482 

J-10 

33.83 

1502 

J-10 

31.62 

1546 

K-11 

32.11 

1552 

J-11 

34.80 

1565 

K-12 

34 . 1 7 

1593 

J-12 

33.04 

1604 

J-12 

33.89 

1651 

J-13 

32.85 

1664 

J-13 

33,73 

Source  of  Information 


L.A. 

Co. 

F.C.D. 

L.A. 

Co. 

F.C.D. 

U.S.'v 

f.B. 

(San  Pe-lro) 

L.A. 

Co. 

F.C.D. 

L.A. 

Co. 

F.C.D. 

L.A. 

Co. 

F.C.D. 

L.A. 

Co. 

F.C.D. 

U.S.'' 

•.B. 

(Lonp  Beach) 

L.A. 

Co. 

F.C.D. 

L.A. 

Co. 

F.C.D. 

0.  Co.  F 

.CD. 

0.  Co.  F 

.CD. 

0.  Co.  F 

.CD. 

0.  Co.  F 

.CD. 

L.A. 

Co. 

F.C.D. 

U.S.V 

:.B. 

(Torrance) 

L.A. 

Co. 

F.C.D. 

L.A. 

Co. 

F.C.D. 

L.A. 

Co. 

F.C.D. 

L.A. 

Co. 

F.C.D. 

L.A. 

Co. 

F.C.D. 

0.  C( 

3.  F 

.CD. 

0.  Co.  F 

.CD. 

0.  C< 

D.  F 

•  0  •  i)  • 

0.  Co.  F 

.CD. 

0.  C 

2.  F 

.CD. 

0.  C 

0.   F 

.CD. 

0.  C 

D.  F 

.CD. 

0.  C 

D.  F 

.CD. 

L.A. 

Co. 

F.C.D. 

L.A. 

Co. 

F.C.D. 

L.A. 

Co. 

F.C.D. 

L.A. 

Co. 

F.C.D. 

L.A. 

Co. 

F.C.D. 

L.A. 

Co. 

F.C.D. 

L.A. 

Co . 

F.C.D. 

L.A. 

Co. 

F.C.D. 

L.A. 

Co. 

F.CD. 

L.A. 

Co. 

F.C.D. 

L.A. 

Co, 

TT.CD. 

U.S. 

r.B. 

(Downey) 

L.A. 

Co. 

F.CD. 

L.A. 

Co. 

F.CD. 

U.S. 

A'  .B . 

(V/hittier) 

U.S. 

V.'.B. 

(East  'A'hittier) 

*  Partially  estimated  by  comparipon  with  nearby  stations. 
**  Correction  to  Bulletin  No.  39-B:  precipitation  record  for  season 
1925-25  should  be  5.57. 
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PRECIPITATION  RECORDS   FOR  SEASON  1940-41 
(Season  -  July  1   to  June   30) 


Map 

Precipitation 

Station 

Index 
1-14 

in  Inches 

1700 

35.81 

170S 

K-14 

30.50 

1750 

1-15 

36.82* 

1757 

K-15 

31.55 

1768 

K-15 

29 . 74* 

1774 

J-15 

32.49 

1786 

K-16 

32.09 

1853 

J-17 

37.11 

1852 

J-17 

37.20 

1901 

1-18 

41.01 

1906 

K-18 

40.27 

1933 

J-19 

39.96 

2401 

G-3 

54.52 

2443 

H-3 

47.52 

2445 

H-3 

33.12 

2503 

H-5 

40.70 

2508A 

1-5 

32.49 

2511 

G-5 

47.87 

2544 

H-5 

34.80 

2551 

G-6 

41.21 

2555 

H-5 

35.58 

2592 

H-6 

37.57 

2607 

1-7 

30 .  45 

2643 

H-7 

34.73 

2586 

H-8 

32.74 

2754 

H-9 

34.59 

2755 

K-9 

35.99 

2870 

G-12 

41.01 

2875 

H-12 

32.15 

2928 

1-13 

32.52 

2962 

G-13 

37.02 

3009 

1-14 

36.80* 

3041 

G-15 

35.70 

3053 

H-15 

37 .  80 

3079 

1-15 

34.13 

3111 

G-16 

36.73 

3121 

G-15 

36.14 

3123 

H-15 

32.57 

3129 

1-15 

37.00* 

3149A 

1-17 

35.82 

3155 

H-17 

35.52 

3160 

G-17 

35.55 

3185 

H-18 

33.72 

3190 

G-18 

36.95 

3223 

H-18 

37 .  23 

3244 

H-19 

33.96 

Source   of   Information 


LJl.  Co. 

F.C.D. 

L.A.  Co. 

F.C.D. 

L.A.  Co. 

F.C.D. 

0.  Co.  P 

.CD. 

0.  Co.  F 

.CD. 

L.A.  Co. 

F.C.D. 

0.  Co.  F 

.CD. 

L.A.  Co. 

F.C.D. 

L.A.  Co. 

F.C.D. 

0.  Co.  F 

.CD. 

0.  Co.  F 

.CD. 

0.  Co.  F 

.CD. 

L.A.  Co. 

F.C.D. 

L.A.  Co. 

F.C.D. 

L.A.  Co. 

T^.CD. 

L.A.  Co. 

F.C.D. 

U.S.F.B. 

(Santa  Monica) 

L.A.  Co. 

F.C.D. 

L.A.  Co. 

F.C.D. 

L.A.  Co. 

F.C.D. 

L.A.  Co. 

F.C.D. 

L.A.  Co. 

F.C.D. 

L.A.  Co. 

F.C.D. 

L.A.  Co. 

F.C.D. 

L.A.  Co. 

F.C.D. 

L.A.  Co. 

F.C.D. 

U.S.W.B. 

(Los  A.ngeles) 

L.A.  Co. 

F.C.D. 

L.A.  Co. 

F.C.D. 

L.A.  Co. 

F.C.D. 

L.A.  Co. 

^.CD. 

L.A.  Co. 

F.C.D. 

L.A.  Co. 

F.C.D. 

L.A.  Co. 

F.C.D. 

L.A.  Co. 

F.C.D. 

U.S.W.B. 

(Covina) 

U.S.I'f.B. 

(Covina) 

L.A.  Co. 

F.C.D. 

u.s.r.'.B. 

(VJalnut') 

L.A.  Co. 

^.CD. 

L.A.  Co. 

T^.CD. 

L.A.  Co. 

^.CD. 

L.A.  Co. 

F.C.D. 

L.A.  Co, 

F.C.D. 

U.S.W.B. 

(Pomona) 

L.A.  Co. 

^.CD. 

*  Partially  estimated  by  comDarison  vith  nearby  stations. 
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PRECIPITATION  RECO'HDS  FCT  SFASON  1940-41 
(Season  -  July  1  to  June  30) 


Map 

Precipitation 

Station 

Index 
1-19 

in  inches 

Source  of  Information 

3256 

37.13 

L.A.   Go.  F.C.D. 

S280 

G-19 

36.88 

L.A.   Co.   F.C.D. 

3290 

G-20 

38.27 

U.S.'V.E.    (Claremont) 

35S6 

F-3 

44.95 

U.S.'W.B.    (Summit  Topanga) 

3602 

E-3 

36.27 

L.A.  Co.  F.C.D. 

3S18 

G-3 

51.97 

L.A.   Co.   F.C.D. 

*3573 

r-4 

42.59 

L.A.   Co.   F.C.D. 

3685 

F-4 

39.72 

L.A.   Co.   F.C.D. 

3706 

F-5 

47.98 

L.A.   Co.   F.C.D. 

3742 

E-5 

39.75 

U.S.W.B.    (Van  Nuys) 

3749 

G-5 

45.69 

L.A.    Co.   F.C.D. 

3786 

F-6 

45.15 

L.A.   Co.   F.C.D. 

3810 

E-7 

35.53** 

L.A.   Co.   F.C.D. 

3834 

F-7 

38.92 

L.A.   Co.   F.C.D. 

3848A 

G-7 

39.21 

L.A.   Co.   F.C.D. 

3868 

F-8 

37.77 

L.A.   Co.   F.C.D. 

3891 

E-8 

41.11 

U.S.V.'.B.    (Burbank) 

3894 

F-8 

41.50 

L.A.   Co.  F.C.D. 

3897 

F-8 

40,25 

L.A.   Co.  F.C.D. 

3906 

F-8 

42.87 

L.A.   Co.   F.C.D. 

3907 

F-8 

39.28 

L.A.   Co.   F.C.n. 

3917 

G-9 

36.95 

L.A.   Co.   F.C.D. 

3921 

E-9 

35.05 

L.A.   Co.   F.C.D. 

3921A 

E-9 

43.76 

L.A.   Co.   F.C.D. 

3934 

F-9 

41.52 

TI.S.W.B.    (Glpndale) 

3939 

G-9 

34.78 

L.A.   Co.   F.C.D. 

3943 

E-9 

41.92 

L.A.   Co.   F.C.D. 

3954 

F-9 

38.89 

L.A.   Co.   F.C.D. 

3993 

E-10 

47.85 

L.A.   Co.   F.C.D. 

4001 

E-10 

51.01 

L.A.   Co.   ■R'.C.D. 

4010 

E-10 

50.93 

L.A,   Co.   F.C.D. 

4023 

E-11 

48.38 

L.A.   Co.   r.C.D. 

4028 

G-11 

43.90 

L.A.   Co.   F.C.D. 

4048 

G-11 

42.00 

L.A.   Co.   ^^C.^. 

4050 

E-11 

48.75 

U.S."'.B.    (Altadena) 

4061 

E-11 

46.37 

L.A.  Co.   T^  C  D. 

4073 

F-12 

■16.10 

U.S.W.B.    {Ps'-^a'^ena) 

4076 

F-12 

44.27 

L.A.   Co.  y  .CD. 

4087 

F-12 

42.60 

L.A.   Co,  F  CD. 

4092 

E-12 

46.33 

L.A.   Co,    F  O.P. 

4099 

G-12 

39.58 

L.A.   Co.   F  CD. 

4109 

G-12 

38*45 

L.A.   Co.   F.C.D. 

4110 

E-12 

55.18 

L.A.   Co.   F.C  D. 

4135 

F-13 

41.28 

L.A.   Co.   F.C.D. 

4137 

F-13 

43.57 

L.A.   Co.   F.CD. 

*   Incorrectly   shown  on  nap  as   3763. 

**Partially  estimated  by  comparison  with  nearby  stations. 
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PRECIPITATION  t?.FCORDS  FOR  SEjJf  ON  1940-41 
(Season  -  July  1   to  June  30) 


Map 

Precipitation 

Station 

Index 
E-13 

in  inches 

Source  of  Infornation 
U.S.W.E.  (Sierra  Madre) 

4142 

49.53 

4142A 

E-13 

50.13 

L.A. 

Go. 

F.C.D. 

4152 

E-13 

48.70 

L.A. 

Co. 

F.C.D. 

4153 

E-13 

48 .  35 

L.A. 

Co. 

F.C.D. 

4154 

F-13 

43.45* 

L.A. 

Co. 

^.C.D. 

4153 

?-13 

42.25 

L.A. 

Co. 

F.C.D. 

4164 

F-13 

41.55 

L.A. 

Co. 

F.C.D. 

4171 

E>14 

48.21* 

L.A. 

Co. 

F.C.D. 

417LA. 

E-14 

47.41 

L.A. 

Co. 

F.C.D. 

4194A 

F-14 

38.35 

.  L.A. 

Co. 

F.C.D. 

4195 

F-14 

40.75 

L.A. 

Co. 

F.C.D, 

4211 

E-14 

52.99 

L.A. 

Co. 

F.C.D. 

4212 

E-14 

46.75 

L.A. 

Co. 

F.C.D. 

4230 

E-15 

59.62 

L.A. 

Co. 

F.C.D. 

4231 

S-15 

54.04 

L.A. 

Co. 

F.C.D. 

4273 

E-15 

48.03* 

L.A. 

Co. 

F.C.D. 

4285 

F-15 

39.88 

L.A. 

Co. 

F.C.D. 

4293 

Z-16 

43.89 

L  •  x^ . 

Co. 

F.C.D. 

4294 

F-15 

44.82 

U.S.' 

V.B. 

(San  Gabriel  Power  Hous 

e) 

4295 

F-15 

38.35* 

L.A. 

Co. 

F.C.D. 

429  6A 

F-15 

40.12 

L.A. 

Co. 

F.C.D. 

4306 

F-15 

39.29* 

L.A. 

Co. 

F.C.D. 

4309 

G-16 

35.91 

L.A. 

Go. 

F.C.D. 

4315 

F-15 

41.37 

L.A. 

Co. 

F.C.D. 

4321 

E-15 

50.22 

L.A. 

Co. 

F.C.D. 

4335 

F-17 

38.75 

L.A. 

Co. 

F.C.D. 

4345 

F-17 

40.54 

L.A. 

Co. 

F.C.D. 

4354 

F-17 

42.36 

L.A. 

Co. 

F.C.D. 

4383 

E-18 

45.24 

L.A. 

Co. 

F.C.D. 

4386 

F-17 

41.22 

L.A. 

Co. 

F.C.D. 

4398 

G-18 

40.70 

L.A. 

Co. 

F.C.D, 

4399 

G-ie 

37.90 

U.S. 

/;.E. 

(San  Dimas) 

4407 

F-ie 

40.42 

L.A. 

Co. 

F.C.D. 

440  7A 

G-18 

37.53 

L.A. 

Co. 

F.C.D. 

4408 

G-IP 

38.25 

L.A. 

Co. 

F.C.D. 

4424 

F-18 

37.71 

L.A. 

Co. 

F.C.D. 

4425 

F-l° 

38.55 

L.A. 

Co. 

T^.C.D. 

4433 

E-IS 

41.45 

L.A. 

Co. 

F.C.D. 

4439 

'G-18 

35.23 

L.A. 

Co. 

F.C.D. 

4444 

F-19 

39.40 

L.A. 

Co. 

F.C.D. 

4457 

F-19 

39.46* 

U.S. 

W.B. 

(Live  Oak  Canyon) 

4487 

F-19 

39.74 

L.A. 

Co. 

F.C.D. 

4505 

F-20 

43.43 

L.A. 

Co. 

F.C.D. 

4517 

G-20 

40.85 

L.A. 

Co. 

F.C.D. 

4522 

F-20 

48.58 

U.S. 

F  .E . 

(Mouth  of  San  Antonio 
Canyon) 

Partially  estimated   by  comr'arison  with  nearby  stations. 
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PRECIPITATION  RECOKIE  FOR  SEASON  1940-41 
(Season  -  July   1   to  June   30) 


Map 

Precipitation 

Station 

Index 
P-21 

in  Inches 

Source  o 
U.S.VV.E. 

f  Infornation 

4545 

42.40 

(Upland) 

4566 

F-21 

39.77 

Liberty 

Crove  s 

4583 

F-21 

43.48 

John  S. 

Inerslls 

4658 

D-2 

37.44 

L.A.  Co. 

F.C.D. 

4387 

D-2 

36.62 

L.A.   Co. 

F.C.D. 

4694 

C-2 

38.36 

U.S.W.B. 

(Chatsworth) 

4747 

D-4 

38.34 

L.A.   Co. 

F.C.D. 

4811 

C-5 

36.52 

L.A.   Co. 

F.C.D. 

4832 

C-5 

40.57 

U.S.W.E. 

(San  Fernando) 

4837 

D-5 

38.39 

L.A.   Co. 

F.C.D. 

4864 

0-6 

35.25 

L.A.   Co. 

F.C.D. 

4894 

C-6 

37.54 

L.A.   Co. 

F.C.D. 

49  S2 

G-7 

35.71 

L.A.   Co. 

F.C.D. 

4946 

D-7 

35.96 

L.A.   Co. 

F.C.D. 

50£5 

D-9 

50.62 

L.A.   Co. 

F.C.D. 

5065 

D-10 

51.24 

U.S.W.B. 

(La  Crescenta) 

5067 

D-9 

47.93 

L.A.   Co. 

F.C.D. 

5076 

D-10 

53.03 

L.A.   Co. 

F.C.D. 

5101 

C-10 

57,70 

U.S.W.B. 

(Big'  Tujunsra  Dam  No.   1) 

5109 

E-10 

50.70 

L.A.   Co. 

F.C.D. 

5115 

D-11 

55.67 

L.A.   Co. 

F.C.D. 

5127 

D-11 

51,46 

U.S.W.B. 

(Arroyo  Seco) 

5139 

E-11 

51.38 

L.A.   Co. 

F.C.D. 

5204 

C-12 

78.22 

U.S.iV.B. 

(Opid's  Camp) 

5224 

0-13 

71.07* 

U.S.'/J.B. 

(Valley  Forp'e  Lodge) 

5247 

D-13 

73.92 

U.S.'V.B. 

(Mount  Wilson) 

5267 

D-13 

53.51 

L.A.   Co. 

F.C.D. 

5269 

D-13 

69.85 

U.S.W.B. 

(■'-'inter  Creek) 

5446 

D-17 

53.40 

L.A.   Co. 

F.C.D. 

5549 

D-19 

48.20 

L.A.   Co. 

F.C.D. 

5545 

D-21 

57.21 

U  f  O  •  «•  aXJ  • 

(Canp  Baldy) 

5595 

D-22 

94.07 

U.S.'.V.B. 

(Kelly's  Camp) 

5861 

A- 4 

44.69 

U.S.W.B. 

(Ncwhnll) 

5872 

A-4 

47.55 

L.A.   Co. 

F.C.D. 

5908 

B-5 

42.67 

L.A.   Co. 

F.C.D. 

5922 

A-5 

45.54 

L.A.    Co. 

F.C.D. 

5928 

B-5 

36.73 

L.A.   Co. 

F.C.D. 

5988 

B-6 

40.38 

L.A.   Co. 

F.C.D. 

5999 

B-6 

38.49 

L.A.   Co. 

F.C.D. 

6005 

B-7 

40.24 

U.S.W.B. 

(Pacoima  Dan) 

6067 

B-8 

47.50 

L.A.   Co. 

F.C.D. 

6249 

B-11 

51.86 

L.A.   Co. 

F.C.D. 

6289A 

B-12 

55.51 

L.A.   Co. 

F.C.D. 

5355 

A-13 

40.46 

U.S.'V.B. 
Ranch) 

(Alder  Creek     or  Loomis 

6558 

B-17 

50.54 

L.A.  Co. 

F.C.D. 

6558A 

B-17 

57.  OP 

L.A.   Co. 

F.C.D. 

*  Partially  estimated  by  comparison  with  nearby  stations. 


A?' 


PRECIPIT/.TION  y-CCRlZ   >''0R   H^AFOM  1940-41 
(Season   -  July  1   to  June   7iG) 


Map 

PreciDitation 

Station 

Inde:x: 
B-17 

in  inches 

6569 

59.82* 

5702 

A-20 

47.59 

6711 

A- 20 

21.43 

6712 

A-20 

44.73 

7017 

A-3 

34.43 

13193 

q-14 

28.48 

13265 

Q-15 

28 .  24 

13309 

R-16 

28.17 

13329 

R-15 

25 .  75 

13353 

q-17 

27.40 

13402 

q-18 

27.31 

13406 

R-18 

30.58 

13432 

q-19 

28.55 

13480 

P-19 

29.38 

13484 

Q-19 

28.71 

13499 

R-20 

30.27 

13633 

Q-22 

35.70 

13645 

R-2?. 

39.47 

13802 

Q-26 

36.02 

13864 

Q-27 

25.96 

13902 

^-28 

2  3. .84 

14173 

R-17 

28 ,  '70 

14408 

P-14 

25.59 

14439 

P-15 

26.95 

14451 

K-15 

31.89 

14452 

0-15 

28.91 

14535 

0-17 

71.14 

14549 

P-17 

27.34 

14552 

0-17 

34.34 

14558 

P-17 

29.13 

14585 

0-17 

31.41 

14517 

P-18 

28.90 

14532 

N-18 

30.38 

14649 

P-19 

30.85 

14673 

0-19 

34.95 

14755 

0-21 

39 .  71 

14835 

0-22 

48.73 

14902 

K-24 

30.13 

15420 

N-34 

24.53 

15502 

L-16 

37.80 

15514 

L-15 

35.73 

15623 

L-16 

39.20 

15578 

M-17 

34 .  58 

15579 

N-17 

34.56 

15681 

L-16 

37.55 

15733 

L-18 

28.75 

Source   of   Information 


L.A.   C 

o. 

F.G.D. 

U. 

s.w. 

B. 

(Big  Pines  County  Park) 

U. 

s  .w . 

B. 

(Table  Mountain) 

L.A.   Co. 

F.C.D. 

L. 

A.   C 

0. 

F.C.D. 

0. 

Co. 

F 

.CD. 

0. 

Co. 

F 

CD. 

U. 

S.V^. 

B. 

(Newport  Beach) 

0. 

Go. 

F 

.CD. 

0. 

Co. 

F 

.CD. 

0. 

Co. 

F 

.CD. 

0. 

Co. 

F 

.CD. 

0. 

Co. 

F 

.CD. 

0. 

Co. 

F 

.CD. 

0. 

Co. 

F 

.CD. 

0. 

Co. 

F 

.CD. 

0. 

Co. 

F 

.CD. 

0. 

Co. 

F 

.CD. 

Edwin 

M. 

She  man 

U. 

s.w. 

1  ■  • 

(Elsinore) 

Te mescal 

v'ater  Company 

0. 

Co. 

F 

,CD. 

0. 

Co. 

F 

.CD.     • 

0. 

Co. 

F 

.CD. 

0. 

Co. 

F 

.CD. 

0. 

Co. 

F 

•  CD. 

0. 

Co. 

TT 

.CD. 

0. 

Co. 

F 

.CD. 

u. 

S.W. 

B. 

(Santa  Ana) 

0. 

Co. 

F 

.CD. 

0. 

Co. 

F 

.CD. 

u. 

S.W. 

B. 

(Tu?tin,    near) 

0. 

Co. 

F 

.CD. 

0. 

Co. 

F 

.CD. 

0. 

Co. 

F 

.CD. 

0. 

Co. 

F 

.CD. 

0. 

Co. 

F 

.CD. 

Te 

nescal 

V'ater  Co. 

U. 

S.W. 

B. 

(San  Jacinto) 

0. 

Co. 

V 

.CD. 

0. 

Co. 

F 

.CD. 

0. 

Co. 

F 

.CD. 

0, 

Co. 

F 

.CD. 

c. 

Co. 

F 

.CD. 

u. 

S.W. 

B. 

(Yorba  Linda) 

0. 

Co. 

F 

.CD. 

Partially  estimated  by  comparison  with  nearby  stations, 
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PRECIPITATION  RLCORD.'^  FOR  SEASON  1940-41 
(Season  -  July   1  to  June   I'D) 


Map 

Precipitation 

Station 

Index 

in  inches 

15860 

L-21 

33.68 

15903 

L-22 

31.27 

15925 

M-22 

31.48 

159  £6 

M-22 

34.17 

15932 

L-22 

27.14 

15933 

L-22 

25.30 

15944 

M-23 

27.49 

15955 

M-23 

26.61 

16050 

L-25 

20.53 

15240 

L-28 

21.62 

16710 

1-20 

37.37 

15801 

J-22 

27.56 

16845 

K-22 

25.72 

17023 

J-25 

23.37 

17052 

J-?7 

23.01 

17342 

J-32 

£S0  •  Of./ 

17417 

K-34 

30.25 

17421 

J-34 

33.61 

17508 

1-20 

35.79 

17510 

G-20 

35.84* 

17613 

H-20 

35.29 

17630 

G-20 

37.59 

17553 

H-21 

33.47 

17374 

H-21 

30.69 

17703 

H-22 

31.74 

17850 

G-25 

31.11 

17973 

H-27 

28.55* 

17973A 

H-27 

28.79 

17984 

H-?7 

28.13 

18062 

H-29 

24.15 

18114 

H-30 

24.55 

18125 

H-30 

24.48 

18163 

H-31 

27.05 

18194 

H-31 

25.93 

18256 

1-33 

29.83 

18260 

G-32 

33.15 

18351 

G-34 

50.58 

18507 

F-22 

40.66 

18514 

F-22 

39.45 

18529A 

G-22 

32.72 

18586 

F-23 

39.23 

18542 

F-25 

45.46 

18379 

G-25 

35.24 

18704 

F-26 

34.90 

18782 

E-27 

37.76 

18809A 

G-28 

29,65 

Source  of   Infornetiofi 

U.S.D.A.  end  0.  Co.  F.C.D. 

Corona  Foothill  Lenon  Co. 

Corona  Foothill  Lenon  Co. 

Corona  Foothill  Lenon  Co. 

Te"iescal  'Vater  Co. 

U.S.'''.'.B.  (Corona) 

Jamison  Company 

American  Fruit  Grovers  Ass 

San  Jacinto  Land  Co. 

U.S.  Arrrv'  Air  Corps 

Southern  Calif,  Fdison  Co.,  Ltd. 

John  Tnbach 

Capt.  C.  Cully 

U.S.'V.B.  (Riverside) 

Riverplr>p  Citrun  '^ynerl'Tent  Sta. 

Koreno  I.'utu^sl  V.'ater  Co. 

U.S.W.B.  (Beau-iont) 

r.S.VI.B.    (Beaunont,    near) 

American  Beet  Suffar  Co. 

R.  V.  Vard 

West  Ontario  Citrus  Ass'n. 

Mr.  Jordan 

Southern  Pacific  Company 

Braundale  Acres 

Guasti  V;ine  Co. 

Fontana  Farms  Co. 

Southern  Pacific  Co. 

Colton  Police  Department 

Southern  Calif.  Edison  Co.,  Ltd. 

Crown  Jevel  Groves 

U.S.W.B.  (Redlands) 

D.S.C.  Anderson 

Grafton  Orange  Growers  Ass'n. 

F.  3.  King 

R.  H.  Arnett 

U.S.W.B.  (Mill  Creek  No.  2) 

Southern  Calif,  T:dison  Co.,  Ltd. 

Alta  Lome  Hei;?hts  Citrus  Ass' a. 

Victor  Cherbal: 

Kission  Winery 

W.  F.  Barnep 

U.S.W.P.    (Bennett  Ranch) 

U.S.'''.B.    (Fontana) 

Southern  Calif.  Edison  Co.,    Ltd. 

San  Bernardino  Water  Dert. 

San  Bernardino  Water  Devt. 


*  Partially  estimated  by  comparison  with  nearby  stations. 


PRECIPIT/'TION  F.TCCRDS  FOR  SEA^OW  1940-41 
(Season  -  July  1   to  June   30) 
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Station 

18826 
1S821 
13883 
18906 
18928 
18937 
18999 
19045 
19161 
19415 
19449 
19459 
19569 
19578 
19656 
19723 
19799 
19915 
19985 


Map     Precipitation 

Index  in  inches 

F-28  35.90 

E-28  41.34* 

F-29  29.54 

F-29  30.77 

G-30  29.49 

G-30  31.06 

G-31  31.96 

F-32  36.27 

E-35  37.92 

D-24  75.49 

E-25  53.48 

E-25  51.50 

E-27  42.49 

D-27  53.28 

D-28  66.01 

C-30  70.91 

E-31  53.99 

D-34  57.95 

D-35  35.28 


Source  of  Infornation 

U.S.l.B.  {San  Bernardino,  near) 

Arrowhead  Springs  Hotel 

Mrs.  E.  E.  Corwin 

Thonas  A.  Ewing 

Gold  Buckle  Association 

East  Highland  Orange  Co. 

Southern  Calif.  Edison  Co.,  Ltd. 

U.S.'A'.B.  (Santa  Ana  River) 

U.S.W.B.  (Seven  Oaks) 

U.S.Vi^.B.  (Lytle  Creek  Ranger  Sta, 

Fontana  Union  Water  Co. 

U.S.V/.P.  (Lytle  Creek) 

San  Bernardino  V'Jater  Dept. 

U.S.  Forest  ^'y-neriinent  Sta. 

U.E.W.B.  (Squirrel  Inn) 

Lake  Arrowhead  CoTinany 

California  State  Highway 

U.S.W.B.  (Bip  Bear  Lake  Dam) 

Jack  Preston 


Partially  estimated  by  comparison  with  nearby  stations, 


PRECIPITATI0:J  R-^CORDS  for  SEATON  1939-40 


(Searon  -  July  1  to  June  30) 


Map 

Pr 

ecipitation 

Station 

Index 
E-12 

in  inchep 

4092 

25.04 

4457 

F-19 

19.94 

4922 

C-7 

17.24^ 

6239A 

B-12 

25.54* 

6355  ■ 

A-13 

21 .  56 

Source  of  Infornation 

L.A.  Co.  F.C.D. 

U.S. VLB.  (Live  Oak  Canyon) 

L.A.  Co.  F.C.D. 

L.A.  Co.  F.C.D. 

U.S.'".B.  (Alder  Creek  or  Loomis 
Ranch) 


Partially  estimated  by  comparison  with  nearby  stations. 


Abbreviations  used  in  ''Sources  of  informntion"  column; 


L.A.  Co.  F.C.D Lo?  Angeles  County  Flood  Control  District, 

0.  Co.  F.C.D Orange  County  Flood  Control  District. 

U.S.D.A United  States  Department  of  Agriculture. 

U.S.VJ.B United  States  Weather  Bureau. 


WAIXRSHEO   BOUNOABV 


WELL  WITH   RECORD  OF  GROUND  WATER  LEVELS 
O    A  NOT  PUBLISHED  IN  THIS   REPORT      RECORDS  AVAILABLE 

IN  OFFICE   OF  THE  DIVISION  Of  WATER  RESOURCES 


W     dkklfOHNIA 

oepartmcnt    or     public     works 

DIVISION      OF      WATER      RESOURCES 

SOUTH     COASTAL    BASIN     INVESTIGATION 

'SAN  JACINTO  AREA 

RIVERSIDE     COUNTY 


LEGEND 

WATEHSHED  BOUN0»R> 


WELL  WITH    BECOBD  Of  GBOUtJO  WATtB  LEVELS 

NOT  PUBLISMEO  IW  THIS  REPOHT  -  nECOHDS    AVAILABLE 

IN  OFFICE   OF  THE  DIVISION  OF  WATER    RESOURCES 


MAP  10 


R.13W. 


DtPARTMENT      OF      PUBLIC      WOBKS 
DIVISION       OF      WATER      RESOURCES 

SOUTH     COASTAL     BASIN     INVESTIGATION 

'antelope    valley    area' 


L©CATD©G^    ©F 


map  II 


STREET  DIAGRAM 


R.  9  W. 
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WILL  INCREASE  TO  SO  CENTS  ON  THE  FOURTH 
DAY  AND  TO  SI.OO  ON  THE  SEVENTH  DAY 
OVERDUE. 
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